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PKEFACE 


In  this  volume  are  the  papers  and  discussions  on  Iron  and  Steel  that 
were  presented  at  the  Lake  Superior  meeting,  August,  1920,  the  New 
York  meetings  of  1921  and  1922,  and  the  Wilkes-Barre  meeting,  Septem- 
ber, 1921;  also  Proceedings  of  the  New  York  meeting,  February,  1922. 
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PEOCEEDINGS 


PBOCEEDINOS  OF  THE  NEW  YORK   MEETING  IX 


New  York  Meeting,  1922 

The  125th  meeting  of  the  Institute  was  held  in  New  York,  Feb.  20- 
23,  1922,  inclusive,  and  was  the  most  successful  annual  meeting  of  the 
Institute;  there  was  a  larger  registration,  there  were  more  ses- 
sions of  importance,  and  a  greater  number  of  sessions,  than  in  any 
previous  year.  The  total  registration  was  1331,  comprising  351  New 
York  members,  393  visiting  members  and  587  guests. 

At  the  annual  business  meeting  of  the  Institute,  held  on  Tuesday, 
Feb.  21,  with  President  Ludlow  presiding,  there  was  a  much  larger  atten- 
dance than  usual. 

Section  III  of  Article  6  of  the  Constitution  was  amended  by  changing 
the  word  "six"  to  the  word  "eight,"  requiring  eight  for  a  quorum  of  the 
Board  of  Directors  necessary  to  transact  business. 

Technical  Sessions 

The  technical  sessions  were  greater  in  number  than  ever  before  and 
overflowed  the  ordinary  space  at  the  service  of  the  Institute  for  this 
purpose;  several  sessions  were  held  in  the  quarters  of  the  other  societies, 
which  gladly  donated  rooms  for  this  purpose. 

The  Symposium  on  Foreign  Oil  Possibilities  and  Details  of  the  Oil 
Industry  drew  the  largest  attendance  and  occupied  the  center  of  interest. 
The  oil  sessions  overflowed  their  quarters  on  the  first  day  and  had  to  be 
transferred  to  the  Auditorium.  Only  the  papers  presented  at  the  last 
oil  session  had  been  prepared  for  distribution,  because  the  discussion 
at  the  earlier  sessions,  in  many  cases,  dealt  with  delicate  questions  of 
international  policy,  and  for  the  same  reason  none  of  these  sessions  was 
reported,  as  were  all  of  the  other  sessions.  Some  of  these  papers  were 
published  later. 

The  Mining  Methods  Committee,  engaged  as  it  is  in  the  collection  of 
data  from  all  of  the  big  mines  of  the  United  States  to  answer  the  questions 
involved  in  the  choice  of  mining  methods  with  all  the  necessary  con- 
trolling factors,  had  a  continuous  session  of  well-attended  meetings 
throughout  the  convention. 

The  Institute  of  Metals  Division,  in  addition  to  two  of  the  largest 
sessions  it  has  held  since  affiUating  with  the  Institute,  conducted  the 
lecture  by  Prof.  Wilder  D.  Bancroft  on  Colloid  Chemistry  and  Metal- 
lurgy, which  attracted  a  great  deal  of  interest. 


X  PROCEEDINGS  OF  THE  NEW  YORK  MEETING 

The  Iron  and  Steel  Sessions  were  in  part  devoted  to  memorials  of  the 
late  Prof.  J.  W.  Richards,  who  was  for  so  long  the  very  able  and  efficient 
chairman  of  the  Iron  and  Steel  Committee. 

The  Safety  Sessions  were  joint  sessions  of  the  Mining  Section  of  the 
National  Safety  Council  and  the  Industrial  Relations  Committee  of  the 
Institute,  and  another  notable  joint  session  was  a  meeting  of  the  Mining 
and  MetaUurgical  Society  of  America  with  the  Institute,  at  which 
papers  and  discussions  on  Waste  in  the  Mining  Industry  were  presented. 
These  constituted  the  feature  of  the  March,  1922,  number  of  Mining  and 
Metallurgy. 

Another  innovation  at  this  meeting  was  a  Local  Section  Convention, 
at  which  the  chairmen  and  secretaries  of  the  various  local  sections,  or  in 
their  absence  their  representatives,  gathered  to  discuss  local  section 
problems  as  related  to  the  Institute  and  its  problems  as  related  to  the 
local  sections.  The  new  president  of  the  Institute,  Col.  Arthur  S. 
Dwight,  presided.  This  convention  proved  to  be  such  an  interesting 
feature  that  the  one  session  provided  for  its  initial  meeting  was  entirely  in- 
adequate, and  it  is  hoped  and  expected  that  this  will  become  a  permanent 
feature  of  the  Institute  meetings.    Technical  sessions  were  as  follows: 

Symposium  on  Foreign  Oil  Possibilities  and  Details  of  the  Oil  Industry 

Chairman,  Ralph  Arnold 

TuESDAT  Morning,  Feb.  21 

Introductory  Remarks.     Ralph  Arnold. 

Addresses  on:  Oil  Reserves  of  United  States.    David  White. 

Canada.    Ralph  Arnold  and  Walter  A.  English. 

Mexico.    V.  R.  Garfias. 

West  Indies,  except  Trinidad.     A.  H.  Redfield. 

Central  America.    A.  H.  Redfield. 

Colombia.     Chester  W.  Washbume  and  K.  D.  White. 

Venezuela,  the  Guianas,  and  Trinidad.     Ralph  Arnold,  B.  Bryan,  and  G.  A. 
Macready. 

TiTESDAT  Afternoon 

Addresses  on:  Oil  Reserves  of  Peru  and  Ecuador.     V.  F.  Marsters. 
Bolivia.*     C.  W.  Washbume. 
Argentine  and  Chile.*    E.  W.  Shaw. 
Brazil.    J.  C.  Branner. 
Japan.    J.  Morgan  Clements. 
China  and  Siberia.     Eliot  Blackwelder. 
Philippines.     W.  E.  Pratt. 
Galicia.*    R.  N.  Ferguson. 

Europe,  Africa,  Asia,  Australia,  New  Zealand,  and  East  Indies.  *    A.  Beeby  Thomp- 
son and  Robert  Anderaon. 


*  Not  printed  by  the  Institute. 


PB0CEEDING8  OF  THE  NEW  YORK  MEETING  XI 

WXDNESDAT   MOBNINQ,   Feb.   22 

Addreflses  on:  SuggestionB  for  Stabilizing  the  Oil  Industry.*    Henry  L.  Doherty. 
Oil  Laws  of  Latin-American  Countries.    Edward  Schuster  and  Frank  Feuille. 
What  the  State  Department  Can  do  to  Aid  in  Foreign  Oil  Development.    Lester 
H.  Woolsey. 

WXDNBSDAT  AFTERNOON 

Future  Demands  on  Oil  Indiistry  of  United  States.    By  J.  E.  Pogue. 

Time  to  Pay  out  as  a  Basis  for  Valuation  of  Oil  Properties.    By  W.  Lrwin  Moyer. 

Production  Problems  of  Grass  Creek  Oil  Fields.    By  E.  L.  Estabrook. 

Possible  Origin  of  Oil.    By  Colin  C.  Rae. 

Subsurface  Conditions  on  Portion  of  Arches  Fork  Anticline.     By  K.  Cottingham. 

Mining  Sessions 

Monday  Aftebnoon,  Feb.  20 

Chairman,  B.  B.  Gottsberger 

Sampling  and  Estimating  Ore  Deposits.    Litroductory  Remarks  by  B.  B.  Gotts- 
berger. 
Diamond-drill  Sampling  Methods.     By  R.  D.  Longyear. 

Sampling  and  Estimating  Disseminated  Copper  Deposits.     By  I.  B.  Joralemon. 
Sampling  and  Estimating  L:on-ore  Deposits: 

Lake  Superior  Iron  District.*    By  J.  F.  Wolff,  E.  L.  Derby,  and  W.  A.  Cole. 

Gogebic  Range.*    By  J.  F.  Wolff. 

Menominee  Range.*    By  J.  F.  Wolff. 

Marquette  Range.*    By  R.  W.  Bowers. 
Sampling  and  Estimating  Zinc  and  Lead  Orebodies  of  Mississippi  Valley.     By  W.  F. 

Boericke. 
Organization  of  Mine  Sampling  at  Anaconda.    By  W.  B.  Daly  and  F.  A.  Linforth. 

Tuesday  Mobning,  Feb.  21 

Chairman,  William  Kelly 

Storage-battery  Locomotive  as  Applied  to  Mine  Haulage.     By  Charles  E.  Stuart. 

Electric  Haulage  Systems  in  Butte  Mines.     By  C.  D.  Woodward. 

Handling  Ore  in  Mines  of  Butte  District.     By  H.  R.  Tunnell. 

Power  Distributing  System  for  Deep  Metal  Mines.    By  C.  D.  Woodward. 

Effect  of  Rate  of  Production  on  Profits.     By  W.  0.  Hotchkiss. 

Tuesday  Aftebnoon 

Chairman,  E.  E.  Hunner 

Introductory  Remarks  on  Work  of  Mining  Methods  Committee.  *     By  John  E.  Hodge. 

Mining  Engineers.*    By  Arthur  Thacher. 

Recovery  of  Tonnages  and  Values  under  Various  Mining  Methods.*    By  Henry 

Krumb. 
Nomenclature  of  Mining  Methods.*    By  F.  W.  Sperr. 


*  Not  printed  by  the  Institute. 
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General  Outlinee  for  Obtaining  Data.*    By  £.  E.  Hunner. 
Discussion  by  Messrs.  Charlton,  GillieSi  Hotchkiss,  Jackson,  Kelly,  Kemp,  Linton, 

Raymond,  Sebenius,  Stoek,  Westervelt,  Yeatman. 
Spies  Open-stope  System  of  Mining.  By  S.  R.  Elliott. 
Stope  Cost  Records  and  Mine  Contracts  of  Anaconda  Copper  Mining  Co.     By  C.  I. 

Berrien. 
Steam-shovel  Operations  at  Bisbee,  Aris.     By  £L  M.  Ziesemer  and  George  Mieyr. 
Mining  Methods  at  the  Ashio  Copper  Mine.     By  M.  Otagawa. 

Wednesday  Morning,  Feb.  22 

Chairman,  Howard  N.  Eavenson 

S3rstems  of  Mining  in  Pocahontas  Coal  Field,  and  Recoveries  from  Them.     By  T.  H. 
Clagett. 

Discussion  by  Messrs.  Gay,  Haas,  Peltier,  Ramsay,  Cox,  and  Newbaker. 
Can  Anthracite  Mines  be  Operated  Profitably  on  More  than  One  Shift?    By  D.  C. 

Ashmead. 
Some  Considerations  Affecting  the  Extraction  of  Bituminous  Coal  in  American  Mines. 

By  H.  H.  Stoek. 
Mine  Timber  Preservation.*    By  R.  R.  Homer  and  G.  M.  Hunt. 
Undergroimd  Fire  Prevention  by  the  Anaconda  Copper  Mining  Co.     By  E.  M.  Norris. 
Mine  Fires  and  Hydraulic  Filling.     By  H.  J.  RahiUy. 

Safety  Sessions 

Wire  Ropes  and  Hoisting  f 

Monday  Avtbrnoon,  Feb.  20 
Joint  Chairmen,  B.  F.  Tillson  and  H.  F.  Lunt 

Safety  Practice  for  Hoisting  Ropes.  By  R.  M.  Raymond. 
Use  of  Wire  Rope  in  Mining  Operations.  By  J.  F.  Howe. 
Wire  Rope  and  Safety  in  Hoisting  at  Butte  Mines.     By  W.  N.  Tanner  and  F.  C.  Jac- 

card. 
Safety  Devices  for  Mine  Shafts.     By  Rudolf  Kudlich. 

VentUation 

Tuesday  Morning,  Feb.  21 
Joint  Chairmen,  B.  F.  Tillson  and  H.  F.  Lunt 

Efficient  Ventilation  of  Metal  Mines.     By  D.  Harrington. 

Ventilation  of  Butte  Mines  of  Anaconda  Copper  Mining  Co.     By  A.  S.  Richardson. 

Coal-mine  Ventilation.     By  J.  J.  Walsh. 

General 

Wednesday  Afternoon 

Joint  Chairmen,  B.  F.  Tillson  and  H.  F.  Limt 

Bureau  of  Safety  of  Anaconda  Copper  Mining  Co.    By  C.  W.  Goodale  and  J.  L. 

.'   Boardman. 

Electric  Signal  Installation  in  Butte  Mines.     By  C.  D.  Woodward. 

An  Inventory  of  Results  of  Accident  Prevention  in  Utah.     By  C.  A.  Allen. 


*  Not  printed  by  the  Institute, 
t  Joint  Session  of  Mining  Section  of  National  Safety  Council  and  Industrial 
Relations  Committee  of  the  Institute. 
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Industrial  Relations  Session 

TUBSDAT  AVTEBNOOK,   FeB.   21 

Chairman,  Robert  linton 

Reports  of  Sub-Committees  on: 

Americanization.  Housing  and  Recreation. 

Cripples  in  Industry.  Mental  Factors  in  Industry. 

Education.  Prevention  of  Illness. 

Employment.  Safety. 
Preservation  of  Natural  Scenery  and  Attractiveness  of  Mining  Camps.     By  George 

F.  Kunz. 

V  Non-metallic  Session 

Wednesday  Morning,  Feb.  22 

Chairman,  H.  Ries 

Non-metaUic  Mineral  Filler  Industry.     By  W.  M.  Weigel. 

Undesirable  Diversity  in  Non-metallic  Mineral  Products.     By  Oliver  Bowles. 

Potash  Reserves  in  West  Texas.     By  David  White. 

Institute  of  Metals  Division 

Monday  Afternoon,  Feb.  20 

Chairman,  W.  H.  Baasett 

Results  Achieved  by  Corrosion  Committee  of  British  Institute  of  Metals.*    B}**  E.  E. 

Thum. 
Experiments  with  Sherardizing.     By  Leon  McCulloch. 

Spectrum  Analysis  in  an  Industrial  Laboratory.     By  Wm.  H.  Bassett  and  C.  H.  Davis. 
Arsenical  Bearing  Metals.     By  Harold  J.  Roast  and  C.  F.  Pascoe. 

Tuesday  Afternoon,  Feb.  21 

Chairman,  W.  H.  Bassett 

Business  Session  of  the  Division. 

Siip  Interference  Theory  of  Hardening  of  Metals.*     By  Zay  Jeffries  and  R.  S.  Archer. 

Crystal  Structure  of  Solid  Solution.     By  Edgar  C.  Bain. 

Thermal  Expansion  of  Copper  and  Some  of  its  Important  Alloys  (Bureau  of  Stand- 
ards).*   By  P.  Hidnert. 

Thermal  Expansion  of  Nickel,  Monel  Metal,  Stellite,  Stainless  Steel  and  Aluminum 
(Bureau  of  Standards).*     By  P.  Hidnert  and  W.  Souder. 

Studies  on  the  Constitution  of  Binary  Zinc-base  Alloys.     By  Willis  McG.  Peirce. 

Iron  and  Steel  Sessions 

Wednesday  Morning,  Feb.  22 

Chairman,  Bradley  Stoughton 

This  session  was  in  memory  of  Prof.  J.  W.  Richards. 
Application  in  Rolling  of  Effects  of  Carbon,  Phosphorus  and  Manganese  on  Mechan- 
ical Properties  of  Steel.     By  W.  R.  Webster. 


*  Not  printed  by  the  Institute. 
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Acid  Open-hearth  Process  for  Manufacture  of  Gun  SteeU  and  Fine  Steels.    By  W.  P. 

Barba  and  Henry  M.  Howe. 
Effect  of  Sulfur  and  Oxides  in  Ordnance  Steels.    By  W.  J.  Priestley. 
Electrolytic  Deposition  of  Iron  for  Building  up  Worn  or  Undersized  Parts.    By  D.  R. 

Kellogg. 

Wednesday  Afternoon 

Chairman,  0.  P.  Perin 

Effect  of  Time  in  Reheating  Quenched  Medium-carbon  Steel  Below  the  Critical 
Range.    By  C.  R.  Hayward,  D.  M.  MacNeil,  and  R.  L.  Presbrey. 

Effect  of  Quality  of  Steel  on  Case-carburizing  Results.  By  H.  W.  McQuaid  and  E.  W. 
Ehn. 

Malleableizing  of  White  Cast  Iron.    By  Arthur  Phillips  and  E.  S.  Davenport. 

Joint  Meeting  with  Mining  and  Metallurgical  Society 

Wednesday  Afternoon,  Feb.  22 

Chairman,  Allen  H.  Rogers,  President,  M.  &  M.  S.  A. 

Waste  Involved  in  Preliminary  Investigation  of  Mineral  Deposits.  By  H.  Foster 
Bain. 

Factors  in  Management  of  Mining  Properties  Which  Lead  to  Loss  and  Waste.  By 
Pope  Yeatman. 

The  Elimination  of  Waste  and  the  Improvement  of  Efficiency.  What  are  the  Eco- 
nomic Fundamentals?    By  W.  R.  Ingalls. 

Waste  in  Coal-mining  Industry.    By  Edwin  Ludlow. 

The  Engineer's  Relation  to  Elimination  of  Waste  in  Mining.     By  J.  Parke  Channing. 

Local  Section  Convention 

Wednesday  Afternoon,  Feb.  22 

Chairman,  Arthur  S.  Dwight 

Informal  Discussion  of  Matters  of  Interest  to  the  Sections,  and  Address  by  L.  W. 
Wallace  on  the  Federated  American  Engineering  Societies. 

The  Smoker 

The  annual  smoker  was  held  on  the  fifth  floor,  Monday  night,  which 
was  well  filled.  A  wireless  telephone  furnished  musical  numbers 
from  a  broad-casting  station  west  of  the  Hudson  River.  These  numbers 
were  interspersed  with  fake  wireless  messages,  which  were  telephoned 
from  an  outside  room,  perpetrating  various  jokes  on  Institute  members 
and  the  more  or  less  hectic  happenings  of  the  past  year,  particularly 
with  reference  to  publication. 

The  Entertainment  Committee  offered  a  prize  for  the  best  limericks, 
and  many  of  these,  which  were  projected  on  the  screen,  eUcited  much 
laughter  and  applause. 

The  Banquet  and  Other  Social  Events 
On  Tuesday  evening,  the  large  room  on  the  fifth  floor  was  filled  with 
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members  and  guests  to  see  two  moving  pictures,  entitled  '^Mexico  and 
Its  Oil"  and  "Through  India  with  the  Duke  of  Connaught,  including  a 
visit  to  the  Tata  Iron  and  Steel  Works." 

On  Wednesday  evening  the  Institute's  annual  banquet  and  ball  were 
held  in  the  grand  ballroom  of  the  Pennsylvania  Hotel;  646  covers  were 
laid,  making  it  within  seven  of  the  largest  banquet  the  Institute  has 
held  at  its  annual  meeting.  George  Otis  Smith,  of  the  U.  S.  Geological 
Survey,  was  toastmaster  and  the  only  two  speakers  were  the  retiring  and 
newly  elected  presidents,  Edwin  Ludlow  and  Col.  Arthur  S.  Dwight. 

Senator  William  A.  Clark  again  generously  opened  his  art  galleries 
to  the  members  and  guests  of  the  Institute.  More  than  500  tickets  were 
issued  at  the  Begistration  Desk.  As  usual,  a  deUghtful  tea  at  Senator 
Clark's  home  followed  the  inspection  of  his  art  collection. 

The  Womans'  AuxiUary  had  a  longer  and  more  attractive,  and  prob- 
ably more  strenuous,  program  than  usual. 

The  fourth  day  of  the  convention  was  devoted  to  excursions  to  various 
industrial  plants  in  New  Jersey.  A  special  train  from  Jersey  City  took 
the  oil  group  to  the  Bayway  plant  of  the  Standard  Oil  Co.  (N.  J.) ;  the 
steel  group  to  the  plant  of  the  Crucible  Steel  Co.  of  America,  Harrison, 
N.  J.,  and  the  copper  group  to  the  Chrome  plant  of  the  U.  S.  Metals 
Refining  Co.  About  two  hours  was  allowed  for  seeing  these  plants. 
The  special  train  collected  the  different  groups  and  took  them  to  Perth 
Amboy,  N.  J.,  where  they  were  entertained  at  luncheon  by  the  Industrial 
Association  of  that  city. 

The  gymnasium  at  the  Y.  M.  C.  A.  had  been  converted  into  a  large 
dining  room,  seating  400  people,  and  a  dehcious  luncheon  was  served  by 
ladies  of  Perth  Amboy. 

In  the  afternoon,  many  of  the  ladies  were  entertained  at  the  Raritan 
Yacht  Club,  and  a  few  accompanied  the  members  and  men  guests  on 
visits  to  the  copper-fabricating  plant  of  the  Standard  Underground  Cable 
Co.;  the  copper-refining  plant  of  the  Raritan  Copper  Works,  where  oil 
is  largely  used  as  fuel;  the  roofing  plant  of  the  Barber  Asphalt  Paving 
Co.  at  Maurer,  N.  J.,  or  the  refractory  plant  of  Henry  Maurer  &  Son. 

The  groups  reassembled  on  the  special  train,  and  reached  New  York 
at  6  p.  m. 
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Chemical  Equilibrium  between  Iron»  Carbon^  and  Oxygen 

Bt  a.  MATBUBABAy*  Rtgokushif  Kioto,  Japan 

(New  York  Meetinc.  Fabraanr,  1921) 

The  problem  of  the  equilibrium  between  iron,  carbon,  and  oxygen  was 
first  carefully  investigated  by  E.  Baur  and  A.  Glaessner,^  who  determined 
the  equilibrium  conditions  of  the  two  reactions 

Fe,04  +  CO  ^  3FeO  +  CO,  (1) 

FeO    +CO^Fe      +  CO,  (2) 

within  the  range  of  temperature  of  350^  to  900^  C.  The  next  series  of 
investigations  was  made  by  R.  Schenck  and  his  co-workers,*  who  sought 
to  check  the  results  of  Baur  and  Glaessner's  work  within  the  range  of 
550^  to  700^  C.  and  to  elucidate  the  conditions  of  formation  of  iron  carbide. 
The  equilibrium  conditions  at  the  higher  temperatures,  however,  are 
generally  understood  to  be  much  more  complicated,  owing  chiefly  to  the 
formation  of  solid  solutions  between  iron,  its  oxides,  and  carbide;  never- 
theless their  determination  is  of  much  more  practical  importance  than 
those  at  the  lower  temperatures. 

It  is  well  known  that  each  of  the  reactions  is  reversible;  equilibrium  is 
established  when  the  partial  pressure  of  oxygen  in  the  gaseous  phase  has 
become  equal  to  the  dissociation  pressure  of  magnetic  oxide  in  equation 
1  and  that  of  ferrous  oxide  in  equation  2.  These  equilibria  are  subse- 
quently designated  by  ^'the  Fei04-FeO  equihbrium"  and  ''the  FeO-Fe 
equiUbrium,"  respectively. 

As  the  FeiOi-FeO  equilibrium  has  three  phases  with  three  com- 
ponents, it  must  be  bivariant.  But  the  reaction  involves  no  pressure 
change  in  the  gaseous  phase,  hence  the  final  composition  of  the  latter 
is  practically  unaffected  by  pressure.  To  know  the  equilibrium  condi- 
tions, the  compositions  of  the  gaseous  phase  at  different  temperatures 
must  be  determined.  At  the  higher  temperature,  however,  iron  and  its 
oxides  dissolve  one  another  in  various  proportions  forming  solid  solutions; 
in  many  cases  the  content  of  oxygen  in  the  solid  phase  becomes  a  new 
independent  variable. 


Professor  of  Chemistry,  Eaoto  Imperial  University. 
^ZeU.  pky$.  Chem,  (1903)  48;  354.         *  Ber.  (1905)  88,  2132;  (1907)  40,  1704. 
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If  a  solid  phase  containing  an  excess  of  free  carbon  is  subjected  to  a 
certain  temperature  in  vacuo,  an  equilibrium  is  established  when  each  of 
the  reactions 

FejOi  +  CO  ^  3FeO  +  COi 
and  2C0^       C  +  CO,  (3) 

has  acquired  equilibrium  at  that  temperature.  The  equilibriiun  condi* 
tion  may  be  made  evident  by  measuring  the  pressure  and  composition 
of  the  resulting  gaseous  phase;  but  this  method  is  available  only  for 
temperatures  lower  than  about  700^  C.  Because  the  equilibrium  pressure 
increases  rapidly  with  increase  of  temperature,  a  temperature  is  soon 
reached  at  which  the  pressure  is  so  great  that  a  special  apparatus  is 
required. 

It  is  necessary,  therefore,  to  determine  the  conditions  governing  the 
formation  of  solid  solutions,  employing  oxides  or  oxide  mixtures,  of 
various  average  oxygen  content,  as  the  solid  phases,  and  CO  or  CO, 
content,  as  the  initial  gaseous  phases,  and  then  to  find  the  equilibrium 
conditions  of  the  reactions  (1)  and  (2)  when  the  solid  phases  are  in 
proper  composition  showing  no  objectionable  phenomenon  of  the  forma- 
tion of  solid  solution. 

Experiments 

MaieridU  Used 

Ferric  oxide  was  prepared  from  carefully  purified  hydroxide.  Ignition 
of  the  hydroxide  at  too  high  temperatures  spoils  the  preparation:  the 
oxide  tends  to  become  sintered,  and,  as  may  be  judged  from  the  dark 
reddish  brown  color,  the  resultant  oxide  is  contaminated  with  lower 
oxides,  formed  at  high  temperatures,  which  to  some  extent  remain  un- 
changed at  lower  temperatures  because  of  rapid  cooling.  Rather  low 
temperatures  were  therefore  used  for  the  ignition  and  the  fine  powder  was 
cooled  slowly  in  a  current  of  oxygen. 

Metallic  iron  was  prepared  by  heating  its  oxalate  in  a  stream  of  ^hydro- 
gen at  about  600^  C.  Samples  of  the  reduced  commercial  iron  containing 
but  a  small  amount  of  uncombined  silica,  but  with  no  trace  of  manganese, 
were  also  used. 

Carbon  dioxide  was  produced  by  the  action  of  dilute  sulfuric  acid  on 
sodium  bicarbonate  suspended  in  water  and  was  subsequently  dried 
by  passing  It  through  concentrated  sulfuric  acid  and  phosphoric  oxide. 

Carbon  monoxide  was  prepared  by  the  action  of  concentrated  sulfuric 
acid  on  oxalic  acid;  traces  of  oxygen  were  removed  by  heating  it  over 
yellow  phosphorus,  and  other  impurities  were  removed  by  passing 
it  through  a  series  of  towers  of  concentrated  caustic  potash  solution  with 
and  without  pyrogallol,  then  through  concentrated  sulfuric  acid;  it  was 
finally  dried  over  phosphoric  oxide. 
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Arrangement  of  Apparcdus 

The  apparatus  is  diagrammatically  represented  in  Fig.  1.  A  porcelain 
tube  Vf  2.3  cm.  inside  diameter  and  40  cm.  long,  closed  at  one  end  and 
glazed  both  inside  and  out,  in  which  a  small  kaolin  plate  supports  a  small 
magnesia  boat  of  known  weight  and  containing  a  weighed  amount  of  iron 
oxide,  was  inserted  into  an  ordinary  Heraeus'  furnace  /  in  such  a  position 
that  the  boat  was  in  the  middle  of  the  furnace  and  the  open  end  of  the 
vessel  projected  about  11  cm.  A  glass  cup  g  was  sealed  to  this  end 
by  Canada  balsam  that  had  been  freed  from  easily  volatile  substances. 
During  the  experiments,  the  outside  of  this  portion  was  cooled  by 
circulating  water. 


Vatube  1b  furnace 
/~/uraRce 
ff  a  cap  of  tube 
P  =  manometer 

a»tabe 
raBercury  reservoir 

Fig.  1. — Appabatdb  ubed  in  expebihents. 

The  thermojunction  of  a  Le  ChateUer  pyrometer,  which  was  standard- 
ized against  five  metals,  rested  at  the  middle  of  the  furnace  and  was  in 
contact  with  the  outside  of  the  tube  v.  The  end  of  the  thermojunction 
was  connected  with  a  Siemens-Halske  millivoltmeter  graduated  for  each 
10**  C.  Correction  of  temperature  in  the  furnace  was  made  by  repeating 
Boudouard's  experiment'  and  by  determining  the  composition  of  the 
gaseous  phase  in  equilibrium  with  amorphous  carbon  at  various  tempera- 
tures, at  nearly  one  atmosphere,  and  then  determining  the  average 
temperatures  in  the  furnace  by  the  result  of  Boudouard. 

The  glass  cup  g  was  connected  with  a  Gaede  molecular  vacuum  pump 
by  a  capillary  glass  tube  having  a  cock  t.  One  of  the  two  capillary 
branches  of  the  capillary  tube  was  connected  with  a  manometer  p,  and 


^Ann.  chim.  et  pkys,  (1901)  7,  24,  5. 
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the  other  was  fitted  with  the  cock  h  that  controlled  the  passage  of  tho 
gases.  The  manometer  p  consisted  simply  of  a  U-shaped  capillary  tube 
80  cm.  in  height,  the  lower  halves  of  which  were  filled  with  mercury, 
dipping  vertically  into  a  large  glass  tube  through  which  a  stream  of  witter 
was  allowed  to  flow  slowly  upwards.  One  arm  of  the  U-tube  was  sealed, 
leaving  a  space  filled  with  dry  air,  while  the  other  was  connected  with  the 
tube  t;  by  a  capillary  tube.  The  gas  introduced  in  the  porcelain  tube 
V  was  once  taken  into  an  eudiometer  d;  it  could  also  have  been  charged 
directly  from  the  generators.  A  special  device,  shown  at  the  left  of 
Fig.  1,  made  it  possible  to  maintain  the  temperature  of  the  furnace  con- 
stant within  the  range  of  5""  at  950''  C.  and  3""  at  ISff"  C. 

Manipylaiian 

• 

After  a  weighed  amount  of  ferric  oxide  was  charged  into  the  boat,  the 
end  of  the  porcelain  tube  v  was  sealed  with  the  glass  cup  (f,  cocks  ti  and 
e  being  left  open;  cock  h  was  opened  and  the  eudiometer  was  filled  with 
mercury,  after  which  cocks  h  and  e  were  closed  and  the  whole  system 
was  evacuated.  Cocks  t  and  ti  were  then  closed  and  the  temperature 
of  the  furnace  was  raised  to  400^  or  500^  C,  where  it  was  kept  for  about 
2  hr.;  any  gas  evolved  was  pumped  off.  The  temperature  was  then 
increased,  the  gas  to  be  charged  was  brought  into  the  tube  d  and  cocks 
ti  and  h  opened;  the  gas  was  forced  into  the  reaction  vessel  by  raising  the 
mercury  reservoir  r  until  the  desired  pressure  was  reached,  when  the  cocks 
were  closed  and  the  reaction  was  allowed  to  proceed.  To  establish  equi- 
librium properly  requires  roughly  2  hr.  at  1100^  C.  and  14  to  20  hr.  at 
850^  G.  After  the  required  length  of  time,  the  gas  was  drawn  into 
the  eudiometer  and  analyzed  for  carbonic  acid,  carbon  monoxide,  and, 
if  necessary,  nitrogen.  From  the  result  of  the  analysis,  the  actual 
volume  of  carbon  monoxide  that  had  entered  the  reaction  could  be  cal- 
culated; this  gave  the  weight  percentage  of  oxygen  in  the  solid  phase, 
which  stood  in  equilibrium  with  the  gas  phase. 

After  the  repetition  of  these  determinations,  the  boat  was  removed 
from  the  porcelain  tube  and  weighed,  so  as  to  check  the  percentage  of 
oxygen  remaining  in  the  solid  phase.  This  percentage  did  not  differ 
considerably  from  the  calculated  value  and  was  taken  as  the  correct 
number.  Another  check  was  made  by  direct  analysis  of  the  solid  phase 
according  to  Margueritte's  method,  using  Newth's  apparatus,  modified 
to  introduce  sulfuric  acid  into  the  flask  without  opening  it.  Samples 
containing  metallic  iron  were  determined,  first,  according  to  Milner- 
Merk's  method^  and  then  the  amount  of  ferrous  and  total  iron  were 
determined  as  usual. 

«  ZeU.  anal,  ckem,  (1002)  41,  710. 
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ResvUs  of  Experiment 


The  results  are  graphically  represented  in  Figs.  2,  3,  and  4.    All 
the  curves  are  first  parallel  with  the  abscissa,  rise  suddenly,  become  more 


Tablb  1. — Experiment  Seriee  1 

(Temperature,  1070''  C.    Initial  solid  phase,  6.3^6  gm.  Fe/)|) 
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1.2160 

1.37 

0.00457 

0.0121 

1.2114 

1.00 

27.66 


26.50 


23.80 


23.23 


21.55 


10.76 


3.87 


1.83 


At  this  point,  the  apperstus  was  damaged  and  the  s<did  phase  was  oxidised  in  some  degree. 


40 
54 


00.01 
05.43 


21 


0.0116 
0.0080 


1.2100 
1.2073 


0.05 
0.66 
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Table  2. — Experiment  Series  2 

(Temperature^  1175''  C.    Initial  solid  phase,  4.3539  gm.  Fe/)%) 


Equilibrium  Compoeition  of 

No. 

Equilibrium  Composition  of 

No. 

GMPhaae. 
Per  Coat.  CO 

Rolid  Phaae. 
Per  Cent.  0 

Gas  Phase. 
Per  Cent.  CO 

Solid  Phaae. 
Per  Cent.  O 

1 
2 
3 

0.37 

0.46 

0.60 

15.53 

29.36 
28.63 
27.89 
27.14 

5 
6 

7 

15.36 
14.95 
17.04 

26.37 
25.59 
24.79 

4 

At  this  point  1  the  apparatus  was  damaged . 

Table  3. — Experiment  Series  3 
(Temperature,  1175**  C.    Initial  solid  phase,  1.3271  gm.  Fefi%) 


Equilibrium  Composition  of 

Equilibrium  Composition  of 

No. 

No. 

Gaa  Phase, 
Per  Cent.  CO 

BoUd  Phase. 
Per  Cent.  O 

Gas  Phase, 
Per  Cent.  CO 

SoUd  Phase. 
Per  Cent.  O 

1 

0.67 

27.68 

33 

94.75 

1.58 

2 

15.14 

25.51 

34 

95.70 

1.37 

3 

32.60 

23.54 

35 

96.64 

1.21 

4 

65.08 

22.72 

36 

96.43 

1.03 

5 

75.62 

22.03 

37 

96.66 

0.87 

6 

75.21 

21.32 

38 

95.61 

0.66? 

7 

75.84 

20.57 

39 

97.09 

9 

75.00 

19.05 

40 

97.39 

11 

75.53 

17.45 

41 

96.83 

17 

75.71 

12.27 

42 

97.10 

21 

76.35 

8.41 

43 

97.93 

24 

80.87 

5.87 

44 

97.61 

0.79- 

25 

81.13 

5.08 

45 

96.53 

'if 

26 

82.32 

4.27 

46 

94.74 

27 

87.04 

3.71 

48 

95.93 

28 

89.93 

3.18 

49 

96.25 

29 

91.10 

2.78 

50 

96.37 

30 

91.94 

2.43 

51 

95.77 

31 

93.50 

2.09 

54 

96.72 

32 

94.46 

1.83 

56 

97.03 

'Calculated  from  the  weight. 

or  less  horizontal,  rise,  again  become  horizontal,  and  then  rise  gradually. 
Each  of  the  lowest  horizontals  corresponds  to  a  practically  irreversible 
reaction 

SFejOa  +  CO  =  2Fe804  +  CO,  (4) 

At  this  period,  the  dissociation  pressure  of  FejOs  containing  Fe^Oi  as  solid 
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Table  4. — ExpertmerU  Series  4 

(TemperiOure,  SGS"*  C.    InUidl  sclid  pJutte,  3.7774  gm.  Fefii) 


Eqmlibrinm  Compoaitioii  of 

EqmHbrium  Compoaition  of 

No 

No. 

OMPhuo. 
Per  Cont.  CO 

Solid  PhMo, 
Per  Cent.  O 

Qm  Phaee, 
Per  Cent.  CO 

BoHdPhMe. 
Per  Cent.  O 

1 

1.40 

29.09 

14 

68.25 

15.64 

2 

0.97 

28.09 

15 

70.92 

13.67 

3 

24.52 

27.33 

16 

67.80 

11.37 

4 

26.02 

26.56 

17 

78.54? 

9.75 

5 

25.18 

25.82 

18 

70.89 

7.44 

6 

25.71 

25.00 

19 

84.937 

6.21 

7 

31.45 

24.24 

20 

74.89 

4.02 

8 

52.58 

23.71 

21 

94 .  oo 

2.70 

9 

63.92 

23.31 

22 

81.22 

0.99? 

10 

67.48 

22.95 

23 

80.00 

? 

11 

67.40 

22.58 

24 

89.66 

? 

12 

65.47 

19.75 

25 

86.39 

? 

13 

67.89 

17.73 

solution  is  so  great  that  it  does  not  permit  the  existence  of  carbon  monox- 
ide in  the  gaseous  phase.  From  the  data  given  by  R.  B.  Sosman  and 
J.  C.  Hostetter*  concerning  the  dissociation  pressure  of  the  solid  solution 
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FiQ.  2. — ^Experiment  Sebibb  1.    Temperature  1070°  C. 


of  Fes04  and  FesOs  and  the  approximate  formula  of  Nernst  for  the 
dissociation  of  COt 

log^^^  =  -  ?^^  +  1.221  log  T  -  0.00037  T  +  1.3016    (5) 


•  Jnl.  Am.  Chem.  Boc.  (1916)  M,  807. 
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we  find  that  until  the  percentage  of  oxygen  in  the  solid  phase  decreased 
to  about  28.12,  the  above  chemical  reaction  should  be  practically  irrevers- 
ible and  the  measurement  of  the  dissociation  pressure  in  the  iron-oxygen 
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system  by  this  method  is  impossible  at  llOO^C.  and  in  the  neighborhood 
of  atmospheric  pressure. 

Figs.  2,  3,  and  4  show  a  measurable  carbon  monoxide  percentage 
when  the  percentage  of  oxygen  in  the  solid  phase  has  fallen  to  about  27.5, 
27.6,  and  28.0,  respectively,  at  1175^,  1070^,  and  863*. 
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As  the  percentage  of  oxygen  decreases,  the  percentage  of  carbon 
monoxide  rapidly  increases;  this  upward  sloping  curve  represents  a 
condition  in  which  the  solid  evidently  consists  of  a  single  phase.  When 
the  oxygen  content  has  been  slightly  lowered  from  this  limit  the  curve 
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again  becomes  horizontal,  indicating  that  the  solid  consists  of  two  phases 
and  that  the  new  phase  must  be  FeO,  with  which  the  solid  has  become 
saturated  at  the  transition  point  from  the  sloping  to  the  horizontal 
portion  of  the  curve.  The  end  of  this  horizontal  portion  indicates  the 
disappearance  of  Fei04  as  a  distinct  phase;  the  solid  phase  is  now  a 
saturated  solution  of  Fes04  in  FeO.  The  next  almost  vertical  portion  of 
the  curve  represents  the  gradual  decomposition  of  Fes04  and  the  subse- 
quent production  of  Fe,  first  dissolved  in  FeO  and  then  appearing  as  a 
separate  phase  at  the  transition  point  of  the  steep  slope  to  the  new 
horizontal.  The  last  change  in  direction  of  the  curve  indicates  the 
transition  from  a  bi variant  to  a  trivariant  system;  FeO  has  disappeared 
as  a  separate  phase  and  the  solid  has  become  a  saturated  solution  of  FeO 
in  Fe.  The  uppermost  slope  of  the  curve  represents  the  equilibrium 
condition  of  the  new  trivariant  S3rstem  in  which  the  unsaturated  solution 
of  FeO  in  Fe  is  the  solid  phase. 

Reversibility  of  Reactions 

In  order  to  make  sure  of  the  reversibility  of  the  reactions,  the  follow- 
ing experiments  were  made: 

Experiment  Series  5. — Starting  from  a  solid  phase  composed  of  pure 
FesOs,  the  system  was  brought  up  to  the  FeO-Fe  horizontal  portion  of 
the  curve  by  reduction,  when  it  was  oxidized  by  successive  charges  of 
COx  at  1 175^  C.  Fig.  3  shows  that  the  reactions  in  both  directions  give 
practically  identical  results.  The  small  deviations  at  the  transition 
points  of  the  horizontals  to  the  slopes  may  be  ascribed  to  lack  of  time 
necessary  to  ensure  the  complete  equilibrium. 

Experiment  Series  6. — A  solid  phase  whose  oxygen  content  corre- 
sponded with  the  FeO-Fe  horizontal  of  the  equiUbrium  curve  at  certain 
temperatures  was  subjected  to  the  action  of  COi  and  then  to  that  of  CO. 
The  results  are  given  in  Table  5. 

Table  5. — Experiment  Series  6 

{Initial  solid  phase,  7.1679  gm,  of  oxides) 


No. 

Temperature, 
Degrees  C* 

Equilibrium  Compoation  of  Gas  Phase 
(Per  Cent.  CO) 

Charsed  With  COs 

Charged  With  CO 

1 
2 
3 
4 
5 

"■  ~1078 

1075 

963 

863 

720 

72.42 

72.35- 

68.90 

66.14 

60.66 

72.40- 

69.15 

h 

60.60 

Averages  of  three  determinationB. 


^  See  experiment  series  4. 
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ETperimeni  Series  7. — Similar  experiments  were  made  at  the  Fea04- 
FeO  horizontal  of  the  equilibrium  curves;  the  results  are  given  in  Table  G 

Table  6. — Experiment  Series  7 

(Tntliai  solid  phase,  1.6437  gm.  of  oxides  containing  24.81  per  cent,  oxygen) 


Equibbrium  Compoeation  of 

Temperature, 
Decreet  C. 

Chuced  With 

No. 

GMPheae, 
Per  Cent.  CO 

Solid  PhMe. 
Percent.  O 

1 

1070 

CO, 

16.42 

26.27 

2 

963 

CO, 

20.40 

25.65 

3 

863 

CO, 

25.49 

26.27 

4 

627 

CO 

43.40 

27.61« 

5 

627 

CO 

43.60 

?• 

«  Vigorous  gas  absorption  occurred. 

So  far  as  may  be  seen,  there  can  be  no  doubt  that  the  reactions  arc 
reversible. 

Summary  of  Results 

The  data  in  Table  7  were  obtained  from  the  results  of  the  experiments 
described.    These  data  are  plotted  in  two  curves  in  Fig.  5,  the  coordi- 

Tablb  7. — Summary  of  Results 


Equilibrium  Compoeition  of  Gae  Phase, 
Per  Cent.  CO  in 

Temperature, 

Data  Obtained  From 

Degrees  C. 

Fe«0«-FeO 
Equiiibrium 

FeO-Fe 
Equilibrium 

1176 

Fig.  3 

15.2 

76.6 

1078 

Experiment  series  6 

72.4 

1076 

Experiment  series  6 

72.3 

1070 

Experiment  series  7 

16.4 

1070 

Fig.  2 

15.0 

72.3 

963 

Experiment  series  6  and  7 

20.4 

69.0 

863 

Experiment  series  6  and  7 

25.5 

66.1 

863 

Fig.  4 

25.5 

67.5 

720 

Experiment  series  6 

60.6 

627 

Experiment  series  7 

43.6 

nates  of  which  are  temperature  and  gaseous  composition  (per  cent.  CO). 
This  graph  is  subsequently  designated  as  "the  t-x  diagram."  The 
upper  curve  represents  the  FeO-Fe  equilibrium,  and  the  lower  the 
Feg04-FeO  equilibrium,  hence  these  are  afterwards  termed  the  "FeO-Fe 
curve"  and  the  "FcaOi-FeO  curve"  respectively. 
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The  FeO-Fe  curve,  determined  by  Schenck  and  his  collaborators  at 
temperatures  lower  than  those  used  by  the  author,  seems  to  fit  in  well 
with  the  one  given  here.  On  the  other  hand,  the  author's  experiments 
indicate  that  the  minimum  point  seen  in  Baur  and  Glaessner's  curve  is 
not  likely  to  exist,  which  opinion  Schenck  also  has  expressed. 

Baur  and  Glaessner's  Fes04-FeO  curve  is  correct,  due,  perhaps,  to  a 
suitable  selection  of  charging  gas  in  their  experiment,  on  the  one  hand, 
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1300 


and  to  the  suitable  composition  and  amount  of  the  initial  solid  phase 
on  the  other.  The  Fe804-5eO  horizontal  portions,  as  shown  in  Figs.  2, 3, 
and  4,  are  comparatively  short,  hence  the  employment  of  CO  as  the  charg- 
ing gas  especially  on  a  small  amount  of  solid  phase  would  easily  introduce 
serious  errors  in  the  result. 

By  graphical  interpolation,  the  following  may  be  taken  as  the  correct 
numbers  used  in  later  calculations : 


Temperaturet 

Equilibrium  Compoeition  of  Om  Phaae,  Per  Cent.  CO  in 

Degrees  C 

FosO«-FeO  Equilibrium 

FeO-Fe  Equilibrium 

561 
627 
662 
720 
863 
963 
1070 
1175 

43.5 
39.7 
35.2 
25.5 
20.4 
16.4 
15.2 

53. 6« 

57.0 

58.4- 

60.7 

65.9 

69.2 

72.4 

75.5 

These  two  figures  are  those  determined  by  Schenck  and  his  collaborators. 
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Equilibrium  System  Containing  Free  Carbon 

Let  K  —  equilibrium  constant  of  reaction  3,  and  x  »  equilibrium 
composition  of  gas  phase  defined  by  the  equation 


then 


Per  cent.  CO  =  lOOx 


(6) 


where  P  =  total  pressure  of  system. 
According  to  H.  v.  Juptner,* 

log  K  =  13.68  +  O.OOlOSir ^ ^'^  ^^8  ^  (7) 

where  T  denotes  absolute  temperature. 

Substituting  the  experimental  values  of  x  and  the  calculated  values  of 
K  in  the  left  side  of  equation  6,  we  obtain  the  values  of  equilibrium 
pressure  found  in  Tables  8  and  9. 

Table  8. — Values  for  FeO-Fe  Equilibrium 


Temperatun 

T  ..^^  tr 

T  ._._   D 

w% 

9 

Loc  K 

Loci* 

p 

Decrees  C. 

Decreet  T, 

561     * 

834 

0.536 

2.2530 

2.4618 

0.029 

662 

935 

0.584 

1.4400 

T.5263 

0.336 

720 

993 

0.607 

0.0181 

0.0461 

1.112 

863 

1136 

0.659 

1.2085 

1 . 1035 

12.7 

963 

1236 

0.692 

1.8914 

1.6997 

50.1 

1070 

1343 

0.724 

2.5218 

2.2432 

175.0 

1175 

1448 

0.755 

3.0618 

2.6999 

501.0 

Table  9. — Values  far  Fe^A-FeO  Equilibrium 


Temperature 

X 

hogK 

LocP 

n 

Decrees  C. 

Decrees  T. 

r 

627 
720 
863 
963 
1,070 
1,175 

900 
993 
1,136 
1,236 
1,343 
1,448 

0.435 
0.352 
0.255 
0.204 
0.164 
0.152 

T.0574 
0.0181 
1.2085 
1.8914 
2 . 5218 
3.0618 

1.5325 
0.7366 
2.3763 
3.1730 
4.0143 
4.6265 

0.341 

5.453 

236.8 

1,489.0 

10,335.0 

42,320.0 

These  values  of  P  represent  the  equilibrium  pressure  of  the  system  con- 
taining amorphous  carbon. 


Dai  Chem.  Gleidn/ewicht  (1910)  243. 
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Dissociation  Pbessubb  of  FeO  and  Fes04 

Dissociation  of  FeO 

The  dissociation  of  FeO  may  be  expressed  by  the  reaction 

FeO  ^  Fe  +  J^Os  (8) 

and  that  of  COs  by 

CO,  ;:±  CO  +  MOs  (9) 

Equilibrium  is  established  when  the  oxygen  pressure  of  FeO  becomes 
equal  to  that  of  the  gaseous  phase.    From  equation  5, 

oq  fuyr  a 
'    log  [0,1  =  -      'y       +  2.442  log  T  -  0.00074T  + 

2.6032  -  2  log  ^1       (10) 

Then, 

r  9  roi)  T  z  (Oij 

834  0.636  6.41  X  10-"  1236  0.692  4.60  X  10"" 

»36  0.684  2.06  X  10-"  1343  0.724  2.76  X  10->* 

903  0.607  7.06X10-«>  1448  0.766  7.84  X  lO"" 

1136  0.669  4.76  X  lO"" 

These  data  may  be  represented  well  by  the  equation 

log  [OJ  =  -  ^^^  -  1.79  log  r  +  13.427  (11) 

Compaiing  the  values  of  log  [O,]  calculated  from  this  equation  with 
those  measured: 


T 

Log  [Ot]  Calculatsd 

Loo  [Oa]  Mbabubicd 

DiFFBBBNCI 

834 

-26.2767 

-26.2667 

+0.0100 

936 

-22.6416 

-22.6876 

-0.0461 

993 

-20.8922 

-20.9063 

-0.0141 

1136 

-17.3620 

-17.3236 

+0.0286 

1236 

-16.3698 

-16.3373 

+0.0326 

1343 

-13.6811 

-13.6609 

+0.0202 

1448 

-12.0872 

-12.1066 

-0.0183 

Finally,  for  the  dissociation  pressure  of  FeO  calculated  from  equation 
11: 

T  (Of)  T  (Oi) 

800  1.96XlO-«  1800  4.23  X  lO"* 

1000  2.02  X  10-«»  2000  1.39X10"^ 

1200  9 .  02  X  10-"  2200  2 .  37  X  10-« 

1400  1.81  X  10-"  2400  2.49  X  lO"* 

1600  6.27  X  10-" 

These  values  must  be  somewhat  smaller  than  true  ones,  because  the 
measurements  in  reality  were  concerned  with  the  dissociation  of  FeO 
saturated  with  Fe. 
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Diasociaiton  of  FbiOa 

By  calculation  in  the  same  manner  as  with  FeO,  for  the  dissociation 
pressure  of  Fei04 

T  »  [Ot]  T  X  [Ot] 

900  0.435  3.91  X  10->«  1236        0.204  3.54  X  10'^* 

993  0.352  1.00  X10-*  1343         0.164  4.92  X  10~" 

1136  0.255  1.94  X  10-"  1448       0.152  2.32X10"" 

These  data  may  be  represented  by  the  equation 

log  [O,]  =  — ^—  +  1.75  log  T  +  7.23485  (12) 

Comparing  the  values  of  log  [Os]  calculated  from  this  equation  with  those 
measured,  gives  the  following: 


T 

Loo  [Ot]  Calculatkd 

Loo  [Of]  MmASUBBD                 DtrrsBBNCB 

900 

-23.4341 

-23.4077                  •   -f 0  0264 

993 

-20.0019 

-19.9986                     +0.0033 

1136 

-15.8108 

-15.7112                     +0.0996 

1236 

-13.4496 

-13.4616                     -0.0020 

1343 

-11.3074 

-11.3085                     -0.0011 

1448 

-  9.6086 

-  9.6348                      -0.1262 

Calculating  the  dissociation  pressure  from  this  equation  gives  tl 

following: 

m 

T 

(0«1                         T 

(Otl                         T                     [Otl 

800 

0.95  X  10-»           1400 

5.03  X  10-"         2000        7.67X10"* 

1000 

1.70X10-M           1600 

4.82X10-«           2200         2.65X10-^ 

1200 

6.03  X  10""           1800 

1.03  X 10-*          2400         5.14X10-' 

It  must  be  remembered  that  Fe304  was  saturated  with  FeO  in  these 
experiments. 

Equilibrium  System  of  Iron  with  or  without  Oxygen,  Carburized 
Iron  and  Gas  Consisting  of  Carbon  Monoxide  or  Carbon 

Dioxide  or  Both 

General  Method  of  Investigation 

A  sohd  phase,  consisting  of  a  solid  solution  of  FeO  in  Fe,  and  a  gas 
phase,  consisting  of  CO  and  CO2,  form  a  trivariant  system  in  which  the 
final  composition  of  the  gas  phase  is  practically  independent  of  the  pres- 
sure of  the  system.  But  if  the  amount  of  oxygen  in  the  solid  phase  is 
decreased  to  a  very  small  quantity  by  successive  reduction  with  CO, 
a  new  chemical  reaction  begins,  as  shown  by  the  decrease  of  pressure  in 
the  system  when  the  reaction  vessel  is  charged  with  fresh  CO.  Although 
the  original  pressure  is  soon  recovered,  in  the  case  of  a  solid  phase  in- 
sufficiently reduced,  the  recovery  is  slower  after  each  experiment.    When 
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the  pressure  ceases  to  be  recovered,  equilibria  are  established  under  re- 
duced pressures. 

Under  such  conditions  of  solid  phase,  the  composition  of  the  gaseous 
phase  that  stands  in  equilibrium  with  the  solid  tends  to  show  some 
irregularity:  the  percentage  of  CO  in  the  total  amount  of  CO  and  CO2  is 
sometimes  decreased  and  sometimes  increased  according  to  the  magnitude 
of  the  final  pressure  in  the  equiUbrium  system.  But,  when  the  pressure 
is  practically  the  same,  the  composition  of  the  gas  phase  seems  to  be 
practically  constant.  The  latter  fact  was  shown  in  the  third  experiment 
series,  in  which  the  final  composition  of  the  gas  is  practically  97  per  cent 
CO,  since  the  final  pressures  were  nearly  one  atmosphere. 

If  the  solid  phase  is  examined  under  this  condition,  it  is  apparent  that 
carburization  has  taken  place  and  that  the  solid  phase  contains,  besides 
oxygen,  some  combined  carbon. 

The  reaction  of  carburization  may  be  considered  to  occur  according 
to  either  of  the  following  equations,  which  have  been  proposed  by  many 
authors 

3Fe  +  2C0^Fe,C  +  CO2  (13) 

3FeO  +  SCO^FeaC  +  4C0,  (14) 

If  Ki  and  Kt  are  the  equilibrium  constants  of  these  reactions, 

^'  -  [CO.]  "T^x^^  ^^^^ 

^  [CO]'*  _     ^'     vP  (m 

If  either  Ki  or  Kt  is  constant  for  various  values  of  P  and  x,  the 
corresponding  carburizing  reaction  should  be  the  probable  one  to  occur 
in  the  S3rstem.  As  long  as  no  better  explanation  of  the  phenomena  is 
given,  it  is  reasonable  to  believe  that  the  reaction  coincides  with  that 
equation,  at  least  in  its  final  result,  no  matter  how  complex  the  inter- 
mediate reactions  may  be. 

Experiments 

The  arrangement  of  apparatus  and  the  manipulations  wdre  the  same 
as  in  the  previous  experiments,  except  that  the  final  pressures  were  care- 
fully registered  in  each  case.  The  establishment  of  equilibrium  was 
ensured  by  watching  the  manometer,  as  the  pressure  ceases  to  change 
when  equilibrium  is  attained. 

Interpretation  of  Results 

After  experiment  11,  the  percentage  of  CO  in  the  gas  phase,  instead 
of  rising  gradually  in  each  experiment,  became  practically  constant 
(about  91  per  cent.)  when  the  pressure  was  approximately  one  atmos- 
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Table  10. — ExperimerU  Series  8 

(InUial  solid  phase,  7.7344  gm.  of  reduced  iron  eonktining  2.01  per  cent,  of  oxygen^ 

bvi  no  ir<we  of  manganese.    Charging  gas,  CO) 


No. 

Tempenitiir6( 
Degrees  C. 

Equilibrium  Condition  in  Gaseous  Phase 

Per  Cent.  O  in  Solid 

PlrssBurei  Atmospheres 

Per  Cent.  CO 

Phase.  Calculated 

1 

965 

1.0778 

70.72 

1.81 

2 

966 

72.27 

1.60 

3 

965 

75.20 

1.48 

4 

965 

78.92 

1.27 

ft 

965 

82.28 

1.13 

6 

965 

83.87 

1.01 

7 

965 

85.04 

0.90 

8 

965 

87.23 

0.79 

9 

965 

88.50 

0.71 

10 

965 

88.79 

0.62 

11 

965 

0.9785 

91.14 

0.57 

12 

965 

0.8893 

91.27 

18 

965 

0.9665 

90.73 

14 

965 

0.6150 

91.65 

15 

965 

0.9941 

90.81 

16 

965 

0.3176 

93.78 

17 

965 

0.5327 

92.20 

18 

965 

1.0270 

91.22 

19 

743 

0.7710 

79.46 

20 

743 

0.9334 

76.84 

21 

857 

1.0253 

86.27 

22 

857 

1.0107 

87.12 

23 

857 

0.9973 

87.25 

.  24 

1070 

1.1284 

96.87 

25 

1070 

0.9783 

97.39 

20 

968 

0.9727 

94.41 

27 

968 

1.0221 

98.77 

28 

744 

0.8006 

77.67 

29 

857 

1.0058 

89.05 

80 

857 

0.9905 

80.89 

81 

857 

0.0148 

90.29 

82 

761 

0.0272 

81.77 

83 

814 

1.0668 

85.18 

84 

814 

0.9006 

88.08 

85 

814 

"0.9487 

87.69 

86 

814 

0.8729 

89.83 

87 

814 

0.8783 

89.25 

88 

963 

• 

80 

963 

40 

963 

41 

968 

0.9487 

98.54 

42 

963 

0.9506 

98.03 

48 

963 

0.9550 

97.92 

44 

686 

1.0096 

57.51 

45 

814 

0.9160 

86.60 

46 

814 

0.8031 

88.22 

NoTB. — ^Experiments  1  to  3  of  experiment  series  8  were  reductions  aceompan3rmg 
no  pressure  change;  at  the  beginning  of  experiment  4,  some  decrease  in  pressure  was 
noticed.  The  amount  of  this  decrease  gradually  became  larger,  but,  until  experiment 
8,  the  reduced  pressures  nearly  regained  their  initial  magnitude  although  the  re- 
oovery  became  more  and  more  difficult.  Pressure  remained  depressed  in  experiment 
9  and  afterwards. 

An  examination  of  the  solid  phase  at  the  end  of  experiment  18  showed  that  strong 
carburization  had  taken  place,  but  no  sign  of  soot  deposition  was  observed.  Experi- 
ments 38  and  40  were  made  for  the  purpose  of  complete  carburization  of  the  solid  phi 
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phere,  and  it  seemed  to  increase  with  decrease  of  pressure.    The  calcu- 
lated values  of  Ki  and  Kt  corresponding  to  965^  C.  are  as  follows: 


No. 

P 

9 

LosiCi 

hogKt 

16 

0.3176 

0.9378 

0.6523 

i.l878 

17 

0.5327 

0.9220 

0.7639 

3.9818 

14 

0.6159 

0.9165 

0.7921 

3.9134 

12 

0.8893 

0.9127 

0.9087 

5 . 936T 

13 

0.9665 

0.9073 

0.9336 

3.9056 

11 

0.9785 

0.9114 

0.9626 

3.9994 

15 

0.9941 

0.9081 

0.9504 

3.9348 

18 

1.0270 

0.9112 

0.9883 

4.0381 

Apparently  there  is  a  serious  gradation  in  the  column  of  log  Ki;  the 
numbers  in  the  column  of  log  Kt  agree  well  with  one  another.  There- 
fore the  reaction  that  took  place  during  these  experiments  coincides 
with  reaction  9,  at  least  in  its  final  result. 

Iron  carbide  produced  in  this  way  might  have  dissolved  to  a  certain 
extent  in  the  pre-existing  solid  phase  at  the  earlier  stage,  but  at  last  the 
carbide  or  some  other  substance  rich  in  carbon  made  its  appearance  as  a 
separate  soUd  phase.  As  a  result,  the  equilibrium  system  must  have 
changed  to  a  divariant  one. 

The  mean  value  of  log  Kt  is  3.987,  from  which  equilibrium  pressures 
corresponding  to  any  desired  value  of  x  can  be  calculated,  thus 


s 
0.1 
0.2 
0.3 
0.4 
0.5 
0.6 
0.7 


6.36  X  10* 
1.24  X  W 
9.59  X  10» 
1.23  X  10» 
1.94  X  10* 
3.20  X  10» 
4.68  X  10« 


s 
0.8 
0.9 
0.91 
0.92 
0.93 
0.94 


P 
4.74 
1.644 
1.021 
0.603 
0.335 
0.172 


XIO 


X 

P 

0.95 

0.079 

0.96 

0.030 

0.97 

0.009 

0.98 

0.002 

0.99 

0.0001 

1.00 

0.0 

By  graphic  interpolation,  0.9105  is  found  to  be  the  value  of  x  corres- 
ponding to  P  —  1.  Consequently,  at  the  temperature  of  965^  C.  and 
under  a  pressure  of  one  atmosphere,  an  equUibrium  will  be  established 
when  the  gaseous  composition  becomes  91.05  per  cent.  CO. 

The  results  of  experiments  19  and  20  give 


No. 

P 

X 

Loa  Kt 

Loo  Ki 

19 

0.7710 

0.7946 

2.1374 

0.3748 

20 

0.9334 

0.7684 

1.9391 

0.3765 

This  tune  log  Ki  gives  a  more  constant  value  than  log  Kt,  showing  that 
the  reaction  was  either  carburizatiou)  according  to  reaction  8,  or  soot 
deposition,  in  accordance  with  reaction  3.    From  the  mean  value  of 
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log  JCj,  a?  =  0.7549  for  P  =  1.  This  equilibrium  point  deviates  slightly 
from  the  carbon  curve  wrought  out  by  Boudouard.  Hence  the  equilibria 
should  have  been  those  of  carburization. 

Experiments  21  to  23  were  made  under  the  pressures  of  practically 
one  atmosphere.  The  first  result  differs  slightly  from  the  following  two: 
the  gaseous  composition  acquired  its  constant  value  first  in  experiment  22. 
Hence  the  last  two  numbers  are  to  be  taken  as  those  representing  the 
true  divariant  equilibria  at  857^  C.  The  mean  gaseous  composition  is 
87.19  per  cent.  CO,  but  the  nature  of  this  reaction  cannot  be  decided  from 
these  data.  However,  as  shown  in  Fig.  6,  this  equilibrium  point  lies 
exactly  on  the  equilibrium  curve  of  reaction  9,  which  is  afterwards 
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wrought  out  from  other  data.  The  solid  phase  must  have  been  oxidized 
during  the  experiment  at  743°  C.  because  formerly  it  was  so  well  reduced 
that  its  oxygen  pressure  admitted  of  carburization  during  the  experiment 
at  965°,  and  the  same  solid  phase  is  incapable  of  being  carburized  at  857° 
without  previous  reduction.  It  is  also  clear  that  the  solid  phase  which 
stood  in  equilibrium  of  reaction  at  965°  was  capable  of  being  carburized 
according  to  reaction  9  at  743°. 

Experiments  24  and  25  give  the  following  results: 


No. 

P 

z 

Log  K\ 

Loo  K\ 

24 

1.1284 

0.9687 

6.0013 

1.5293 

25 

0.9783 

0.9739 

6.2665 

1.5509 

The  mean  value  of  log  K\  is  1.540,  which  gives  x  =  0.9727  for  P  =  1. 
This  equilibrium  point  deviates  in  a  marked  degree  from  the  carbon  curve 
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of  Boudouard;  therefore  the  reaction  was  that  of  carburization  in  accord- 
ance with  reaction  8.  It  must  be  remembered  that  the  soUd  phase  was 
brought  from  857^  to  1070^.  Perhaps  the  amount  of  charging  gas  was 
so  large,  compared  to  the  amount  of  solid  in  experiment  24,  that  the 
former  reduced  the  latter  sufficiently  to  establish  Fe-FesC  equilibrium  at 
1070^ 

Experiments  26  and  27  give  the  following  results. 

No.  Loa  JCs  Loo  Ki 

26  4.7534  1.1606 

27  4.5521  1.1591 

The  mean  value  of  log  Ki  is  1.1699,  which  gives  x  =  0.9390  for  P  =  l; 
this  point  is  not  on  the  carbon  curve. 

Experiment  28  gives  x  =  0.7600  for  P  =  1  if  the  reaction  is  assumed 
to  be  that  of  carburization;  which  is  a  reasonable  assumption  because 
the  solid  phase  showed  the  carburization  equilibrium  of  reaction  8  to  be 
980**  in  the  previous  experiment.  The  calculated  equilibrium  point 
agrees  with  the  results  of  experiments  19  and  20. 

Experiment  29  shows  apparently  a  transitional  equilibrium  resulting 
from  oxidation  of  the  solid  phase  in  the  previous  experiment  at  744°. 
But  the  solid  phase  was  well  reduced  and  carburized  at  higher  tempera- 
tures during  experiments  24  to  27  and  it  was  exposed  to  744°  in  only  one 
experiment.  Therefore  the  result  of  oxidation  was  not  so  serious  as 
in  experiment  21.  The  mean  value  of  log  Ki,  which  is  constant  in  experi- 
ments 30  and  31,  is  0.8920;  this  gives  x  =  0.8968  for  P  =  1. 

From  experiment  32,  x  ="  0.8081  for  P  =  1,  on  the  assumption 
that  log  Xi  is  a  constant.  This  assumption  is  permissible  because  the 
solid  phase  is  brought  from  857°  to  761°. 

Experiments  33  to  37  furnish  an  interesting  example  of  the  transition 
of  reactions. 


No. 

P 

X 

Loo  iCi 

33 

1.0668 

0.8518 

0.7179 

34 

0.9006 

0.8808 

0.7680 

35 

0.9487 

0.8769 

0.7728 

36 

0.8729 

0.8933 

0.8148 

37 

0.8783 

0.8925 

0.8135 

The  first  is  obviously  a  transitional  equilibrium  resulting  from  the 
oxidation  of  the  soUd  phase  in  the  previous  experiment.  The  second 
and  the  third  give  one  group  of  vicinal  numbers  as  log  JiTi;  they  must 
correspond  to  the  equilibrium  of  reaction  8.  The  mean  value  of  log  K}  is 
0.7704  from  which  x  =  0.8712  for  P  =  1.  The  fourth  and  fifth  experi- 
ments give  another  group  of  vicinal  numbers  as  log  Ki]  this  group  corre- 
sponds to  the  reaction  of  soot  deposition  because  the  mean  value  of 
log  Ki  is  0.8141,  which  gives  x  =  0.8809  for  P  =  1,  which  point  lies 
exactly  on  the  carbon  curve  of  Boudouard.    Hence  it  is  known  that  the 
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solid  phase,  or  at  least  its  surface  layer,  was  saturated  with  carbon  at 
the  beginning  of  experiment  36,  and  the  equilibrium  point  had  been 
displaced  toward  the  carbon  curve  before  the  end  of  that  experiment. 
After  the  repeated  carburization  of  the  solid  phase,  experiments  41  to 
43  were  made  to  determine  the  position  of  the  carbon  curve  at  963^. 
The  calculated  results  are: 


No. 

P 

9 

Loo  K\ 

41 

0.9487 

0.9S54 

1.8000 

42 

0.9506 

0.9803 

1.6603 

43 

0.9550 

0.9792 

1.6437 

There  is  a  gradation  in  the  column  of  log  Ki,  but  the  absolute  values 
are  much  larger  than  those  corresponding  to  the  equilibrium  of  Fe, 
FesC,  CO,  and  CO2.  This  shows  that  only  the  surface  layer  had  acquired 
the  composition  of  piu'e  cementite  by  the  rapid  reaction  of  fresh  carbon 
monoxide  during  the  previous  carburizing  operation.  Hence,  in  experi- 
ment 41,  the  gaseous  phase  in  equilibrium  was  so  rich  in  CO  that  soot 
was  deposited  upon  the  cementite  crust,  because  the  calculated  value  of 
X  corresponding  to  P  =  1  is  0.9846,  which  is  on  the  carbon  curve.  The 
next  two  equilibria  seem  to  be  transitional  ones,  the  position  of  the 
equilibrium  point  depending  entirely  on  the  carbon  content  of  the  surface 
layer  of  solid  phase. 

The  equilibrium  pressure  in  experiment  44  was  nearly  one  atmosphere 
and  the  equilibrium  point  lies  nearly  on  the  carbon  curve. 

Experiments  45  and  46  give  the  following  results: 

No.  P  9  .    Log  Ki 

45  0.9169  0.8660  0.7103 

46  0.8931  0.8822  0.7709 

Log  Ki  in  the  second  experiment  exactly  coincides  with  the  equilibria 
of  Fe,  Fe«C,  CO,  and  CO2  determined  by  experiments  34  and  36,  hence 
the  soUd  phase  was  again  oxidized  during  the  previous  experiment  at  686^ 
The  equilibrium  in  the  first  experiment  was  only  a  transitional  one. 
This  series  of  experiments  shows: 

1.  The  first  period  of  carburizing  reaction  coincides,  at  least  in  its 
result,  with 

3FeO  +  5C0^Fe,C  +  4C0,  (14) 

and  at  the  later  period  with 

3Fe  +  2C0?±FesC  +  CO,  (13) 

2.  There  exist  the  transitional  equilibria  between  the  above  two, 
between  the  first  and  FeO-Fe  equilibrium,  and  between  the  second 
and  carbon  equilibrium. 

3.  Equilibria  at  lower  temperatures  occur  with  more  oxidized  form 
ofjsolid  phase  than  at  the  higher  temperatures  even  in  the  same 
carburizing  reaction. 
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'  Confirmatory  ExperimenU 

The  following  experiments  were  made  as  a  check  on  the  previous 
experiments  on  reaction  14  at  various  temperatures  and  under  a  pres- 
sure of  practically  one  atmosphere.  Account  was  taken  of  the  variation 
in  the  composition  of  the  soUd  phase:  in  most  cases,  a  solid  solution  of 
FeO  in  Fe  containing  a  large  amount  of  oxygen  was  used  as  the  initial  solid 
phase.  The  equilibrium  composition  of  gas  phase,  after  successive  ex- 
periments, became  constant  when  the  experiment  at  that  temperature 
was  finished.  If  the  deviation  of  equiUbrium  pressure  from  one  atmos- 
phere was  not  negUgible,  the  equilibrium  constant  was  calculated  and 
from  this  the  gaseous  composition  corresponding  to  one  atmosphere  was 
obtained  as  usual. 

Table  11. — Experiment  Series  9 


(Temperaiwre,  907*  C. 

Initial  aoUd  phaee 

f  eolid  solution  of  FeO  in  Fe  eonlaining 

2.01  per  cent,  oxygen.      Charging  gaSj  CO) 

Equilibrium  Condition* 

Remarks 

No. 

Pressure, 
Atmospheres 

Composition  of  Gas, 
Per  Cent.  CO 

1 

1.1764 

82.38 

2 

0.9863 

83.70 

3 

1.0763 

85.49 

4 

1.0716 

86.70 

5 

1.0919 

87.19 

6 

1.1539 

87.54 

7 

0.9838 

89.04] 

8 

0.9884 

88.71 

Average 

9 

0.9793 

89.31 

89.15 

10 

0.9979 

89.55] 

Table  12. — Experiment  Series  10 

(Temperature,  772*  C.    Initial  solid  phase,  solid  solttUon  of  FeO  in  Fe  containing 

2.01  per  cent,  oxygen.    Charging  gas,  CO) 


Equilibrium  Conditions 

No. 

Pressure, 
Atmospheres 

Composition  of  Gas, 
Per  Cent.  CO 

Remarks 

1 

0.8204 

77.72 

2 

1.0910 

75.23 

3 

0.9029 

79.061 

• 

4 

0.9977 

80.00 

Average 

5 

1.0023 

81.26 

80.22 

6 

0.9848 

80.56] 
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Table  13. — Experiment  Series  11 

(Temperaiure^  810*  C.    JniUal  solid  phase,  end  proditet  in  experimetU  series  10.    Charg- 
ing gaSf  CO) 


Equfiibrinm  Conditioiii 

No. 

Romarin 

PnMnret 

Comporitioo  of  Om, 

Atmoq>h«r« 

For  Cent.  CO 

1 

1.0080 

85.22 

2 

0.9458 

86.06 

VeBBel  was  evacuated,  filled  with  CO,  oloaed,  and  allowed  to 

stand  for  1  hr.,  then  evacuated.    This  process  was  repeated 

three  times,  when  the  reaction  with  CO  was  allowed  to  go  on 

as  before. 

3 

0.0370 

82.60 

4 

0.0818 

84.641 
84.51J 

Average 

5 

1.0204 

84.58 

Table  14, — ExperimetU  Series  12 

(Temperaturef  1014*  C.    Initial  soUd  phase,  end  product  in  experiment  series  17. 

Charging  gas,  CO) 


No 


EquiUbriam  Conditions 


Compontion  of  Gm, 
P«r  Cont.  CO 


1.0118 


96.95 


Solid  phase  was  subjected  to  oxidizing  action  of  COi  as  in  experiment  series  11. 


2 

0.9501 

81.56 

3 

87.20 

4 

1.0181 

88.79 

5 

6 

7 

8 

0.9843 

92.18 

9 

0.9769 

92.57 

10 

0.9799 

92.82 

11 

0.9623 

93.16 

12 

0.9601 

93.20 

The  average  value  of  log  Kt  calculated  from  the  last  two  results  is 
4.4943;  this  gives  x  =  0.9312  for  P  =  1. 

This  time  log  Ki  gave  more  constant  values  than  log  Ktl  hence  the 
conditions  of  equilibrium  of  reaction  9  have  not  been  determined.  From 
the  last  three  data,  1 .852  is  the  average  value  of  log  Ki,  which  gives  x  = 
0.5548  for  P  =  1 .    This  equilibrium  point  Ues  nearly  on  the  carbon  curve 
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Table  15. — ExpertmerU  Series  13 

{Temperature,  685^  C    IniHal  sdlid  phase,  end  product  in  experiment  eeries  12.    Charge 

ing  go*,  CO) 


EquiUbcinm  ConditioiM 

LociTi 

No. 

Aimtrnptkerm 

Composition  of 
Om.  PorCont  CO 

LocITt 

1 

2 

3 

•      4 

5 

0.63897 

0.7086 

0.4170 

0.6385 

0.4239 

61.73 

56.43? 

70.46 

64.00 

70.36 

T.8036 
T.7142 
1.8456 
1.8612 
1.8500 

0.4265 
0.0512 
0.9782 
0.6109 
0.9764 

of  Boudouard;  but  as  there  was  no  sign  of  soot  deposition  in  the  solid 
phase  or  on  the  wall  of  the  vessel,  the  reaction  was  presumably  that  of 
carburization. 

The  following  experiments  were  made  as  a  check  for  the  equilibrium 
conditions  of  reaction  13,  employing  various  forms  of  iron  with  no  oxygen 
content  as  the  initial  solid  phase. 

Experiment  Series  14. — No.  1.  Temperature,  909**  C.  Im'tial  solid 
phase,  7.0368  gm.  of  reduced  iron.  Charging  gas,  CO.  Composition  of 
gas  in  equilibrium,  92.97  per  cent.  CO.  Equilibrium  pressure,  0.9187 
atmosphere.  Calculated  composition  of  gas  corresponding  to  an  equi- 
librium pressure  of  1  atmosphere,  92.45  per  cent.  CO. 

No.  2.  Temperature,  963^  C.  Initial  solid  phase,  19.1430  gm.  of 
white  pig  iron  of  the  following  composition:  3.708  per  cent.  C,  0.063  per 
cent.  P,  0.028  per  cent.  S,  0.084  per  cent.  Si,  trace  of  Mn.  Charging  gas, 
COs.  Composition  of  gas  in  equilibrium,  91.18  per  cent.  CO.  Equi- 
librium pressure,  1.5440  atmosphere.  Calculated  composition  of  gas 
corresponding  to  an  equilibrium  pressure  of  1  atmosphere,  93.9  per 
cent.  CO. 

No.  3.  Temperature,  1065°  C.  Initial  solid  phase,  5.1295  gm.  fine 
piano  wire.  Charging  gas,  CO.  Composition  of  gas  in  equilibrium :  (a) 
96.50  per  cent.  CO;  (6)  96.64  per  cent.  CO.  Equilibrium  pressures:  (a) 
0.959  atmosphere;  (b)  1.100  atmospheres.  Calculated  composition  of  gas 
corresponding  to  an  equilibrium  pressure  of  1  atmosphere:  (a)  96.35 
per  cent.  CO;  (b)  96.93  per  cent.  CO;  mean  96.64  per  cent.  CO. 

No.  4.  Temperature,  968°  C.  Initial  solid  phase,  1.3938  gm.  of 
reduced  iron.  Charging  gas,  mixture  of  CO  and  COs ;  CO  in  charging  gas : 
(a)  100  per  cent. ;  (b)  100.0  >  <  95.6  per  cent.;  (c)  100.0  >  <  94.74  per  cent. 
Equilibrium  pressures:  (a)  0.9349  atmosphere;  (6)  0.9232  atmosphere; 
(c)  0.9443  atmosphere.    Calculated  composition  of  gas  corresponding  to 
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an  equilibrium  pressure  of  1  atmosphere:  (a)  94.62  per  cent.  CO;  (b) 
94.74  per  cent.  CO;  (c)  94.49  per  cent.  CO.    From  these  data: 


EXPBBIMBNT 

a 

b 

c 


Log  Xi 

100*  CP  -  1> 

1.1915 

94.28 

1 . 1974 

94  35 

1.1847 

94.20 

94.28  average 

Table  16.- 

—Equilibrium  Points  of  Carburiiing  Readtons 

lOOx  Gorreepondinff  to  P  -  1  in  Equilibrium 

Experiment 
SerieB 

Tempermtttre, 

DesreesC. 

3F^+5CO;=±FetG  + 
4COi 

3Fe0+2C05=iFe«C  + 
COi 

13 

685 

55.48 

8 

743 

75.49 

8 

744 

76.00 

8 

761 

80.81 

10 

772 

80.22 

11 

810 

84.58 

8 

814 

88.09 

8 

857 

89.68 

9 

907 

89.15 

14 

909 

92.45 

14 

963 

93.90 

8 

965 

91.05 

8 

968 

93.90 

14 

968 

.     94.28 

12 

1014 

93.12 

14 

1065 

96.64 

8 

1070 

97.27 

3 

1176 

97 

Summary  of  Results 

The  equilibrium  points  of  carburizing  reactions  may  be  summarized 
as  shown  in  Table  16.  These  equiUbrium  points  are  plotted  in  two  curves 
in  Fig.  5.  They  are  subsequently  designated  as  "carburization  curves" 
and  to  distinguish  one  from  the  other  they  are  marked  "Fe-FojC 
curve"  and  "FeO-FesC  curve." 


Influence  of  Pressure  on  Equilibria 

The  equilibrium  constant  at  any  required  temperature  in  either  of  the 
two  carburizing  reactions  can  be  calculated  from  the  t^  diagram.  Thus 
for  the  Fe-FcsC  equilibrium: 


1100 

1050 

1000 

950 
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X 

Loo  Kg 

TSMFISATUXB, 

DaoiiBBa  C. 

X 

Log  JTi 

0.981 

1.7046 

900 

0.917 

1.0057 

0.967 

1.4524 

850 

0.897 

0.8927 

0.951 

1.2662 

800 

0.866 

0.7479 

0.935 

1.1287 

750 

0.783 

0.4511 
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and  for  the  FeO-FeiC  equilibrium: 


*BllpmBATUSB, 

DmbusC. 

s 

Loo  JTi 

Tbmpbratvbb, 
Dmbub  C. 

X 

Loo  JCt 

1200 

0.977 

6.5025 

900 

0.889 

3.5632 

1150 

0.964 

5.6952 

850 

0.868 

3.2103 

1100 

0.950 

5.0927 

800 

0.838 

2.7781 

1050 

0.937 

4.6613 

750 

0.762 

1.9034 

1000 

0.922 

4.2553 

700 

0.620 

0.6428 

950 

0.906 

3.8931 

Table  17. — Value  of  P  for  Fe^ezC  Equilibrium 


Temperature. 

in  Desreei  C. 

z 

1100 

1050 

1000 

060 

000 

850 

800 

750 

" 

Equilib 

rium  Preeeu 

rei,  in  Atmo 

lepheree 

0.98 

1.056 

0.590 

0.384 

0.280 

0.211 

0.164 

0.117 

0.059 

0.96 

2.196 

1.230 

0.801 

0.584 

0.440 

0.339 

0.243 

0.123 

0.94 

3.439 

1.924 

1.253 

0.913 

0.688 

0.530 

0.380 

0.192 

0.92 

4.787 

2.678 

1.744 

1.271 

0.958 

0.738 

0.529 

0.267 

0.90 

6.253 

3.498 

2.279 

1.660 

1.251 

0.964 

0.691 

0.349 

9.88 

7.849 

4.391 

2.860 

2.084 

1.570 

1.210 

0.867 

0.438 

0.86 

9.588 

5.364 

3.494 

2.546 

1.918 

1.479 

1.059 

0.535 

0.84 

11.49 

6.426 

4.185 

3.050 

2.297 

1.771 

1.269 

0.641 

0.82 

7.586 

4.941 

3.601 

2.712 

2.091 

1.498 

0.756 

0.80 

8.855 

5.768 

4.203 

3.166 

2.441 

1.749 

0.823 

0.78 

10.25 

6.674 

4.864 

3.664 

2.825 

2.024 

1.022 

0.76 

7.669 

5.589 

4.210 

3.246 

2.326 

1.174 

0.74 

8.763 

6.386 

4.810 

3.709 

2.657 

1.341 

0.72 

9.969 

7.265 

5.472 

4.219 

3.023 

1.526 

0.70 

11.30 

8.234 

6.203 

4.783 

3.427 

1.730 

0.68 

9.308 

7.011 

5.406 

3.873 

1.955 

0.66 

10.50 

7.908 

6.097 

4.369 

2.205 

0.64 

8.904 

6.866 

4.919 

2.484 

0.62 

10.02 

7.722 

5.533 

2.793 

0.60 

8.680 

6.219 

3.139 

0.58 

9.753 

6.988 

3.627 

0.56 

10.96 

7.853 

3.964 

0.54 

8.829 

4.457 

0.52 

9.935 

5.015 

0.50 

11.14 

5.650 
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Table  18. — Value  of  P  for  FeO-FejC  Equilibrium 


Temperature,  in  Degrees  C. 

z 

1150 

1100 

1050 

1000 

950 

900 

850 

800 

750 

700 

Equilibrium  ProBSuree,  in  Atmospheres 

0.08 

0.070 

0.022 

0.96 

1.566 

0.389 

0.144 

0.94 

8.753 

2.186 

0.810 

0.318 

0.138 

0.92 

ao.8 

7.693 

2.849 

1.119       0.486 

0.227 

0.101 

0.90 

20.97 

7.765 

3.049 

1.824 

0.620 

0  275 

0.102 

0.88 

18.02 

7.073 

3.072 

1.437 

0.638 

0.236 

0.86 

14.70 

6.386 

2.987 

1.325 

0.490 

0.126 

0.84 

12.26 

5.732 

2.543 

0.940 

0.227 

0.82 

10.36 

4.596 

1.700 

0.891 

0.80 

7.925 

2.929 

0.650 

0.78 

13.17 

4.868 

0.650 

0.76 

7.851 

1.048 

0.74 

1 

12.36 

1.640 

0.72 

2.548 

0.70 

8.858 

0.68 

5.774 

0.66 

8.544 

0.460 

0.64 

1 

12.52 

0.687 

The  equilibrium  pressures  corresponding  to  various  values  of  x  at 
various  temperatures  may  be  calculated  from  the  constants  just  obtained. 
These  equilibrium  points  are  plotted  in  isothermals  in  Fig.  6,  x  and 
P  being  the  coordinates;  these  curves  are  designated  "P-a;  isothermals." 
To  distinguish  one  from  the  other  they  are  marked  "  Fe-FcsC  isothermal " 
and  "  FeO-Fe»C  isothermal. "  "  The  FeO-Fe  isothermals, "  which  should 
be  straight  lines,  are  also  represented. 

The  point  of  intersection  of  an  Fe-FeaC  isothermal  with  the  cor- 
responding FeO-FesC  isothermal  is  the  point  where  the  two  kinds  of 
carburization  equilibria  are  established  simultaneously,  i.e.,  carburization 
in  Fe  and  FeO  may  be  effected  at  the  same  time:  these  points  are  plotted 
in  a  curve  E-F.  The  point  of  intersection  of  a  FeO-FcaC  isothermal  with 
the  corresponding  FeO-Fe  isothermal  is  the  point  where  the  reduction 
and  carburization  of  FeO  may  be  effected  at  the  same  time;  these  points 
are  plotted  in  a  curve  Q-R.  The  three  kinds  of  equilibrium  should  be 
established  simultaneously  at  the  intersection  of  E-F  and  G-ff ,  the  co- 
ordinate of  which  point  seems  to  be  approximately  P  =  1  and  x  =  0.69. 
The  disposition  of  the  two  carburization  curves  in  the  t-x  dif^ram  shows 
the  same  fact.  The  carbon  curve  of  Boudouard  on  the  same  diagram 
should  also  pass  through  the  same  point  because  the  FeO-Fe  curve  in 
the  t-x  diagram  intersects  with  the  carbon  curve  at  the  point  x  =  0.593 
and  i  =  695.  This  at  once  shows  that  the  four  kinds  of  equilibrium, 
namely  the  carbon  equilibrium,  two  carburization  equilibria,  and  FeO- 
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Fe  equilibrium^  are  established  at  the  same  time  at  a  point  P  =  1,  x  = 
0.593^  and  t  =  695^  C;  and  that  both  the  carbon  isothermal  and  Fe-FeaC 
isothermal  in  the  P-z  diagram  coincide  in  their  entire  length  with  each 
other  at  693°  C. 

Phenomena  of  Pressure  Change  during  Carburtzation  and  Decarburizaiion 

If  a  current  of  CO  is  rapidly  passed  over  crystals  or  fragments  of  crystals 
of  the  mineral  magnetite  at  a  temperature  of  about  800°  to  1000°  C;  or  if 
a  closed  reaction  vessel  is  used,  if  the  charging  and  withdrawing  of  CO  are 
rapidly  repeated,  the  surface  and  fissures  of  the  oxide  are  quickly  reduced 
and  carburized  so  that  it  becomes  covered  by  thin  crusts,  the  composition 
of  which  ranges  from  high-grade  oxide,  in  the  inner  layer,  to  highly  car- 
burized iron  in  the  outer  layer.  Even  a  rich  deposition  of  soot  upon  the 
surface  may  be  effected  by  a  sufficiently  rapid  supply  of  fresh  CO.  But 
if  the  supply  of  CO  is  stopped  and  the  whole  system  is  allowed  to  stand 
with  the  reaction  taking  place  in  a  confined  space  and  kept  at  a  definite 
temperature,  the  carbon  content  of  the  solid,  phase  is  gradually  oxidized 
by  oxygen  produced  by  dissociation  of  the  solid  and  the  pressure  of  the 
system  is  gradually  increased.  The  following  experiments  show  the 
manner  of  pressure-change  with  regard  to  time. 


ExPEBiMENT  Series  15 


No.  1.  Temperature,  907°  C.  Initial  solid  phase,  17.7414  gm.  of  fragments  of 
magnetite  crystal  not  larger  than  grains  of  com,  surface  being  previously  reduced 
and  carburized.     Initial  gas  phase,  CO. 

In  the  tables  h  is  reading  of  mercury  column  in  right  side  of  capillary  tube  of 
manometer;  i  is  time,  in  minutes;  P  is  pressure,  in  atmospheric  units. 


t 

h 

P 

< 

h 

P 

( 

h 

P 

0 

467 

1.3312 

50 

462 

105 

469 

1 . 3344 

2 

460 

55 

463 

110 

469 

5 

457 

60 

466 

115 

469 

10 

455 

1.2707 

65 

467 

120 

469 

15 

455 

70 

467.5 

1 . 3270 

125 

469 

20 

455 

75 

467.5 

130 

469 

25 

455 

80 

467.5 

150 

474 

1.3606 

30 

455 

85 

467.5 

165 

474 

35 

455.5 

90 

467.5 

180 

474 

40 

459 

95 

467.5 

190 

474 

45 

460 

100 

468 

200 

474 

A  gas  analysis  at  the  end  gave  79.01  per  cent.  CO. 
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No 

.  2.  Temperature  and  initial  conditions 

,  same  as  in  No.  1. 

1 

h 

P 

( 

h 

P 

t 

A 

P 

0 

475 

1.3691 

45 

468 

00 

475.6 

5 

467 

50 

471 

05 

475.6 

10 

466.5 

1.3252 

55 

472.5 

100 

478.5 

15 

466.5 

60 

473 

1.3546 

105 

480 

20 

466.5 

65 

473 

110 

481.5 

25 

466.5 

70 

473 

115 

482.5 

1.405 

30 

466.5 

75 

474 

120 

482.5 

35 

467 

80 

474.4 

150 

482.5 

40 

467.5 

85 

475.6 

1.3601. 

A  gas  analysis  at  the  end  gave  84.44  per  cent.  CO. 


Nc 

K  3.  Temperature,  853**  C.    Initial  conditions,  same  as  in 

No.  1. 

1 

A 

P 

1 

A 

P                1 

A 

P 

0 

443 

1.2069 

40 

428 

120 

431 

2 

433 

50 

428 

130 

432 

1.1542 

5 

427 

1.136L 

60 

428 

140 

432 

10 

427 

70 

428 

150 

432 

15 

427 

80 

430 

160 

432 

20 

427 

90 

431 

1.1481 

170 

432 

25 

427 

100 

431 

30 

428 

1.1362 

110 

431 

A  gas  analysis  at  the  end  gave  76.70  per  cent.  GO. 


These  results  are  graphically  represented  in  Figs.  7  and  8,  which 
represent  the  same  type  of  pressure  change.  First,  the  pressure  falls 
with  remarkable  speed,  then  after  remaining  stationary  for  some  time,  it 
increases  rapidly;  after  a  second  pause,  it  again  increases;  a  third  pause 
is  succeeded  by  the  third  increase;  after  the  fourth  pause  there  is  no 
further  pressure  change.  Many  similar  experiments  were  made  by  the 
writer  and  graphs  of  similar  type  were  always  obtained. 

The  first  horizontal  seems  to  represent  an  equilibrium  state  of  reac- 
tion 3.  If  the  reaction  starts  from  pure  CO  and  if  Po  is  the  initial  pres- 
sure of  the  system, 

xP  ^Po-  2(Po  -  P)  (17) 

where  P  —  total  pressure  and  x  —  gaseous  composition  as  before. 

The  intersection  of  this  hyperbola  in  the  P-x  plane  with  the  carbon 
isothermal  should  be  the  point  where  an  equiUbrium  is  established  be- 
tween soot  and  the  gaseous  phase.  Exactly  the  same  statement  holds 
true  with  the  reaction 

3Fe  +  2C0  ^  FesC  +  CO, 
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in  which  the  point  of  intersection  of  the  hyperbola  with  the  Fe-FesC 
isothermal  is  where  the  above  equilibrium  is  actually  established. 

Fig.  5  shows  that  an  equiUbrium  is  estabUshed  between  carbon  and  its 
oxides  at  907*"  C.  when  x  =  0.972  and  P  =  1.  This  gives  33.742  as  the 
equilibrium  constant,  from  which  x  =  0.9649  when  P  =  1.2707  and  x  = 
0.9636  when  P  =  1.3252.     From  equation  17, 

Po  =  (2  -  0.9649)  X  1.2707  =  1.315,  in  experiment  1 
and        Po  =  (2  -  0.9636)  X  1.3252  =  1.373,  in  experiment  2 
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Fig.  7. — ^Experiment  Sbries  15.    Temperature  907^  C. 


These  values  of  Po  should  be  equal  to  the  initial  pressure  in  each  experi- 
ment, respectively,  if  it  is  assumed  that  the  first  horizontals  in  Fig.  7 
represent  the  equilibrium  states  of  soot  and  gases.  Comparing  these 
values  with  those  actually  measured,  it  is  found  that  their  agreement  is 
within  the  range  of  accuracy  of  the  equilibrium  constant. 
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No. 

1 
2 


CALOOIiATBD 

1.315 
1.373 


Mbasubkd 

1.331 
1.369 


DirrBRKNCK 

-0.016 
+  0.004 


As  0.918  is  the  value  of  x  corresponding  to  the  Fe-FesC  equilibrium  at 
907**  C,  in  Fig.  6,  a:  =  0.8999  for  P  =  1.271.  Po  in  experiment  1 
would  then  be  1.398  if  the  first  horizontal  in  Fig.  7  is  assumed  to  be  an 
equilibrium  state  of  the  system  Fe-FesC,  and  gases.  As  there  seems  to 
be  no  other  possible  explanation,  our  first  assumption  should  be  correct. 
This  is  also  the  case  with  experiment  3,  where  15.601  is  obtained  as  the 
equilibrium  constant  of  the  carbon  equiUbrium.  Then  x  =■  0.9362 
when  P  =  1.136  and  Po  =  1.136  X  (2  -  0.9362)  =  1.208;  by  actual 
measurement  Po  was  1.207. 
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Fig.  8. — ^Expbbihent  Sbrues  15.    Tempbratubb  853^  C. 

The  last  (fourth)  horizontals  in  Figs.  7  and  8  apparently  correspond  to 
the  period  during  which  reduction  of  iron  oxide  is  effected  without  pres- 
sure change.  Then  the  remaining  horizontals  (the  second  and  the  third) 
are  'presumably  the  equilibrium  states  of  carburization;  if  that  is  as- 
sumed, a  reasonable  explanation  may  be  made  of  the  whole  process  of 
pressure  change.  The  succession  of  reactions,  considered  in  this  way, 
may  be  expressed  as  follows: 


Period  of  pressure  decrease 2CO-*C       + 

2C0;p±C       + 


Period  of  first  pause 


FeO  +    CO->Fe     + 


COa 

CO, 
CO, 
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Period  of  first  increase 


Period  of  second  pause 


Period  of  second  increase 


Period  of  third  pause 


Period  of  third  increase 


■-\\ 


2CO-C 
FeO+    CCMFe 
3FeO  +  6C0-»Fe,C 
3Fe     +  2CCMFeiC 

3Fe    +  2Ca?:iFe,C 
reO+    CO->Fe 

[  3Fe  +  2CO-Fe,C 
I  3FeO  +  5CC)-*Fe»C 
I    FeO+    CO->Fe 

'  3FeO  +  5C0?iFe,C 
FeO  +    CO-*Fe 

3FeO  +  5CO-Fe,C 
FeO  +    CO-+Fe 

Period  of  fourth  pause    FeO  +    CO-*Fe 


+  CO, 
+  CO, 
+  4C0, 
+    CO, 

+  CO, 
+    CO, 

+  CO, 
+  4C0, 
+     CO, 

+  4C0, 
+    CO, 

+  4C0, 
+    CO, 

+    CO, 


In  Figs.  9  smd  10,  the  changes  in  gaseous  state  are  roughly  represented 
by  arrowhead  curves  in  the  P-x  diagrams,  which  are  made  out  of  the 
equilibrium  constants  obtained  from  the  t-x  diagram. 

The  last  (fin^l)  equilibrium  may  be  a  trivariant  in  which  a  solid  solu- 
tion of  FeO  in  Fe  constitutes  the  soUd  phase,  or  it  may  be  the  divariant 
equilibrium  corresponding  to  the  FeO-Fe  horizontal  or  even  to  the  Fe,04- 
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■ 

FeO  horizontal,  such  as  in  Fig.  3,  according  to  the  conditions  of  the  experi- 
ment. .  In  all  these  cases,  the  final  pressure  should  not  be  lower  than  the 
initial  pressure.  If  the  final  equiUbrium  is  the  trivariant  in  which  the 
solid  phase  is  an  oxygen-bearing  iron  containing  some  carbon,  as  in  ex- 
periments 9  and  10  of  series  8,  the  final  pressure  is  lower  than  the  initial. 
The  lowest  pressure  does  not  always  occur  in  the  carbon  equilibrium; 
it  may  happen  during  any  of  the  carburizatioD  equilibria.    The  following 


TOL.  Lxvn.— 3 


34     CHEMICAL  iSQUILIBRIUM  BETWSBN  IRON,  CABBON,  AND  OXYGEN 


results  illustrate  this  statement.    This  result  is  represented  in  Fig.  ll,  to 
which  the  corresponding  P-x  diagram  is  attached. 

Ekpebiment  Sbbocs  15 — (Continued) 

No.  4.  Temperature,  772**  C.    Initial  solid  phase,  7.0848  gm.  reduced  iron  eon- 
taining  2.01  per  cent,  oxygen  previously  reduced  and  carbuiised  with  CO. 
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In  this  case,  the  value  of  Po  should  be  corrected  from  that  corre- 
sponding to  the  supposed  carbon  equiUbrium,  as  the  fall  of  pressure  at 
the  beginning  is  so  rapid  that  a  delay  of  the  initial  time  by  a  couple  of 
seconds  would  cause  an  appreciable  error  in  the  result  of  measurement. 
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Fig.  10. — Experiment  Sbribs  15,  No.  3.    Tempbrature  853^  C. 

Since  the  coordinates  of  the  point  b  in  the  P-x  diagram  are  z  — 
0.8295  and  P  =  1.257, 

1.267  X  (2  -  0.8295)  =  1.471 

is  the  corrected  value  of  Po  on  an  assumption  that  no  oxidation  had  taken 
place  during  the  soot  deposition. 

The  second  pause  of  pressure  change  occurs  at  a  point  the  codrdi* 
nates  of  which  are  z  ~  0.8045  and  P  =  1.225.    This  requires 

Po  =  1.225  X  (2  -  0.8045)  =  1.465, 
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if  the  point  c  lies  on  the  Fe-FesC  isothermal.  This  value  of  Po  agrees 
accurately  with  the  corrected  value  of  initial  pressure.  As  there  are  no 
other  explanations  to  the  phenomena,  the  assumptions  should  be  correct. 
As  a  matter  of  fact,  the  curves  ab  and  be  in  Fig.  11  make  a  continuous 
curve,  the  equation  of  which  is  a?P  =  1.471  —  2(1.471  —  P).  Then,  the 
third  pause  in  pressure  change  in  this  experiment  must  correspond  to  the 
period  of  FeO-FcsC  equilibrium,  and  the  pressure  is  lowest  at  this  period, 
as  shown  in  Fig.  11. 
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Fig.  11. — ^Experiment  Sbbies  16,  No.  4.    Temperatube  772®  C. 

The  actual  magnitude  of  pressures  in  various  states  of  equilibrium  in 
this  series  of  experiments  may  perhaps  be  complex  functions  of  the  com- 
position of  the  solid  phase,  temperature,  velocities  of  several  reactions, 
etc.  In  general,  the  larger  the  oxygen  content  of  the  sohd  phase,  the 
more  pronounced  is  the  displacement  to  the  right  of  the  equilibrium 
points  in  the  P-x  diagram,  and  the  increase  in  pressure  begins  at  the 
earlier  period,  hence  the  lowest  pressure  occurs  at  the  earlier  reaction  of 
the  series.  A  higher  oxide  of  iron,  especially  when  it  is  in  a  finely  divided 
form,  causes  scarcely  any  depression  of  pressure  at  the  instant  when  it  is 
covered  by  CO  in  a  confined  space.    If  a  solid  phase  contains  such  a  small 
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quantity  of  oxygen  that  it  causes  a  FeO-FejC  equilibrium  when  it  is 
covered  by  CO,  the  third  pause  in  the  pressure  change  is  the  final  state 
and  the  pressure  always  decrea^s  from  the  first  pause  toward  the  laist. 
When  the  solid  phase  is  suitable  to  establish  an  Fe-FcjC  equilibrium,  the 
second  pause  is  the  final  state,  the  pressure  of  which  id  always  smaller 
than  tlie  first.    An  example  is  given  below. 


ExpEBiMENT  Series  15 — {CorUinued) 

No.  5.    Temperature,  907"*  C.    Initial  solid  phase,  a  well  reduced  and  carburized 
iron  oxide.  t 
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This  result  is  expressed  in  the  P-x  diagram  in  Fig.  9.  All  these  facts 
concerning  the  pressure  change  may  be  explained  from  the  nature  of  the 
carburization  equilibria,  hence,  vice  versa,  the  former  may  be  said  to 
afford  a  proof  to  the  latter. 

Discussion  of  ResvU 

The  chemical  equilibrium  on  the  FeO-FejC  curve  in  the  t-x  diagram 
is  one  of  the  divariant  system  haviqg  three  components  and  phases. 
Equilibrium  is  established  when  the  oxygen-dissociation  pressure  of  one 
of  the  two  solid  phases  becomes  equal  to  that  of  the  gaseous  phase,  hence 
that  solid  phase  must  show  a  definite  dissociation  pressure  at  a  definite 
temperature  and  pressure.  For  the  sake  of  simplicity,  this  solid  phase  is 
denoted  by  iSi  and  the  other  by  St>  But  Si  may  be  a  solid  solution  of 
FeO  in  Fe  and  8^  carburized  iron,  or  Si  may  be  an  intermediate  product 
of  carburization  containing  Fe,  C,  and  O,  while  £2  is  a  solid  solution  of 
FeO  in  Fe  with  or  without  carbon  content. 

According  to  the  first  view,  the  ratio  FeO:Fe  in  the  solid  solution  is 
constant  at  a  definite  temperature  and  pressure,  but  increases  with  in- 
crease of  pressure  and  temperature.  When  CO  acts  upon  this,  some  part 
of  it  may  be  reduced  and  carburized,  but  the  remaining  part  retains  the 
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original  ratio  of  FeO:Fe.  For  instance,  if  the  ratio  is  expressed  by 
i:z,  the  reaction  may  be  represented  by  the  equation 

3FeO .  xFe  +  5C0  ;=±  a;Fe .  FesC  +  4CO2 

solid  toltttion  aolid  tolutioii  ! 

where  x  varies  with  temperature  and  pressure. 

When  nearly  all  of  the  Si  is  thus  transformed  to  St  the  remaining 
trace  of  jSi  niay  be  dissolved  by  jSs.,  In  that  case  the  system  increases  its 
freedom  by  one  and  shows  the  transitional  equiUbria  from  the  lower 
to  the  upper  carburization  curve.  The  only  difficulty  in  this  mode 
of  interpretation  is  the  assumption  that  SFeO.xFe  must  react  like  a 
compound  and  that  neither  FeO  nor  Fe  can  react  separately  upon  the 
surrounding  gases. 

According  to  the  second  view.  Si  is  an  intermediate  product  of  carburi- 
zation  containing  Fe,  C^  and  O.  *  It  may  be  a  solid  solution  of  FeO  with 
carburized  iron,  or  Fe  (or  FeO)  containing  some  quantity  of  the  sur- 
rounding gas  dissolved.  If  Si  is  such  a  substance,  it  can  be  easily  imagined 
that  its  oxygen  content,  and  consequently  its  oxygen  pressure,  varies  con- 
currently with  temperature  and  pressure.  So  long  as  Sj  exists  in  the  sys- 
tem and  its  oxygen-dissociation  pressure  is  larger  than  that  of  the 
surrounding  gas,  CO  must  first  attack  Si;  the  latter  must  be  reduced 
and  COs  produced.  This  will,  of  course,  alter  the  composition  of  Si, 
and  some  amount  of  carburized  iron  must  be  separated.  As  no  more 
than  two  solid  phases  can  exist  this  carburized  iron  should  go  over  the 
St  phase.  St  is  also  attacked  by  CO  as  long  as  its  oxygen  pressure  is 
larger  than  that  of  the  gas  phase.  This  will  deprive  St  of  its  oxygen 
(or  FeO)  content  and  supplies  the  Si  phase  with  the  new  reaction 
product.  The  St  phase,  in  this  way,  loses  its  oxygen  content  step  by 
step;  hence  its  oxygen  pressure  is  lowered  in  the  same  manner,  but  as 
long  as  it  contains  sufficient  oxygen,  some  Si  must  be  produced  which 
keeps  the  composition  of  the  gas  phase  constant  if  temperature  and 
pressure  are  fixed. 

The  mechanics  of  reaction  may  be  expressed  as  shown  in  Fig.  12.  The 
mechanics  of  decarburization  is  exactly  the  reverse  as  shown  in  Fig.  13. 
The  Fe-FcsC  equilibrium  is  also  one  of  the  divariant  system,  but  no  solid 
phase  showing  oxygen  pressure  b  on  the  left  side  of  the  equation 

3Fe  +  2C0  =  Fe,C  +  CO, 

Therefore  the  existence  of  some  solid  phase  showing  a  definite  oxygen- 
dissociation  pressure  at  a  definite  temperature  and  pressure  must  be 
assumed.  Let  this  substance  be  designated  /2i,  and  the  other  solid  phase 
As.  As  to  the  composition  of  Ri  and  Rf  and  the  parts  played  by  them 
in  the  course  of  carburization,  two  possibilities  may  be  considered.    The 
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first  is  to  assign  i2i  to  a  solid  solution  of  FeO  in  Fe,  and  Rt  to  carburiBcd 
iron.    The  ratio  FeO:Fe  in  Ri  and,  hence,  the  composition  of  gas 
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Fig.  12. — Mbchanigb  of  cabburuation. 

standing  in  equilibrium  with  it  are  to  be  considered  constant  if  tempera- 
ture and  pressure  are  fixed.  The  mechanics  of  reaction  are  represented 
as  follows: 

xFe.FeO  +  CO  =  (x  +  l)Fe  +  COi 

CO  =  C  +  O 
lx+  l)Fe  +  0  =a:Fe.FeO 
3Fe  +  C  =  Fe,C 

summing  up  3Fe  +  2C0  =  Fe^C  +  COi 
Diagrammatically  represented. 


I  *  t 

FeiC  xFe.FeO  4-  CO 

COt 

However,  oxygen-bearing  iron  and  carburized  iron  dissolve  each  other 
to  a  certain  extent,  as  was  proved  by  the  existence  of  the  trivariant 
carburization  equilibria  in  experiment  series  8.  Then  the  existence  of 
C  in  the  JBi  phase  considered  in  this  way  must  be  accepted. 

According  to  the  second  view,  Ri  contains  carbon  and  is  a  solid  solu- 
tion of  the  type  xFe .  (uFe .  vC .  u;0) .  This  solid  phase  is  attacked  by  CO 
as  long  as  its  oxygen-dissociation  pressure  is  larger  than  that  of  the  sur- 
rounding gas.  But  the  reaction  product  should  not  constitute  a  separate 
phase — it  must  go  over  into  Rt  phase.  This  at  once  shows  that  the 
new  product  is  carbon-rich  iron,  which  is  dissolving  into  the  phase  of 
carburized  iron  (Rt).  If  one  gram-atom  of  C  is  transferred  to  the  Rt 
phase  as  the  result  of  the  action  of  one  molecule  of  CO,  then  Ri  phase 
requires  one  molecule  of  CO  to  compensate  for  the  loss  of  one  gram-atom 
of  oxygen  and  one  gram-atom  of  carbon  in  addition  to  the  iron  of  which  it 
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has  been  deprived;  the  latter  should  be  supplied  by  the  Rs  phase.     In 
other  words,  one  molecule  of  CO  combines  with  the  proper  amount  of  iron 
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of  Rt  phase  and  joins  with  the  remaining  part  of  the  Ri  phase  to  correct  its 
dissociation  pressure,  which  is  constant  in  the  system  as  long  as  the  two . 
solid  phases  exist  therein.    Then  the  result  exactly  coincides  with  the 
reaction 

3Fe  +  2C0  =  Fe«C  +  CO, 

Then  the  part  played  by  Ri  is  entirely  catalytic  and  the  mechanism  of 
the  reaction  may  be  expressed  as  follows: 

(mFe.rC.uO)  +  CO  =  [(m  -  a)Fe.(t;  -  l)C.{w  -  1)0] 

+  (a  -  3)Fe.Fe,C  +  CO, 
oFe  +  CO  =  CO.aFe 

[(m  -  a)Fe.iv  -  l)C.(u;  -  1)0]  +  CO.aFe  =  (mFe.vC.wO) 
where 

a:Fe.(uFe.K3.ti;0)  s  [mFe.vC.trO]  and  m>a>S 

or  as  shown  diagrammatically  in  Fig.  14.  The  reaction  will  continue 
until  the  supply  of  non-carburized  iron  from  the  A,  phase  is  stopped 
when  the  remaining  Ri  phase  is  destroyed  by  CO  and  is  finaUy  dissolved 
byK,. 

The  existence  of  oxygen-bearing  carboniferous  iron  is  not  altogether 
imaginary.  H.  M.  Caron'  proved  the  existence  of  oxygen  in  the  carbur- 
ixed  iron  produced  by  the  action  of  CO  upon  pure  reduced  iron.  L. 
Gruner'  obtained  a  similar  result  by  employing  iron  wire  instead  of 
reduced  iron.  F.  Giolitti  and  F.  Carnevali*,  during  the  process  of 
carburization  of  iron  blocks,  obtained  thick  crusts  of  oxygen-bearing 

•  Compi.  rend.  (1864)  50,  335. 

•  Compt.  rend,  (1872)  74,  226. 

•  JnL  Iron  and  Sieel  Inst.  (No.  2,  1911}  331. 
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iron  covering  the  inner  core  of  the  carburized  iron  and  intermingled  with 
carbon.  P.  Georens?.®  extracted  gases  from  commercial  steels  by  heating 
the  latter  in  vacuum  at  high  temperatures,  and  found  the  quantity  of  gas 
evolved  to  be  three  to  four  times  the  volume  of  steel  when  it  was  pre- 
viously deoxidized  and  the  chief  constituent  of  the  extracted  gas  to  be 
carbon  monoxide.  This  fact  might  well  be  explained  by  occlusion,  but  it 
may  also  be  assigned  to  a  decarburizing  action  of  oxygen  evolved  by 
dissociation  of  a  certain  substance  chemically  combined  with  oxygen. 

The  present  writer  made  the  following  experiment  upon  this  point. 
About  20  gm.  of  pure  iron  oxalate  was  placed  in  a  hard  glass  tube  and 
well  reduced  by  a  slow  current  of  hydrogen  at  a  temperature  slightly  below 
550^  C,  after  which  a  slow  current  of  CO  was  passed  through,  the  tube 
being  kept  at  the  ^ame  temperature.  At  the  first  stage,  the  gas  was  vigor- 
ously absorbed  by  the  iron  so  that  none  of  the  gas  escaped  from  the  end  of 
the  tube.    After  1  hr.  about  one-fifth  of  the  entering  gas  escaped  from 
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the  tube.  Though  the  absorption  continued  for  several  hours  it  gradually 
decreased.  The  escaping  gas  was  introduced  into  a  hard  glass  tube  which 
was  heated  by  a  gas  flame  to  below  dull  redness;  this  caused  a  black 
substance  to  be  deposited  at  the  hot  part  of  the  second  tube.  This  black 
substance  was  strongly  attracted  by  a  magnet  and  some  of  it  dissolved 
in  aqua  regia  with  evolution  of  gas  leaving  carbon  flakes.  The  solution 
then  'showed  iron  content. 

The  black  deposit  was  apparently  a  decomposition  product  of  some 
volatile  substance  resembling  iron  carbonyls  in  character.  At  the  hot 
part  of  the  first  tube,  the  decomposition  should  have  been  strong  aq^ 
several  complicated  reactions  between  gas  and  solid  may  be  supposed 
to  have  taken  place;  only  a  small  part  of  reaction  products  might  havQ 
escaped  into  the  second  tube. 

AH  of  these  facts,  especially  the  phenomenon  of  gas  absorption  to- 
gether with  the  indication  of  gas  reaction  upon  reduced  iron  in  the  above 

^^  MiUeUungen  aua  den  BiaenhiUUnmannisehen.    Invtitut  der  KQnigL  Tech.  Hoch- 
ichule,  Aachen,  1910. 
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experiment,  induced  the  author  to  believe  that  the  formation  of  the 
oxygen-bearing  carboniferous  iron,  such  as  Ri  or  jSi,  is  possible,  for  the 
reaction  under  the  above  conditions  of  experiment  is,  in  some  respect,  the 
same  as  that  which  takes  place  at  the  higher  temperature  and  under  very 
high  pressure  as  is  easily  understood  from  Fig.  6. 

LimU  of  Carburizalian  Temperature  and  Pressure 

The  disposition  of  the  FeO-FcsC  curve  in  Fig.  5  shows  that  the  latter 
will  approach  very  closely  to  a  horizontal  x  —  1  at  a  temperature  of 
about  1300^  C.    This  shows  the  following  facts: 

1.  At  a  temperature  of  about  1300^  C,  the  oxygen  dissociation  pres- 
sure is  equal  to  that  of  pure  CO  if  the  pressure  is  one  atmosphere. 

2.  At  a  temperature  higher  than  about  1300^  C,  the  carburizing 
action  of  CO  does  not  occur;  carburized  iron  is  oxidized  to  FeO-Fe  solid 
solution  even  by  a  current  of  pure  CO  under  a  pressure  of  one  atmosphere. 

3.  The  above  limit  of  temperature  increases  slightly  with  increase  of 
pressure. 

The  Fe-FeiC  curve  in  Fig.  5  seems  to  approach  very  closely  to  a 
horizontal  x  =  1  at  a  temperature  of  about  1200^  C.    Then 

1.  At  a  temperature  of  about  1200^  C.  the  dissociation  pressure 
of  72 1  is  equal  to  that  of  CO,  and  neither  carburization  nor  decarburization 
occurs  even  in  a  ciurent  of  pure  CO  if  the  pressure  is  one  atmosphere. 

2.  At  a  temperature  between  1200^  and  1300^,  and  under  a  pressure 
of  one  atmosphere,  the  dissociation  pressure  of  pure  CO  is  larger  than 
that  of  Ri  but  is  smaller  than  that  of  Si;  carbon-bearing  iron  is  decarbu- 
rized  even  by  a  current  of  pure  CO,  but  oxygen-bearing  iron  may  be 
carburized  by  the  same  gas;  both  reactions  end  in  the  formation  of 
oxygen-bearing  carboniferous  iron  proper  to  that  temperature. 

3.  At  a  temperature  between  1200^  and  about  695^  C,  a  gas  richer 
in  CO  than  corresponds  to  the  Fe-FcaC  curve  in  Fig.  5  will  carburize  iron 
under  a  pressure  of  one  atmosphere  or  more.  Under  the  lower  pressures, 
both  the  lower  and  higher  boundaries  of  temperature  are  correspondingly 
decreased,  but  under  the  higher  pressures  the  reverse  holds  true. 

4.  The  lower  the  pressure,  the  larger  is  the  value  of  x  at  equilibrium, 
hence  purer  gas  (richer  in  CO)  is  required  for  carburization;  the  higher  the 
pressure  the  easier  is  the  carburization;  i.e.,  the  same  degree  of  carburi- 
zation may  be  accomplished  by  less  pure  gas,  compared  with  the  case  of 
lower  pressiure — ^if  the  same  gas  is  employed,  the  velocity  of  reaction  is 
greater  in  the  case  of  higher  pressure. 

5.  Under  a  pressure  higher  than  that  corresponding  to  the  curve  E-F 
in  theJ'-x  diagram  (Fig.  6),  the  first  carburizing  reaction  taking  place 
after  the  reduction  of  oxide  with  CO  is 

3Fe  +  2C0  «  Fe,C  +  C0|. 
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Under  a  pressure  higher  than  that  corresponding  to  the  curve  Cr-H  in  the 
same  diagram,  the  carburizing  reaction  according  to  the  above  equation 
occurs  upon  iron  oxide  the  oxygen  pressure  of  which  is  higher  than  that 
corresponding  to  a  saturated  solution  of  Fe  in  FeO. 

6  At  a  temperature  below  695^  C  and  under  a  pressure  of  one  atmos- 
phere or  more,  the  carbon  isothermal  sinks  beneath  the  two  carburization 
isothermals  in  the  P-x  plane,  and  no  carburization,  in  the  ordinary  sense, 
can  occur. 

7.  All  the  conditions  of  decarburization  are  just  the  reverse  of  those 
of  carburization. 

Applications  op  Theory  of  Carburization 

Casehardening 

That  part  of  the  casehardening  theory  of  Giolitti  and  Carnevali** 
that  is  related  to  the  present  research  may  be  summarized  as  follows: 

1.  As  iron  carbide  dissolves  in  iron  above  700*  C,  the  mixed  crystal 
may  show  several  carburization  curves,  according  to  the  content  of 
carbon  in  iron  as  represented  by  a,  in  Fig.  16. 

2.  One  of  these  curves  may  coincide  with  the  carbon  isothermal 
throughout  its  entire  length;  the  mixed  crjrstal  of  that  composition  is 
designated  as  the  "  S-mixed  crystal. " 

3.  If  the  gaseous  condition  in  the  reaction  vessel  always  corresponds 
to  a  point  on  the  carbon  isothermal,  the  carburizing  action  of  the  gas 
converts  the  whole  iron  into  the  Z-mixed  crjnstal. 

4.  Under  a  pressure  higher  than  the  point  0,  Fig.  15,  the  formation  of 
magnetic  oxide  must  accompany  that  of  the  S-mixed  crystal;  within 
the  range  of  pressure  between  0  and  Q,  the  formation  of  ferrous  oxide 
must  accompany  that  of  the  2)-mixed  crystal;  under  a  pressure  lower 
than  Q,  the  2)-mixed  crystal  alone  is  formed,  hence  the  carburization 
must  be  performed  under  a  pressure  lower  than  Q. 

5.  Curves  S,  4y  Ai^d  6  displace  toward  the  right  concurrently  with 
rising  temperature  as  the  result  of  which  0  and  Q  displace  toward  the  right 
and  higher  pressure:  therefore  carburization  may  be  performed  at  higher 
pressures  without  oxidation.  The  displacement  of  0  and  Q  is  controlled 
by  the  composition  of  the  iron. 

It  is  at  once  evident  that  there  can  be  no  such  P-x  diagram  as  that 
shown  in  Fig.  15.  The  meeting  of  curves  1,  f ,  and  S  at  one  point  occurs 
only  at  695*  C.  and  curve  B  also  passes  through  the  same  point.  The 
carbon  isothermal  lies  to  the  left  of  one  or  both  of  the  carburization 
curves  under  a  pressure  of  one  atmosphere  or  more  at  temperatures  lower 
than  695*  C. ;  in  this  case  no  carburization  is  possible.  This  error  is  due 
to  the  basing  of  these  curves  upon  the  theory  of  Schenck  that  curves  /,  f , 

11  jTd.  Iron  and  Inst.  Steel  (No  2, 1911)  807-352. 
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and  S  mufit  always  pasa  through  a  common  point.  Therefore,  Giolitti 
and  Carnevali'a  Z-mixed  Gr3mtal,  which,  at  the  temperatures  suitable  for 
carburization,  should  be  nothing  other  than  iron  saturated  with  carbon, 
was  always  obUged  to  show  a  higher  oxygen  pressure  than  that  corre- 
sponding to  the  Fe-FeiC  isothermal.  The  oxygen  pressure  should  be 
reduced  to  that  of  the  carbon  isothermal  when  the  carburisation  ia 
finished. 


Fra.  IS. — Frou  Gioutti  and  Cabkavau. 

1.  Fft-PeiC  isothermal. 

2.  FeO-FeiC  isothermal. 

3.  FeO-Fe  isothermal. 

4.  FeiOrPeO  isotheimal. 
G.  C  isothermal. 

The  present  author  offers  as  a  typical  P-x  diagram  for  carburisatiou 
temperatures  Fig.  16,  which  is  a  P-x  diagram  for  950°  C. ;  the  upper  three 
isothermals  were  plotted  from  the  corresponding  equilibrium  constants. 
CarburiEation  of  iron  is  possible  at  950°  C,  for  instance,  in  a  CO  and  COi 
mixture  containing  more  than  about  75  per  cent.  CO  and  less  than  six 
atmospheres  total  gaseous  pressure;  under  a  pressure  of  twelve  atmos- 
pheres, the  necessary  amount  of  CO  decreases  to  about  63  per  cent.  If 
the  mixed  gas  is  richer  in  CO  than  that  corresponding  to  any  point  on  the 
carbon  isothermal,  there  is  soot  deposition  together  with  carburization. 
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In  other  words,  a  point  on  the  carbon  isothermal  represents  those  values 
of  P  and  X  at  which  soot  can  exist  in  the  system. 

It  is  highly  probable  that  some  substance  showing  the  same  oxygen 
pressure  as  that  of  the  gaseous  phase  is  formed  in  the  solid  phase  if  an 
equilibrium  is  established  at  any  one  point  on  the  carbon  isothermal. 
But  if  the  gaseous  phase  is  always  richer  in  CO  than  that  corresponding  to 
that  point  equilibrium  is  never  established  there,  hence  any  fixation  of 
oxygen  in  the  solid  phase  is  avoided  even  under  the  pressure  represented 
by  the  same  point.  For  instance,  the  point  Q  never  represents  the  pressure 
under  which  FeO  should  be  formed  in  carburized  iron  under  every  circum- 
stance of  the  gaseous  phase.  Then  why  has  Giolitti  and  Carnevali's 
experiment  proved  the  formation  of  a  thick  stratum  of  compact  crust  of 
magnetite  on  the  carbxirized  iron? 


0^ 


0.4 


0.2 


Fe-jC  A'PeO-laothcrmal 


2  4  6  8  10 

Fig.  16.— P-«  diagram  for  950"*  C. 
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In  order  to  solve  this  problem,  let  us  make  a  few  calculations.  As 
their  experiments  were  made  between  8W  and  960®  C,  assume  that  it  was 
fixed  at  900**.  Then,  calculating  from  the  value  of  K\,  it  is  known  that 
Ri  must  show  a  dissociation  pressure  corresponding  to  x  =  0.47  under 
the  pressure  of  25  atmospheres.  Even  if  it  is  assumed  that  Ri  is  pure 
iron  oxide,  its  oxygea  content  does  not  exceed  23.5  per  cent,  at  1075**  C, 
and  23.9  per  cent,  at  863''  C.  (see  Figs.  3  and  4) ;  by  graphic  interpolation, 
it  is  found  to  be  about  23.8  per  cent,  for  900^  C,  hence  the  iron  content  of 
the  oxide,  which  is  a  solid  solutjion  of  FesOi  in  FeO,  must  be  at  least  76.2 
per  cent.  If  any  higher  pxide  is  present  in  the  system,  no  carburizatioo 
should  be  possible. 

An  analysis  of  the  crust  made  by  the  same  authors,  however,  showed 
69.2  per  cent.  Fe,  so  that  the  crust  presumably  contained  some  combined 
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carbon  and  the  oxygen  pressure  of  the  former  must  have  been  decreased 
by  the  latter,  otherwise  the  gas  must  have  acted  as  a  decarburizer  instead 
of  a  carburizer. 

If  it  was  magnetic  oxide,  or  very  nearly  magnetic  as  reported  by  the 
authors,  this  might  be  due  to  their  method  of  carburization.  Giolitti 
and  Camevali's  method  of  casehardening  is  accomplished  by  the  action 
of  a  so-called  mixed  agent  on  heated  iron.  The  mixed  agent  consists  of 
charcoal,  which  surrounds  the  iron  block,  and  a.  current  of  C0<^  passed 
through  the  reaction  vessel  with  a  definite  velocity.  This  mixed  agent 
may  produce  CO  quickly,  biit  the  gaseous  currents,  rich  in  COs,  have 
every  chance  to  touch  the  heated  iron  before  they  are  converted  to  CO 
causing  serious  oxidation  of  the  iron.  Of  course  the  carburization  may 
go  on  as  long  as  the  gas  that  touches  the  surface  of  the  iron  is  richer  in 
CO  than  corresponds  to  the  Fe-FcsC  isothermal,  but  a  gas  with  a  large 
COi  content  not  only  facilitates  the  formation  of  i£i,  but  also  decreases 
the  carburization  velocity  in  a  marked  degree  because  the  diSerence  be- 
tween the  percentage  of  CO  in  the  gaseous  current  and  that  of  the  gas- 
eous phase  in  its  equilibrium  state  in  a  closed  vessel  should  be  a  factor- 
in  determining  the  velocity  of  the  reaction.  As  a  matter  of  fact,  the 
reducing  action  of  carbon  upon  CO2  is  not  completed  as  instantaneously 
as  was  expected  by  the  authors,  especially  at  a  telmperature  of  900°  or 
800°  C. 

The  best  practical  method  is  the  rapid  introduction  of  CO,  instead  of 
COs,  upon  the  heated  iron  with  or  without  carbon  enclosure  (according 
to  the  result  required)  under  as  high  a  pressure  as  possible.  The  remain- 
ing problem  is  then  the  industrial  preparation  of  pure  CO.  Fortunately 
the  percentage  of  COs  in  the  escaping  gas  from  the  reaction  vessel  is  very 
small,  especially  when  the  velocity  of  the  passing  gas  is  large;  hence  if 
the  COs  content  of  the  escaping  gas  is  reduced  by  passing  this  gas  through 
a  furnace  filled  with  highly  heated  carbon,  COs  may  be  completely  reduced 
in  a  short  time.  The  resulting  CO  is  then  returned  into  the  reaction 
vessel.  In  order  to  accomplish  this  operation  quickly  and  completely, 
the  furnace  must  be  kept  at  high  temperature.  But  the  temperature  of 
the  carburization  vessel  should  not  be  kept  very  high  for  the  carburized 
iron  should  not  be  brought  to  melting.  Moreover,  even  in  the  tempera- 
ture range  of  1100°  to  1200°  C,  carburization  by  the  gas  reaction  is 
difficult  unless  we  work  under  fairly  high  pressures.  From  the  practical 
standpoint,  too,  the  heating  of  the  carburization  vessel  to  a  high  tem- 
perature like  1100°  is  not  easy  to  carry  out. 

,  On  the  other  hand,  the  pressure  in  the  furnace  for  the  purification  of 
gas  should  be  low,  otherwise  the  prepared  gas  would  be  impure,  as  is  easily 
understood  from  the  disposition  of  the  carbon  isothermals,  while  the 
pressure  in  the  carburization  vessel  should  be  high  enough  to  facilitate 
the  quick  carburization.    Therefore  the  claims  of  these  two  reactions  are, 
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to  some  extent,  contradictory  to  each  other;  they  should  not  be  carried 
out  in  the  same  vessel. 

Malleable  Casting 

That  which  it  is  desired  to  oxidize  in  the  practice  of  malleablization  is 
iron  carbide  and  not  iron  itself.  The  reaction  should,  therefore,  be 
confined  to 

Fe,C  +  CO,  =  3Fe  +  2C0 

and  not  to  be  extended  to 

Fe  +  0=  FeO,  etc. 

Then,  it  is  clear  that  the  oxygen-dissociation  pressure  of  the  gas  surround- 
ing the  cast  iron  that  is  to  be  malleablized  should  be  alwa3n9  a  little  higher 
than  corresponds  to  the  Fe-FetC  curve  in  the  t-x  diagram  proper  to  the 
adopted  pressure;  any  large  excess  of  oxygen  pressure  should  be  avoided, 
as  otherwise  iron  would  be  oxidized.  This  regulation  of  pressure  can  be 
performed  by  one  of  the  following  methods: 

1.  By  the  regulation  of  the  velocity  at  which  CO,,  Os,  or  air  is  intro- 
duced into  the  reaction  vessel. 

2.  By  the  regulation  of  the  composition  of  the  oxidizing  gas;  for 
instance,  the  ratio  of  CO :  COt  when  a  mixture  of  these  gases  is  employed, 
the  ratio  of  Os:Ns  when  air  is  employed,  etc. 

3.  By  the  combination  of  these  methods. 

By  the  analsrsis  of  the  escaping  gas  the  oxygen  pressure  of  the  reacting 
gas  is  easily  determined,  it  is  only  necessary  to  determine  the  ratio  CO: 
(CO  +  COs)  in  the  gas,  for  the  volume  percentage  of  oxygen  is  negligible. 

Reactione  Between  Iran,  Oxygen,  and  Carbon  in  an  Iron  Blaei  Furnace 

This  discussion  will  be  confined  chiefly  to  gas  reactions  taking  place 
between  Fe,  O,  and  C,  and  will  take  into  consideration  neither  the 
influences  of  the  other  substances  nor  the  reactions  arising  between  them. 
Moreover,  the  study  is,  in  a  sense,  of  a  special  nature,  being  confined  to  an 
individual  furnace,  for  the  conditions  may  vary  in  different  furnaces;  even 
in  the  same  furnace,  they  may  differ  in  accordance  with  the  nature  of 
the  charges  and  the  mode  of  operation.  Hence  only  an  example,  to  show 
the  method  of  investigation,  will  be  given.  In  this  case  three  kinds  of 
data  relating  to  the  conditions  of  the  blast  furnace  come  into  considera- 
tion: (1)  Distribution  of  pressure,  (2)  distribution  of  temperature,  and 
(3)  gaseous  composition  with  regard  to  the  height  in  the  furnace.  The 
first  was  neglected  by  several  previous  investigators  owing  chiefly  to  the 
diflSculty  of  measurement;  therefore  a  few  approximate  assumptions  must 
be  made.  The  iron  blast  furnace  of  Gutehoffnungshiitte  in  Oberhausen, 
whose   blast-furnace  diagram  was  determined  by  W.  A.  Schlefilnger," 

^^Stahl  u.  Eisen  (1911),  1182. 
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is  adopted.  It  is  regretted  that  the  author  did  not  report  the  percentage 
of  CO  and  COs  in  the  total  gas  taken  in  analysis.  In  some  furnaces  this 
percentage  decreases  from  the  lower  part  toward  the  top  while  in  others 
the  reverse  is  the  case.  Conmionly  it  varies  between  34  and  38  per 
cent. — ^a  variation  that  has  little  significance  in  the  calculation  of  partial 
pressure  of  these  two  gases  as  compared  with  the  error  arising  from  the 
calculation  of  the  total  pressure.  Therefore,  it  will  be  assumed  to  be  36 
per  cent,  and  that  no  variation  in  this  percentage  took  place  throughout 
the  height  of  the  furnace. 
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The  pressure  of  the  blast  was  reported  to  have  been  about  60  cm. 
(Hg),  which  corresponds  to  1.776  atmosphere  in  net  value;  the  wind 
pressure  at  the  top  of  an  ordinary  blast  furnace  having  this  blast  pressure 
may  properly  be  assumed  to  be  about  200  nun.  in  water  column;^'  this 
corresponds  to  a  net  value  of  1.010  atmosphere.  The  decrease  of  pres- 
sure is,  therefore,  0.757  atmosphere.  Assume  that  the  pressure  at  the 
tuyere  level  is  1.776  atmosphere  and  that  the  decrease  of  pressure  is 


"Osann:  EUenhmenkunde  (1915)  1,  380. 
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proportional  to  the  height  of  the  furnace  as  a  first  approximation  al- 
though it  may  perhaps  be  a  complex  function  of  temperature,  distance 
from  the  tuyere  level,  inner  diameter  of  the  furnace,  velocities  of  the 
chemical  reactions,  etc.  The  accompan3ang  table  specifies  the  pressure 
distribution  in  this  furnace  at  the  time  that  Schlesinger  made  his 
measurement. 


Distanee  from  Top. 
Mettft 

Temperature, 
Decrees  C. 

Total  Preeeure, 
Atmospheres 

Partial  Pressure  of 
CO-GOt  Atmosphere 

27.8 

1.776 

26.2 

1100 

1.732 

0.624 

20.4 

1000 

1.574 

0.567 

18.5 

950 

1.523 

0.548 

16.4* 

900 

1.466 

0.522 

14.5 

850 

1.414 

0.509 

13.5* 

800 

1.387 

0.499 

12.8* 

750 

1.367 

0.492 

12.4* 

700 

1.367 

0.489 

12.1* 

650 

1.348        ' 

0.485 

12.0 

620 

1.346     . 

0.485 

11.7* 

600 

1.338 

0.482 

9.2 

550 

1.269 

0.457 

*  These  numbers  were  found  from  the  distance-temperature  outre  shown  in  Fie.  17. 

The  equilibrium  gaseous  compositions  of  several  reactions  occurring 
at  the  various  heights  of  the  furnace  may  be  found  by  interpolation  from 
Figs.  5,  6,  and  13. 


• 

Equilibrium  Composition  of  Gas.  Per  Cent.  CO  in  CO-COt  in 

Dbtance  from 
Top.  Meters 

Temperature. 
DetreesC. 

FetO«-FeO 
Equilibrium 

FeO-Fe 
Equilibrium 

FeO-Fe«C 
Equilibrium 

Fe-FeiC 
Equilibrium 

C 

Equilibrium 

26.2 

1100 

15.8 

73.0 

95.6 

98.9 

20.4 

1000 

19.8 

70.0 

92.9 

97.0 

99.6 

16.4 

900 

23.5 

67.0 

90.3 

95.4 

98.3 

14.5 

850 

26.2 

65.4 

88.6 

94.5 

97.0 

13.5 

800 

29.6 

63.8 

86.0 

92.3 

94.4 

12.8 

750 

33.2 

62.2 

79.0 

87.0 

88.3 

12.4 

700 

36  7 

60.2 

73.8 

.12.1 

650 

40.4 

60.0 

50.3 

11.7 

600 

55.6 

30.3 

9.2 

550 

52.9 

Each  of  the  equilibrium  curves  may  be  plotted  from  this  table  on  the 
blast-furnace  diagram  drawn  by  Schlesinger  as  shown  in  Fig.  18: 
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Curve  I  is  an  equilibrium  curve  of  reaction  Fe804  +  CO;=i3FeO  +  CO 
Curve  II  is  an  equilibrium  curve  of  FeO  +  CO±:?Fe  +  COt 
Curve  III  is  an  equilibrium  curve  of  3FeO  +  5CO;=iFe8C  +  4C0i 
Curve  IV  is  an  equilibrium  curve  of  3Fe  +  2C0;;=iFejC  +  COi 
Curve  V  is  an  equilibrium  curve  of  2C0^:iC  +  COj. 
Curve  VI  represents  the  actual  gaseous  composition  measured  by 
Schlesinger. 

P«r  C»0t  CO 

4»  CO 


FlQ.    18. 


That  part  of  curve  VI  corresponding  to  temperatures  lower  than  910** 
C.  is  quite  similar  to  the  FeO-Fe  curve,  showing  that  the  main  part  of  the 
reducing  power  of  this  blast  furnace  is  used  for  the  reduction  of  ferrous 
oxide.  Ferrous  oxide  is  difficult  to  reduce  owing  to  its  low  dissociation 
pressure,  while  the  reductions  of  ferric  oxide  and  magnetic  oxide  are 
easier  because  of  their  high  dissociation;  the  removal  of  oxygen,  cor- 
responding  to  about  24  per  cent,  of  the  original  oxygen  content  will 
convert  the  latter  wholly  into  a  mixture  of  ferrous  oxide  and  iron. 

The  form  of  the  curve  IV,  however,  must  be  affected  by  the  following 
factors:  (1)  Evolution  of  COi  from  limestone;  (2)  reaction  of  soot  de- 
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position;  (3)  reduction  of  higher  oxides;  (4)  carburissation;  (5)  reducing 
action  of  C  upon  COs. 

For  the  dissociation  pressure  of  CaCOs,  J.  Johnstone'^  gave  the  foUow- 
ing  numbers: 


TBHPBrnATUU, 

Dbobbm  C. 

Mm.  Hq. 

TBMPBBAltTBB, 

Dbgum  C. 

Pbimurs 
Mm.  Hq. 

1000 

2710 

750 

68.0 

950 

1490 

700 

25.3 

900 

773 

650 

8.2 

850 

373 

600 

2.35 

800 

168 

Comparing  these  values  with  the  partial  pressure  of  COt  and  the  total 
pressure  of  the  gaeous  flow  in  the  blast  furnace,  gives  the  values  shown  in 
the  accompan3dng  table  where  the  partial  pressures  of  COs  were  calcu* 
lated  from  curve  VT. 


Distanoe  from 
Top.  Meten 

Tempeimtiire, 
Decreet  C. 

Partia]  Prewure 
of  COt.  Mm.  Hg. 

Total  PreMwe, 
Mm.  He. 

DiMOciation  Prea- 

rare  of  CaOOa 

Mm.  He. 

26.2 

1100 

10 

1316 

20.4 

1000 

0 

1192 

2710 

18.5 

950 

38 

1158 

1490 

16.4 

900 

56 

1114 

773 

14.5 

850 

58 

1075 

373 

13.5 

800 

63 

1054 

168 

12.8 

750 

66 

1039 

68 

12.4 

700 

67 

1031 

25 

12.1 

650 

70 

1025 

8 

11.7 

600 

70 

1017 

2 

9.2 

550 

78 

964 

By  graphic  interpolation,  it  is  known  that  the  decomposition  of  lime- 
stone begins  at  about  12.8  m.  from  the  top  and  that  the  strong  decomposi- 
tion begins  at  about  17.3m.  (very  near  to  zoneG).  Since  there  is  no  partial 
pressure  of  COs  at  zone  L,  Fig.  18,  the  decomposition  should  be  finished  at 
least  before  the  charge  reaches  that  zone.  Hence  the  interval  between 
these  two  zones  G  and  L  should  be  a  zone  of  strong  decomposition  of  lime- 
stone. The  sudden  fall  of  curve  VI  at  this  zone  causes  the  belief  that 
there  may  be  some  connection  between  these  two  facts.  A  number  of 
other  blast-furnace  diagrams  show  this  kind  of  break  in  the  curve,  and 
the  type  of  curve  shown  in  Fig.  18  seems  to  represent  the  most  common 
and  normal  state  of  an  iron  blast  furnace.  A  diagram  of  a  blast  furnace 
in  Oberschlesich  made  by  Nietz  (Doktor  Dissertation,  Aachen)  and  the 
diagrams  quoted  by  C.  Brisker^*  show  this  kind  of  break  in  the  curves 

>«/n2.  Amer.  Ghem.  Soc.  (1910)  82,  944 
^^Stahl  u.  EUen  (1908)  1,  391. 
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although  the  degree  and  position  of  the  break  may  differ  in  different  fur- 
naces according  to  the  velocity  of  wind,  distribution  of  temperature  and 
pressure,  nature  of  charge,  etc. 

Another  possible  explanation  of  that  portion  of  curve  VI  is  that  it 
corresponds  to  the  uppermost  steep  portion  in  the  equilibrium  curves  in 
Figs.  2, 3,  and  4;  in  other  words,  ferrous  oxide  ceases  to  be  a  definite  solid 
phase  at  the  point  O  and  the  subsequent  reduction  is  that  of  the  solid 
solution  of  ferrous  oxide  in  iron,  which  should  cause  a  gradual  rise  of  the 
ciu-ve  VI.  This  transition,  however,  takes  place  gradually,  as  in  Fig.  4, 
etc.,  so  that  it  may  not  cause  such  a  sudden  change  of  the  gaseous  com- 
position though  it  may  have  some  influence  upon  it.  Therefore  this 
break  of  the  curve  is  presumably  an  indication  of  the  sudden  deteri- 
oration in  the  quality  of  gas  resulting  from  sudden  decomposition  of 
limestone. 

The  reaction  of  soot  deposition  takes  place  about  12  m.  from  the  top 
of  the  furnace.  ''Das  H&ngen,''  if  any,  must  occur  in  or  above  this 
zone.  This  reaction  may  have  some  influence  on  curve  VI,  as  C.  Brisker 
has  generalized  from  the  instances  of  several  other  furnaces,  but  it  must 
be  remembered  that  the  deposited  soot  is  oxidized  immediately  after 
the  charge  has  traversed  the  zone  about  12.5  m.  from  the  top  so  that 
the  effect  of  this  reaction  on  the  gas  flow  may  compensate  that  of  the 
soot  deposition.  That  part  of  the  latter  which  lies  above  point  G 
seems  to  be  determined  chiefly  by  the  disposition  of  the  Fe-FeO  curve. 

The  reduction  of  higher  oxides  may  occur  even  in  that  part  of  the 
zone  in  which  the  soot  deposition  begins.  But  the  reaction  cannot  be 
conspicuous  and  its  effect  on  the  form  of  curve  VI  is  naturally  very  small 
because  curves  I  and  II  are  high  and  the  velocities  of  reactions  are  small 
on  account  of  low  temperatures.  The  strong  reduction  of  the  higher 
oxides  begins  as  soon  as  the  charge  has  passed  through  the  zone  at  which 
the  oxidation  of  soot  begins.  The  reaction  may  be  finished  in  a  short 
distance  on  account  of  its  enormous  velocity;  the  nature  of  the  reaction 
resembles  that  of  the  decomposition  of  limestone.  Perhaps  the  steep 
inclination  of  the  curve  between  points  B  and  F  has  an  intimate  relation 
with  this  reaction. 

The  reactions  of  carburization  may  take  place  12.5  to  13  m.  from  the 
top  (C  to  E).  Any  carbon  fixed  in  this  zone  is  thoroughly  oxidized  after- 
ward and  no  carburization  occurs  until  the  charge  arrives  at  zone  //, 
which  is  about  18.7  m.  from  the' top.  Here  the  carburization  of  FeO 
may  begin  while  at  zone  K,  which  is  about  19.75  m.  from  the  top,  the 
carburization  of  iron  may  take  place.  At  the  tuyere  level,  the  tem- 
perature is  too  high  for  the  existence  of  iron  carbide,  so  the  carbon 
content  in  iron  may  be  oxidized  by  the  blast.  But  the  reaction  between 
carburized  liquid  iron  and  the  surrounding  gas  is  entirely  beyond  the 
scope  of  the  present  research. 
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As  the  result  of  the  rapid  carburization  at  the  lower  part  of  the 
furnace,  a  large  quantity  of  COs  may  be  produced;  this  may  have  some 
influence  upon  the  sudden  depression  of  that  part  of  curve  VI  between 
0  and  L. 

At  the  lower  part  of  the  furnace,  coke  is  iible  to  convert  oxygen  or  CO2 
into  CO  very  rapidly  on  account  of  the  high  temperature.  According  to 
van  Voltens'^  the  free  oxygen,  which  is  so  strongly  blown  in,  can  exist  as 
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such  only  in  a  space  60  cm.  in  diameter  around  the  tip  of  the  tuyere; 
the  region  in  which  CO2  can  exist  seems  to  be  a  little  larger.  At  any  rate, 
the  combustion  of  free  carbon,  together  with  the  velocity  of  the  blast, 
must  be  the  most  potent  factors  determining  the  position  of  curve  VT, 
while  the  reduction  of  ferrous  oxide  and  the  decomposition  of  limestone 
are  other  prominent  factors  which  determine  the  disposition  of  the 
same  curve. 

The  foregoing  may  be  summarized  in  the  diagram  shown  in  Fig.  19. 
It  must  be  remembered  that  all  the  boundaries  of  reactions  must  devi- 


ls SiM  u.  Ei9en  (1893)  26. 
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ate  in  some  degree  from  those  represented  in  this  diagram  according  to 
the  velocity  of  the  i>last.  In  other  words,  curve  VI,  which  illustrates 
the  reactions,  should  lag  upwards. . 

Problem  of  Quick  Smelting 

It  is  well  known  that  increasing  the  blast  pressure  accelerates  smelt- 
ing. In  some  modern  American  iron  blast  furnaces,  especially  those 
built  during  the  war,  such  pressures  as  1200  gm.  per  sq.  cm.  are  said  to 
have  been  adopted  in  order  to  increase  the  capacity  of  the  furnace. 
There  may  be  many  reasons  why  smelting  is  accelerated  by  increasing 
blast  pressure,  but  here  it  will  be  considered  only  from  the  standpoint  of 
the  gas  reactions. 

By  increasing  the  blast  pressure,  the  following  changes  in  the  gas  flow 
may  be  expected  to  occur:  The  velocity  of  gas  flow  in  the  furnace  is 
increased;  the  partial  pressure  of  the  reacting  gas  is  increased;  and  the 
range  of  high  temperature  in  the  furnace  is  extended  toward  the  top. 

It  is  scarcely  worth  while  to  consider  that  the  range  in  which  the  free 
oxygen  or  COj  exists  around  the  tip  of  the  tuyere  is  extended  by  increas- 
ing the  blast  pressure,  for,  should  this  happen,  it  would  be  a  negligible 
enlargement  of  the  space  especially  when  the  temperature  of  the  glowing 
carbon  is  increased  by  that  operation. 

The  increased  velocity  of  gas  flow  displaces  the  actual  gas-composition 
curve  in  the  blast-furnace  diagram  upward  and  leftwards;  consequently 
it  enlarges  the  distances  from  that  curve  to  every  other  equilibrium  curve, 
and  these  enlargements  should  increase  the  reaction  velocities.  More- 
over, the  increased  velocity  of  gas  flow  extends  the  zone  in  which  final 
carburization  may  be  effected,  which  necessarily  results  in  quicker 
smelting. 

The  extension  of  the  high-temperatiu'e  zone  increases  that  part  of 
furnace  where  the  reduction  and  the  carburization  can  be  made  effectively, 
thus  shortening  the  ^'pass-through  time/' 

The  increase  of  the  partial  pressure  of  (CO  +  COs)  is  also  desirable 
for  it  lowers  the  position  of  the  carburization  curves  and  hence  causes  the 
increase  of  carburization  velocity.  Even  the  simple  reduction  of  oxides 
should  be  accelerated  by  this  change  on  acount  of  the  increase  of  con- 
centration of  CO  in  (CO  +  C0|). 

Perhaps  the  quick  smelting  in  some  modern  furnaces  is  attributable 
chiefly  to  the  combined  effect  of  the  conditions  enumerated.  However, 
the  introduction  of  nitrogen  in  the  furnace  is  not  advisable,  if  considered 
from  a  purely  scientific  standpoint.  Oxygen  or  the  exhaust  gas  mixed 
with  a  suitable  quantity  of  oxygen  instead  of  air,  would  be  effective, 
because,  in  this  way,  it  is  possible  to  maintain  the  partial  pressure  of  (CO  + 
COs)  nearly  100  per  cent,  of  the  total  pressure,  which  will  lower  the  posi- 
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tion  of  carburization  curves  in  the  blast-furnace  diagram  in  a  marked 
degree.  Moreover,  the  ratio  of  COs  produced  by  the  reactions  to  that 
of  CO  would  always  be  very  small,  hence  the  actual  gas  composition 
curve  would  be  raised  much  higher  than  the  ordinary  position.  In 
an  electric  iron  smelting  furnace  the  realization  of  this  condition  is  rela- 
tively easy. 

SXTMMART 

1.  Equilibrium  compositions  of  gas  phase  in  the  system  CO,  COs,  and 
Fe  containing  more  than  a  few  per  cent,  of  oxygen  were  measured  at  863  C, 
1070  C,  and  1176  C. 

2.  Equilibrium  compositions  of  gas  phase  in  the  system  (a)  CO,  COt 
FeO  (saturated  with  Fe),  and  Fe  (saturated  with  FeO)  and  (6)  CO,  CO,, 
FesOi  (saturated  with  FeO),  and  FeO  (saturated  with  FeiOO  ^^^ 
measured  at  several  temperatures  higher  than  700  C. 

3.  Pressures  in  the  above  two  equiUbrium  systems  containing  free 
carbon  as  a  permanent  solid  ph.ase  were  calculated. 

4.  Dissociation  pressures  of  FeO  (saturated  with  Fe)  and  Fe^Oi 
(saturated  with  FeO)  were  calculated. 

5.  Equilibrium  composition  of  gas  phase  in  the  systems  (a)  FeO,  FesC, 
CO,  and  COi  and  (6)  Fe,  FejC,  CO,  and  COi  were  measured  in  a  tem- 
perature range  of  700**  to  1100°  C.  The  formation  of  oxygen-bearing 
carboniferous  irons  and  the  mechanism  of  carburization  were  inferred. 

6.  The  compositions  of  gas  phase  in  the  carburization  equlibria  under 
various  temperatures  and  pressures  were  calculated. 

7.  Some  applications  of  the  carburization  theory  on  the  practice  of 
casehardening,  malleable  casting,  and  the  explanation  of  blast-furnace 
diagram  etc.  were  treated. 
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DISCUSSION 

Haakon  Sttri,*  Philadelphia,  Pa. — It  is  interesting  to  see  that 
Mr.  Matsubara's  data  on  the  dissociation  pressures  of  FeO  confirm  calcu- 
lations made  by  Professor  LeChatelier  about  ten  years  ago.    I  have 
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used  LeChatelier's  data  to  calculate  the  equilibrium  conditions  in  the  steel 
furnace  for  various  concentrations  of  oxygem,  carbon,  manganese,  and 
silicon.  We  are  greatly  in  need  of  more  accurate  data  about  these 
equilibrium  conditions  and  it  would  be  extremely  valuable  if  Mr. 
Matsubara,  or  somebody  else,  could  undertake  to  estabUsh  equilibrium 
at  higher  temperatures  than  were  here  experimented  with,  including 
temperatures  higher  than  the  melting  point  of  iron. 

J.  W.  Richards,*  South  Bethlehem,  Pa. — Mr.  Styri  says  that  we 
should  know  the  equilibria  at  higher  temperatures.  If  the  equilibria 
pressures  at  lower  temperatures  are  known,  it  is  possible,  in  general,  to 
make  a  pretty  good  estimate  of  the  pressures  at  the  higher  temperatures. 
The  dissociation  pressures  of  iron  oxides  will  follow  the  same  type  of 

formula;  viz.,  log  p  =  —  «t  +  -B.    If  the  logarithm  of  the  pressure  is 

plotted  against  the  reciprocal  of  the  absolute  temperature,  the  disso- 
ciation pressures  will  lie  on  a  straight  line,  and  can  be  readily  extra- 
polated from  low  temperatures  to  higher  ones. 

G.  K.  BuBOBSS,!  Washington,  D.  C. — That  applies,  I  understand, 
where  you  have  one  phase.  These  temperatures  were  for  substances  in 
a  solid  state.  If  you  go  from  the  solid  to  the  liquid  phase,  would  you 
not  get  the  same  sort  of  a  curve  we  had  before,  and  might  that  not  lead  you 

into  error? 

« 

J.  W.  RiCHABDS. — Certainly;  one  formula  is  only  valid  for  substances 
in  the  same  physical  state.  If  the  physical  states  change,  another 
formula  of  the  same  form  but  with  different  constants  appears. 

*  Professor  of  Metailui^gy,  Lehigh  UniverBity. 
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Physical  Changes  in  Iron  and  Steel  below  the  Thermal 

Critical  Range 

Br  Za7  Jeffbies,*  D.  Sc,  Clbvbland,  Ohio 

(New  York  Meeting.  February,  1920) 

It  has  been  known  for  centuries  that  iron  and  steel  could  be  hardened 
by  cold  hammering  and  that  the  metal  could  be  restored  to  the  normal  con- 
dition by  heating  to  a  red  heat  and  cooling,  either  rapidly  or  slowly  with 
nearly  pure  iron,  but  slowly  with  steels  containing  considerable  carbon. 
The  art  of  tempering  steels  is  also  very  old.  When  a  medium-  or  high- 
carbon  steel  is  quenched  from  a  cherry-red  heat,  the  hardness  is  increased; 
this  hardness  can  be  reduced  by  heating  to  various  temperatures  below  the 
lower  thermal  critical  point,  which  is  near  700**  C.  The  present  paper  will 
not  consider  these  old  and  well  known  changes  in  iron  and  steel  below 
the  thermal  critical  range  but  will  confine  itself  to  the  more  unusual 
changes,  some  of  which  have  been  studied  recently.  Stromeyer,^  for 
example,  in  1886,  reports  that  both  working  steel  and  heat  treatment  of 
steel  in  the  blue-heat  range  are  highly  injurious.  Recently,  however, 
some  metallurgists  believe  that  the  straightening  of  warped  steel  forgings 
at  a  blue  heat  produces  a  beneficial  effect  on  the  metal.^ 

The  Engineering  Division  of  the  National  Research  Council  has  con- 
stituted a  committee  on  Physical  Changes  in  Iron  and  Steel  below  the 
Thermal  Critical  Range,  which  has  the  following  personnel:  R.  R.  Abbott, 
H.  C.  Boynton,  William  Campbell,  J.  V.  Emmons,  F.  B.  Foley,  H.  J. 
French,  H.  M.  Howe,  Zay  Jeffries  (chairman),  F.  C.  Langenberg,  J.  A. 
Mathews,  P.  D.  Merica,  A.  H.  Miller,  J.  H.  Nelson,  G.  A.  Reinhardt, 
W.  E.  Ruder,  H.  F.  Wood.  This  conmiittee  is  studjdng  several  aspects 
of  the  physical  changes  in  iron  and  steel.  The  results,  reported  in  the 
literature  and  obtained  by  recent  experimentation,  will  be  given;  this 
will  be  followed  by  a  general  theoretical  discussion  of  the  more  important 

*  Director  of  Research,  Aluminum  Castings  Co. 

1  C.  £.  Stromeyer:  Injurious  Effect  of  a  Blue  Heat  on  Steel  and  Iron.    Proc. 
Inst.  Civil  Engr.     (1885-86)  84,  114. 

'  F.  C.  Langenberg:  Private  communication. 
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obeervattons  outlined.    Finally,  the  commercial  importance  of  this  sub- 
ject will  be  briefly  considered. 

General  Qpservations 
Tensile  Properties  of  Iron  and  Steel  below  the  Thermal  Critical  Range 

The  tensile  strength  of  nearly  pure  iron,  such  as  Armco  iron  or  wrought 
iron,  is  about  40,000  to  60,000  lb.  per  sq.  in.  (2812  to  3515  kg.  sq.  cm.) 
at  room  temperature.  The  strength  increases  with  rising  temperature  up 
to  about  200^  to  250^  C;  the  maximum  strength  is  usually  15  to  25  per 
cent.,  and  in  one  instance  37.6  per  cent.,'  greater  than  that  at  room  tem- 
perature. The  strength  increases  gradually,  from  a  minimum,  throughout 
a  temperature  range  of  about  200^  C.  and  then  decreases  gradually  for  an 
additional  VXf  C. ;  after  this,  the  rate  of  decrease  of  strength  with  increase 
in  temperature  becomes  rapid.  These  results  are  reported  by  Martens,^ 
Speller,*  Epps  and  Jones,*  Lea  and  Crowther,*  Bach,^  and  Howard.* 
The  tensile  properties  of  Armco  iron,  with  the  exception  of  the  elastic 
limit,  are  given  in  another  communication  by  the  present  author.*  In 
Howard's  work,  the  tensile  properties  of  steels  with  varying  carbon  con- 
tent are  given.  He  gives  the  tensile  strengths  of  steels  containing  0.09; 
0.20;  0.37;  0.57;  and  0.97  per  cent,  carbon,  all  of  which  show  gradual 
increase  up  to  250°  to  300°  C.  It  seems  that  the  greater  the  carbon 
content,  the  greater  is  the  magnitude  of  the  increase;  but  the  high-carbon 
steels  do  not  necessarily  show  as  large  an  increase  in  percentage  of 
strength  as  the  low-carbon  steels. 

The  elastic  limit  of  iron  and  steel  at  elevated  temperatures  is  reported, 
by  Martens,  to  be  the  same  at  250^  C.  as  at  room  temperature,  passing 
through  a  maximum  at  about  200°  C.  Howard,  on  the  other  hand,  states 
that  the  elastic  limit  of  steel  decreases  continuously  with  a  rise  in  tem- 
perature.   Huntington^®  gives  elastic-limit  determinations  at  elevated 

*  F.  A.  Epps  and  £.  O.  Jones:  Influence  of  High  Temperature  upon  Elastic  and 
TensQe  Properties  of  Wrought  Iron.    MeL  A  Chem.  Eng.  (1917)  17,  67. 

^  Martens:  Influence  of  Heat  on  the  Strength  of  Iron.  Proc.  Inst.  Civil  Engrs. 
(1890-91)  104,'209;   '  ' 

*  F.  N.  Speller:  Discussion  on  Recrystallization  as  a  Factor  in  the  Failure  of  Boiler 
Tubes.    Proc.  Amer.  Soc.  Test.  Mat.  (1916)  Ft.  2,  112% 

*  F.  C.  Lea  and  O.  H.  Crowther:  Change  of  the  Modulus  of  Elasticity  and  of  the 
Other  Properties  of  Metals  with  Temp^ture.    Engng,  ^1914)  is^  487. 

"*  C.  Bach:  Versuche tlber  die  Verschi^enheit  der  Elastizit^t  von  Fox-imd  Morison- 
Wellrohren.  Zeit.  Ver.  deuL  Ing.  (1904)  48, 1227;  Versuche  Qber  die  Festigkeit  seigen- 
schaften  von  Flusseisenblechen,  etc.    Ibid,  (1904)  48,  1342. 

*  J.  E.  Howard:  Physical  Properties  of  Iron  and  Steel  at  Higher  Temperature, 
/roll  ii^e  (1890)  46,  585. 

*  Zay  Jeffries:  Trans.  (1919)  60,  474. 

>^  A.  K.  Huntington:  Effect  of  Temperature  on  Tensile  Tests  of  Copper  iMid  its 
Alloys,    /nl.  Inst.  Met-^ (1912)  8, 126.  ..  ,    .,         .        ,,.. 
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temperatures  on  wrought  iron  and  mild  steel,  and  although  some  of  the 
points  indicated  at  temperatures  above  the  ordinary  are  higher  than  the 
room-temperature  yalues,  the  ciurve  that  he  draws  does  not  pass  through 
a  maximum  value.  The  decrease  plotted  by  his  own  curve,  however,  is 
not  in  accordance  with  the  decrease  expected  with  an  increase  in  tempera- 
ture, but  indicates  a  discontinuity.  Recently,  H.  J.  French,  of  the 
U.  S.  Bureau  of  Standards,  has  determined  carefully  the  elastic  limit  as 
well  as  other  tensile  properties  of  mild  steel  and  checks  Martens'  results; 
the  elastic  limit  is  about  the  same  at  250^  C.  as  at  room  temperature  and 
it  passes  through  a  maximum  value  at  200^  C.  about  15  per  cent,  greater 
than  that  at  room  temperature.  Epps  and  Jones  report  a  10  per  cent, 
increase  in  wrought  iron  in  the  corresponding  temperature  range.  Not- 
withstanding the  report  by  Howard,  in  1890,  that  the  elastic  limit  of 
iron  and  steel  decreases  with  a  rise  in  temperature,  the  evidence  to  the 
effect  that  the  elastic  limit  in  iron  and  mild  steel  is  greater  at  200^  C.  than 
at  room  temperature  is  overwhelming.  That  this  is  true  in  medium-  and 
high-carbon  steels  is  not  certain. 

The  elongation  of  iron  and  mild  steel  decreases  above  room  tempera- 
ture and  passes  through  a  minimum  between  100^  and  300^  C.  and  then 
increases  up  to  500^  C.  The  elongation  at  500^  C.  is  greater  than  that  at 
room  temperature*  Epps  and  Jones  report  minima  elongation  values  in 
wrought  iron  at  lOO""  to  150*"  C.  and  500""  to  550""  C.  and  a  maximum 
at  about  300^  G. ;  this  decrease  above  300*^  C.  does  not  seem  to  be  the  rule. 

The  reduction  of  area  of  iron  and  mild  steel  seems  to  increase  at 
temperatures  slightly  above  room  temperature  and  then  decreases,  passing 
through  a  minimum  about  300^  C,  and  then  increases  up  to  about  500^  C. 
Above  500^  C,  the  elongation  and  reduction  of  area  both  vary  markedly 
with  grain  sise  and  the  rate  of  loading.  The  effect  of  liquid-air  tempera- 
ture (about  — 190**  C.)  on  iron  and  steel  is  greatiy  to  increase  the  strength 
and  decrease  the  ductility." 

Recovery  of  EUuticity  of  Iron  and  Steel  after  Overetrain 

Prof.  H.  M.  Howe  has  called  attention  to  the  fact^'  that  recentiy 
deformed  mild  steel  loses  its  elasticity.  The  effect  of  rest  at  room  tem- 
perature is  slowly  to  restore  the  elasticity  and  eventually  to  raise  it  above 
the  load  that  caused  the  previous  deformation.  The  effect  of  warming  is 
greatly  to  hasten  the  recovery  of  elasticity.  J.  Muir,^'  in  three  papers, 
discusses  in  detail  the  elastic  recovery  of  recently  overstrained  steel. 


"  R.  A.  Hadfield:  AUoys  of  Iron  and  Tungsten.    Jhl.  Iron  and  Steel  Inst.  (1903) 

64«  14. 

1*  "Metallurgy  of  Steel,''  212.    N.  Y.,  1890. 

1*  J.  Muir:  On  the  Oventraining  of  Iron.    PhU.  Trana.  Roy.  Soo.  London  (1900) 
AIM,  1;  Pnd^  AIM,  1;  Proc  Roy  Soe.  London  (1906)  ATT,  277. 
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He  reports  that  the  recovery  of  elasticity  at  100^  C.  is  as  pronounced 
after  three  or  four  minutes  as  in  two  weeks  at  room  temperature.  In  the 
mild-eteel  samples  with  which  he  worked,  he  found  no  change  in  elastic 
properties  in  tiie  material  in  its  original  state,  after  boiling  in  water  or 
after  heating  to  250^  C.  After  slightly  deforming  by  tension,  however, 
the  material  lost  almost  entirely  its  elasticity  and  recovered  it  very 
gradually,  the  complete  recovery  being  effected  in  about  two  weeks. 
If  the  material  is  allowed  to  rest  at  a  low  temperature,  say  around  0^  C, 
the  recovery  is  much  impeded  or  totally  stopped.  ^^ 

Muir  found  that  steel  containing  about  0.2  per  cent,  carbon  recently 
quenched  from  a  red  heat  was  imperfectly  elastic  when  tested  immedi- 
atdy,  but  when  def onned  in  this  state  it  immediately  became  perfectly 
elastic,  up  to  the  load  that  produced  the  deformation. 

Effed  of  Permanent  Deformation  of  Iron  and  Sted  in  the 

Blue-heat  Range 

As  mentioned  above,  Stromeyer  warns  against  the  working  of  steel 
in  the  blue-heat  range  because  it  produces  brittleness.  Howe^*  calls 
attention  to  the  fact  that  steel  bent  at  blue  heat  is  stronger  than  steel 
bent  a  like  amount  at  ordinary  temperatmre.  Howard  gives  the  fol- 
lowing quantitative  information  on  a  steel  containing  0.97  per  cent, 
carbon;  its  elastic  limit  at  room  temperature  was  82,000  lb.  per  sq.  in. 
(5764  kg.  per  sq.  cm.)  and  the  tensile  strength  was  154,000  lb.  per  sq.  in. 
(10,826  kg.  per  sq.  cm.).  When  stressed  to  140,000  lb.  per  sq.  in.  (9842 
kg.  per  sq.  cm.)  at  a  temperature  of  535'' F.  (279'' C.)  and  broken  at  70^. 
three  days  later  it  showed  an  elastic  limit  of  164,000  lb.  per  sq.  in.  (11,529 
kg.  per  sq.  cm.)  and  a  tensile  strength  of  167,000  lb.  per  sq.  in.  (11,740  kg. 
per  sq.  cm.).  Its  normal  elastic  limit  at  the  temperature  of  deforma- 
tion was  64,(XX)  lb.  per  sq.  in.  (4499  kg.  per  sq.  cm.). 

The  present  author  has  made  tests  on  blue-heat  deformation  of 
Armco  iron  and  has  compared  the  tensile  properties  both  at  ordinary  and 
at  elevated  temperatures.  The  following  conclusions  are  made  from  this 
work. 

1.  Armco  iron  deformed  at  room  temperature  a  given  amount  does 
not  increase  as  much  in  tensile  strength  as  when  deformed  the  same 
amount  at  blue  heat. 

2.  When  Armco  iron  is  drawn  cold,  its  tensile  strength  at  200''  to 
300''  C.  IB  greater  than  at  room  temperature  with  moderate  reductions  by 
drawing;  but  with  96  per  cent,  reduction  of  area  by  cold  drawing,  the  ten- 
sile strength  is  greater  at  room  temperature  than  at  any  higher  tempera- 

i«  W.  A.  Sooble:  R^)ort  on  Combined  StreBS.  Brit.  Aasn.  for  Adv.  of  8ci.  (1913) 
Sec.  G. 

»  Op.  tiL,  284. 
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ture.  The  tensile  strength-temperature  curve,  however,  shows  clearly 
that  it  passes  through  a  change  point  inasmuch  as  the  strength  doei^  liojb 
decrease  as  rapidly  from  15^  to  300^  C.  as  from  300^  up.  The  decrease 
in  strength  is  also  much  more  rapid  from  — 190^  C.  (liquid-air  tempera- 
ture) to  16**  than  from  16**  to  300°  C. 

3.  The  effect  of  drawing  Armco  iron  wire  at  200**  to  400**  C.  is  to 
produce  greater  tensile  strength  a^t  all  t^^poiperatures  up  to  660**  C.  than 
would  result  from  the  same  amount  of  deformation  in  the  cold.  The 
elongation  is  less  after  drawing  at  200**  to  400**  C.  than  after  drawing  the 
same  amount  at  room  temperature.  The  same  conclusion  is  true  in 
general  of  the  reduction  of  area. 

The  results  given  by  W.  E.  Ruder,  ^*  in  Table  1,  show  the  effect  of 
rolling  cold  and  at  various  elevated  temperatures  on  the  strength  of  mild 
steel.  His  results  on  a  nickel-chromium  steel  in  the  annealed  condition 
are  given  in  Table  2. 


Table  1  .—Effect  of  Rolling  Hot  and  Cold  on  the  Tensile  Strength  ofMUd  Sted 


Ultimate 

Strength. 

Lb.  per  Sq.  In. 


Ultimate 

Strenctb, 

Lb.  per  Sq.  In. 


0.192  in.  diameter 

Annealed 

0.192  in.  diameter 

Reduced  to  0.179  in.  cold. . . 

0.192  in  diameter 

Reduced   to   0.179  in.   at 
240*^  C 


58,200 
55,200 

67,000 
69,500 

110,200 

* 

112,300 


0.192  in.  diameter 

Reduced  to  0.179  in.  at 
300^  C 

0.192  in.  diameter 

Reduced  to  0.179  in.  at 
400"  C 


112,700 
113,500 
114,100 
105,300 


«  1  .  •     » 


Table  2. — Method  of  Treatment,  Nickd'Chromium  Steel 


Annealed 

Aimeaied,  then  reduced  10  per  cent,  at  300"*  C . 
Heat  treated    and  reduced  10  per  cent,  at 

300'  C 

Annealed  and  reduced  10  per  cent,  cold 


Tensile 

Strength, 

Lb.  per 

Sq.  In. 


101,500 
137,600 

199,100 
114,200 


Yield  Point. 
Lb.  per 
Sq.  In. 


67,100 
132,500 

163,700 
102,000 


Percent 

Eloncation 

in  i  In. 


25.5 
10.5 

7.5 
19.5 


^*  Private  communication.  May  28,  1918. 
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Effect  of  Aging  on  Tensile  Properties  of  Heat-treated 

Medium-Carbon  Steel 

Reinhardt  and  Cutler^^  found  that  steels  containing  0.35  to  0.45  per 
cent,  carbon  j^ve  no  trouble  in  obtaining  the  necessary  physical  properties 
when  the  samples  were  machined  and  tested  immediately  after  heat 
treatment;  but  in  steels  containing  carbon  between  0.49  and  0.55  per 
cent./ the  tests  taken  from  billets  5^  in.  (14.6  cm.)  square  showed  inferior 
elongation  and  reduction  of  area  if  tested  immediately  after  heat  treat- 
ment and  machining,  whereas  after  resting  at  room  temperature  for  even 
12  to  24  hours  the  results  were  increased  sometimes  more  than  100  per 
cent.  Heating  to  120^  C.  effected  this  increase  more  quickly  than  room- 
temperature  aging.  Test  bars  turned  from  ingots  of  steel  having  the  same 
chemical  composition  rolled  to  1%  in.  square  billets  did  not  show  the 
inferior  values  in  elongation  and  reduction  of  area  immediately  after 
treatment.  From  the  tabulated  data  given  by  Reinhardt  and  Cutler,  it 
would  seem  that  complete  restoration  of  ductility  takes  place  in  about 
25  hours  at  120^  C.  and  in  about  16  days  at  room  temperature.  It 
should  be  noted  that  this  aging  effect  is  not  associated  with  previous 
plastic  deformation  and,  consequently,  is  a  different  phenomenon  from 
the  recovery  of  elasticity  after  overstrain.  That  aging  was  necessary  to 
increase  the  ductility  of  forgings  has  been  known,  or  at  least  suspected, 
for  many  years  but  the  results  given  by  Reinhardt  and  Cutler  give 
unquestionable  quantitative  evidence  on  this  subject. 

Thermal  Critical  Points  Below  Ai 

Qoup^*  reports  an  evolution  of  heat  on  rise  of  temperature  in  all  steels 
that  have  previously  undergone  cold  working  or  heat  treatment.  The 
point  occurs  at  about  400^  C.  in  all  cases  and  is  not  reversible.  Honda^* 
reports  that  there  is  strong  evidence  of  the  existence  of  an  allotropic 
point  at  215^  C.  in  steel,  which  is  missing  in  pure  iron,  as  is  the  Ai  point. 
He  finds  in  cementite  a  marked  magnetic  transformation  at  215^  C,  which 
is  reversible.  He  finds  the  same  point  in  steels  containing  1.5, 1.02,  0.80, 
0.64,  and  0.18  per  cent,  carbon.  The  magnitude  of  the  transformation 
decreases  as  the  carbon  content  is  lowered  and  is  zero  in  pure  iron.  He 
also  finds  transformations  at  both  400^  and  215^  C.  in  annealed  tungsten 
steel,  indicating  a  transformation  in  another  carbide  at  400°  C.    Doctor 


"  G.  A.  Reinhardt  and  H.  L.  Cutler:  Effect  of  Time  and  Low  Temperature  on 
Physical  Properties  of  Medium-carbon  Steel.     Trans.  (1920)  62,  420. 

^'F.  Cloup:  Trempe  et  Ecrouissage  des  Aciers  au  Carbone.  ComjA,  Rend. 
(1918)  166, 416;  Jnl,  Amer.  Soc.  Mech.  Engra.  (1918)  40, 500. 

**K.  Honda:  On  Magnetic  Anal3r8is  as  a  Means  of  Studying  the  Structure  of 
Iron  Alloys.    Jrd.  Iron  and  Steel  Inst.  (1918)  98, 375. 


62  PHT8ICAL  CHANGES  IN  IRON  AND  STEEL 

Mathews'^  reports  a  thermal  change  in  nickel-chromium  steel  below  the 
A I  point. 

Surface  DeformcAum  in  Sieda  Quenched  from  Blue  Heat 

Zschokke^^  found  that  on  heating  a  square  gage  of  steel  to  a  tempera- 
ture between  225^  and  400^  C.  and  quenching  in  water,  the  polished  face 
became  plaited  or  folded  so  that  the  markings  could  be  observed  macro- 
scopically.  Bogitch^  has  studied  this  phenomenon  more  completely. 
The  formation  of  this  folding  on  the  polished  surfaces  of  steel  depends  on 
several  factors,  as  follows : 

1.  Quenching  in  boiling  water  does  not  deform  the  polished  surface. 
On  the  other  hand,  on  quenching  in  iced  water  or  salt  water  at  — 18^  C. 
the  range  of  folding  is  dightly  widened. 

2.  At  each  quenching  temperature,  a  definite  type  of  marking  or 
folding  is  obtained  if  the  conditions  of  quenching  mentioned  are  adhered 
to.  For  each  quenching  temperature  all  the  types  of  markings  corre- 
sponding to  lower  temperatures  may  be  obtained  by  diminishing  the  dura- 
tion of  heating. 

3.  The  piece  of  steel  once  quenched  loses,  at  least  partly,  its  ability 
to  form  these  markings  or  foldings.  It  is  necessary  to  anneal  above 
700^  C.  to  cause  it  to  regain  this  property. 

4.  When  progressively  smaller  gages  of  the  same  thickness  are 
quenched,  the  quenching  temperature  range  within  which  the  folds  are 
observed  diminishes  until  it  disappears  with  the  gage  1  cm.  on  a  side. 

Thermal  and  Electrical  Conductivities  of  Iron  and  Sled 

Two  papers  by  Honda  and  Simidu,*'on  the  thermal  and  electrical  con- 
ductivities of  carbon  steels  at  high  temperatures,  show  an  irregular  change 
in  the  heat  conductivities  of  carbon  steels  containing  from  0.18  to  1.6  per 
cent,  carbon.  The  decrease  in  conductivity  is  not  marked  until  a  tem- 
perature near  300^  to  400^  C.  is  reached,  after  which  it  decreases  quite 
rapidly  with  temperature.  The  thermal  conductivity  of  Swedish  iron 
decreases  more  uniformly  from  room  temperature  to  500^  C,  but  one  point 
lies  off  the  smooth  curve  at  the  temperature  of  234*^  C.  The  steel  con- 
taining 1.02  per  cent,  carbon  actually  has  higher  thermal  conductivity 
at  250^  C.  than  at  room  temperature  and  several  of  the  readings  in  the 
tow-temperature  range  do  not  lie  on  a  smooth  continuous  curve. 

'*  Private  communicatioiL. 

*'  B.  2^hokke:  L'influence  des  Brusques  Changements  de  Temperature  sur  Tacior 
Doux.    Rev.  de  Afe(.,  Mem.  (1910)  7, 165. 

"B.  Bogitch:  Sur  les  Ddformations  Superficielles  des  Aeiers  Trcmp6i  aux  T^m* 
p^rature  peu  £levto.    CompL  Rend.  (1915)  160,  768. 

"K.  Honda  Takeo  Simidu:  Sci.  Repts,,  Tokohu  Univ. 
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Table  3. — Analyses  of  Steels 


steel 

H57 

C4 

Cft 

C7 

Gaibon,  per  oent. . . . 
MangaaeM,  per  cent. 
PhoephoniBy  per  cent 

Sulfur,  per  cent 

SQicoii,  per  cent 


0.67 

0.76 

0.045 

0.11 

0.221 

0.189 

0.010 

0.016 

0.013 

0.020 

0.041 

0.016 

0.17 

0.169 

0.155 

1.05 

0.190 

0.013 

0.020 

0.167 


Tablb  4. — Effect  of  Tempering  on  Specific  Resistivity 


Steel 


Caibon,  per  cent 

Specifio  reeistivity: 

When  quenched  from  907*"  C 

On  tempering  1  hr.  at  100*  G.  to  108"*  C 

On  tempering  1  add.  hr.  at  100  C.  to  lOS""  C. . 
On  tempering  1  add.hr.  at  100*  0.  to  108*  G. . 
On  tempering3add.hr.  at  100*  G.  to  108*G. . 
On  tempering  6  add.  hr.  at  100*  G.  to  108*  G . . 
Total  drop  in  12  hr.  tempering 


0.57 

0.76 

0.945 

21.88 

32.24 

36.32 

20.67 

27.47 

29.62 

20.54 

27.47 

29.12 

20.54 

27.07 

28.89 

20.27 

26.55 

28.27 

19.87 

25.75 

27.31 

2.01 

6.50 

9.01 

1.05 

39.73 
32.97 
32.18 
31.58 
30.32 
29.19 
10.54 


Tablb  6. — Effect  of  Aging  on  Resistitnty 


Steel 


H67 


C4 


CS 


C7 


CaibooL,  per  oent. 

£^peeiiie  resistivity  when  quenched  from  906*  G 

After  standing  7  days  at  room  temperature 

After  14  days 

After  21  days 

After  28  days 

After  2  months 

After  3  months 

After  4  months 

After  6  months 

After  9  months 

After  12  months 

After  18  months 

After  24  months 

Total  drop  in  specific  resistivity  in  24  months  at 
mom  temperature 


0.57 
21.07 
21.17 
21.21 
21.11 
21.17 
21.01 
20.94 
20.84 
20.94 
20.82 
20.87 
20.87 
20.60 

0.47 


0.76 
32.64 
32.48 
32.45 
32.31 
32.24 
31.78 
31.18 
31.05 
31.02 
30.71 
30.83 
30.55 
30.33 

2.31 


0.945 
35.85 
38.53 
35.50 
35.22 
35.12 
34.50 
34.10 
33.70 
33.70 
33.24 
33.24 
32.87 
32.53 

3.32 


1.06 
40.00 
39.87 
39.80 
39.67 
39.83 
38.99 
38.32 
37.76 
37.76 
37.27 
37.27 

36.47 

3.63 
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The  electrical  resistivities  of  Swedish  iron  and  carbon  steel  show 
smooth  curves  with  uniform  slope  with  the  exception  of  steels  contain- 
ing 1.02  per  cent,  and  1.3  per  cent,  carbon,  which  have  points  lying  off 
the  smooth  curves  in  the  teftiperature  range  175^  to  275^  C.  Meyer*^ 
gives  electrical-resistivity  curves  of  pure  iron  showing  slight  discon- 
tinuities in  the  blue-heat  rahg^.  Prof.  E.  D.  Campbell*^  shows  that  the 
electrical  resistivity  of  hardened  steel  decreases  with  rest  at  ordinary 
temperatures  and  much  more  rapidly  at  100°  C.  Tables  3,  4,  and  5 
give  the  complete  data  on  his  experiments. 

Curves  are  shown  in  the  original  paper.  The  change  of  electrical 
resistivity  at  ordinary  temperatures  after  two  years  is  only  from  about 
35  per  cent,  to  a  little  more  than  40  per  cent,  of  that  produced  in  12  hours 
at  100°  C.  The  work  of  Bams  and  Strouhal**  shows  that  with  a  rise  of 
temperature  above  100°  C,  the  rate  of  decrease  of  electrical  resistivity 
is  much  accelerated. 

Spontaneous  Oeneration  of  Heat  and  Sponianeotis  Contraction  in  Recently 

Hardened  Steel 

When  J.  E.  Howard'^  attempted  to  determine  the  coefficient  of  expan- 
sion of  hardened  high-carbon  steel,  he  found  an  abnormally  low  result, 
which  was  explained  after  remeasuring  the  length  at  the  low  tempera- 
ture. It  was  found  that  the  steel  had  permanently  contracted  in  length 
and  obviously  the  rise  in  temperature  had  greatly  hastened  this  change  in 
volume.  Charles  F.  Brush*'  reports  the  spontaneous  generation  of  heat 
and  spontaneous  contraction  in  recently  hardened  high-carbon  steel  and 
high-speed  steel  at  room  temperature.  In  Brush's  first  experiments,  an 
evolution  of  heat  only  was  noted  and  the  apparatus  he  devised  was  so 
sensitive  that  the  heat  evolution  could  still  be  detected  after  5  weeks. 
Later  experiments  on  a  nickel-chromium  steel,  furnished  by  Sir  Robert 
Hadfield,  showed  a  spontaneous  absorption  of  heat  if  quenched  during 
the  rise  of  temperature  between  530°  and  667°  C,  but  an^Bvolutieii'  of 
heat  if  quenched  on  falling  temperature.  Thesd  i'^'iiltg''{ire  all  sum- 
marized together,  with  additional  data  in  a  paper  by  lirush,  Hadfield  and 
Main.'*  The  conclusion  is  drawn  that  the  heat  evolved  in  the  high- 
carbon  and  high-speed  steels  is  far  in  excess  of  that  due  to  the  contraction 

"A.  R.  Meyer:  Ber.  detd.  phys.  GeseU.  (1911)  9,  680.  ,^,^.^  ^ 

**  £.  D.  Campbell:  On  the  Rate  of  Change  at  100"*  C.  and  at  Ordinary  Tempera- 
tures in  the  EUectrical  Resistance  of  Hardened  Steel.  Jnl.  Iron  and  Steel  Inst.  (1918) 
W|421. 

**  C.  Bams  and  V.  Strouhal:  Electrical  and  Magnetic  Properties  of  Iron  Car- 
burets.   U.  S.  Geol.  Survey  BvU.  14  (1886).  ^^^^^  ^    ^^  .^^ 
" Iran  Age  (1890)  46,  585.                                                      /"      .....^hx  ■ 
*'C.  F.  Brush:  Spontaneous  Greneration  of  Heat  in  Recently  Hardened  Steel. 
Proc  Amer.  Phil.  Soc.  (1915)  64,  i54;  Phys.  Reo.  N.  S.  (19i7)  9,  228;  Proc,  Amer. 
Phil.  Soc.  (1917)  66,  353. 

*•  Brush,  Hadfield  and  Main:  Proc.  Roy.  Soe.  London  (1918)  A96, 120. 


ZAT  JEFFRIES  65 

alone.    The  rate  of  contraction  in  recently  hardened  steel  is  increased  by 
heating  and  the  magnitude  is  also  affected. 

Effect  of  Quenching  Nickel^hramium  Steels  on  Resistance  to  Impact 

The  Midvale  Steel  Co.  has,  for  several  years,  known  that  certain 
nickel-chromium  steels  have  low  resistance  to  impact  when  cooled  slowly 
from  the  tempering  heat  (about  600^  C.)  but  if  quenched  from  the  tem- 
pering heat  the  impact  values  are  satisfactory.  Philpot'®  gives  many  im- 
pact results  on  nickel-chromium  steels  showing  the  increased  resistance 
produced  by  quenching  from  the  tempering  heat.  This  property  in 
nickel-chromium  steels  is  known  as  ''blue  brittleness.''  All  steels  of 
this  class  do  not  show  the  phenomenon  of  blue  brittleness;  it  seems  to  be 
more  pronounced  in  acid  than  in  basic  steel.  The  ratio  between  the 
impact  values  of  the  steel  quenched  from  the  tempering  heat  and  that 
cooled  slowly  from  the  tempering  beat  may  be  considered  as  a  rough  meas- 
ure of  the  susceptibility  to  blue  brittleness.  Some  steels  cooled  slowly 
from  the  tempering  heat  show  a  higher  impact  resistance  than  when 
quenched  from  this  temperature.  Of  one  series  of  20  tests,  three  showed 
higher  impact  values  after  slow  cooling  and  17  showed  higher  values  after 
quenching.  The  ratio  of  impact  resistance  after  quenching  to  that  after 
slow  cooling  from  the  tempering  heat  varied  from  a  Uttle  less  than  unity 
to  13.  The  general  type  of  steel  considered  is  typified  by  the  following 
analysis:  carbon,  0.40  percent.;  nickel,2.75  per  cent.;  chromium,  0.85  per 
cent.;  manganese,  0.8  per  cent.;  sulfur,  0.035  per  cent.;  phosphorus, 
0.025  per  cent. 

A  steel  susceptible  to  blue  brittleness  that  has  been  made  resistant 
to  impact  by  quenching  can  have  its  impact  value  reduced  by  heating  to 
temperatures  between  750"*  and  1020**  F.  (400^  and  555*"  C.)  regardless  of 
the  manner  of  cooling  from  these  temperatures.  A  piece  of  steel  origi- 
nally having  a  low  impact  resistance  produced  by  slow  cooling  from  the 
tempering  heat  may  have  its  impact  value  restored  to  normal  by  heating 
to  about  1100^  F.  (593^  C.)  and  quenching.  Steel  exhibiting  the  pheno- 
menon of  blue  brittleness  will,  if  tempered  at  consecutively  higher  tem- 
peratures beginning  at  200^  F.,  show  brittleness  between  400^  and  1000^ 
F.,  regardless  of  the  manner  of  cooling  from  the  tempering  heat,  but  at 
1100^  F.  the  high  resistance  to  impact  can  be  restored. 

Some  interesting  conclusions  are  drawn  from  results  reported  by 
Capt.  H.  F.  Wood  and  R.  S.  Archer.**  The  steels  used  contained: 
carbon,  0.3  to  0.4  per  cent. ;  manganese,  0.5  to  0.6  per  cent. ;  nickel,  2.75  to 
3.15  per  cent.;  chromium,  0.75  to  0.85  per  cent.;  sulfur,  less  than  0.031 


**H.  T.  Philpot:  Some  Experiments  on  Notched  Bars.  Jtd,  Soc.  Automot. 
Engra.  (1918)  8,  347. 

'*  Report  to  Committee  on  Physical  Changes  in  Iron  and  Steel  below  the  Thermal 
Critical  Range  (Jan.  3,  1919). 

VOL.  iJtvn.-'5 
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per  cent.;  phosphorus,  less  than  0.035  per  cent.;  silicon,  less  than  0.14 
per  cent.  A  certain  steel  was  tested  to  make  sure  of  its  susceptibility 
to  blue  brittleness  and  was  heated  to  1670°  F.  (910*^  C.)  and  air-cooled, 
then  heated  to  1510°  F.,  held  one  hour  and  quenched  in  oil,  and  finally 
several  samples  were  heated  to  1100°  to  1125°  F.,  for  one-half  hour  and 
cooled,  as  here  shown.  The  impact  values  are  higher  as  the  time  of 
cooling  to  room  temperatiu'e  decreases. 

Manmbs  or  CoouNQ  Iiod  Imvaot  Valui* 

Water  quenched 60.0 

Oil  quenched 48.0 

Air  cooled 43.0 

Furnace  cooled 8.7 

A  piece  of  steel  susceptible  to  blue  brittleness  that  has  been  made 
resistant  to  impact  by  quenching  from  the  tempering  heat  cannot  be 
made  brittle  by  heating  quickly  to  a  temperature  of  950°  F.  (510°  C.)* 
This  shows  that  appreciable  time  is  required  for  the  internal  changes 
that  cause  the  low  impact  values  after  the  steel  has  cooled' to  take  place 
at  950°  F.  On  the  other  hand,  a  very  short  exposure  at  1100°  F.  (595° 
C.)  is  sufficient  to  restore  the  impact  resistance  of  a  steel  made  brittle 
by  previous  slow  cooling  through  the  temperature  range  below  1100°  F. 

Wood  and  Archer  describe  experiments  showing  that  a  nickel-chrom-* 
ium  steel  susceptible  to  blue  brittleness  had  a  lower  impact  value  when 
annealed  and  slowly  cooled  from  1100°  F.  than  when  the  annealed  steel 
was  quenched  from  1100°  F.  The  brittleness  developed  is,  therefore,  in- 
herent in  the  steel  irrespective  of  the  heat  treatment  previous  to  tempering. 

Archer'*  has  shown,  beyond  question,  that  the  impact  fracture  of 
certain  of  these^steels  after  slow  cooling  from  the  tempering  heat  is 
intercrystalline.  When  the  fracture  is  known  to  be  intercrystalline  the 
macroscopic  appearance  is  described  as  ''cr3rstalllne."  On  the  other 
hand,  it  is  certain  that  the  fracture  of  the  specimens  showing  high  im- 
pact values  is  transcrystalline;  in  such  a  sample  the  appearance  of 
the  fracture  is  fibrous.  Wood  and  Archer  describe  the  fractures  of 
specimens  having  intermediate  impact  values  as  partly  crystalline  and 
partly  fibrous  and  have  estimated  roughly  the  percentage  of  each  on 
certain  fractures  and  have  compared  them  to  the  impact  values.  These 
results  are  given  in  Table  6. 

It  appears  that  the  cause  of  blue  brittleness  relates  to  changes  tending 
to  produce  intercrystalline  fracture  and,  consequently,  the  appearance  of 
the  fracture  after  impact  test  should  be  an  indication  of  the  impact  re- 
sistance. It  also  appears  that  the  grains  are  as  deformable,  or  nearly  so, 
in  the  samples  showing  low  impact  values  as  in  those  showing  high  values. 
The  grain  boundaries  in  the  former  become  so  weak  that  sufficient  load 

**  R.  S.  Archer:  Development  of  Grain  Boundaries  in  Heat-treated  Alloy  Steels. 
Trana.  (1920)  62,  754. 
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to  deform  the  grains  themselves  camiot  be  applied  quickly  without 
pulling  them  apart.  The  grains  here  referred  to  are,  in  outline,  the  old 
austenite  grains  although  the  heat  treatment  must  have  changed  the 

Table  6 


Treatment  of  Steel 

Impaet 
Test, 
Foot- 
pounds 

Percent  of 

Fraetured 

Surfaee 

Appearlnc 

C^talline 

Treatment  of  Steel 

Impaet 
Test, 
Foot- 
pounds 

Approximate 

Per  Cent,  of 

Fractured 

Surface 
Appearing 
Crystalline 

4.0 
8.0 
8.0 
13.0 
16.0 
17.0 
33.5 

100 
100 
100 
80 
70 
70 
60 

Annealed 

Annealed 

Annealed 

36.0 
42.5 
47  5 

60 

Anneal<K] 

20 

AnnfMi}^ 

20 

Ann^nled 

Hardened 2fi  0 

50 

Anneftled 

Hardened 

Hardened 

Hardened 

33.0 
48.5 
52.0 

40 

Annoalfid 

0 

Anneftl<Hl 

0 

interior  from  austenite  to  sorbite.  One  of  the  unusual  characteristics 
of  these  steels  is  the  persistence  of  the  austenite  grain  boundaries  after 
heat  treatment. 

The  tensile  properties  of  these  steels  showing  low  impact  values  are 
approximately  the  same  as  those  showing  high  values.  The  blue- 
brittleness  tendency  is,  therefore,  not  detected  by  the  tensile  tests.  Pre- 
cautions against  blue  brittleness  advised  by  Wood  and  Archer  are  as 
follows:  Temper  above  1020^  F.  (550°  C).;  quench  from  the  tempering 
heat;  avoid  reheating  any  specimen  to  temperatures  between  750°  and 
1020°  P.  (440-560°  C). 

It  is  not  certain  that  the  steels  having  low  impact  values,  provided 
the  tensile  properties  are  good,  are  unfit  for  use  for  aircraft-engine  crank- 
shafts or  for  similar  purposes.  It  is  considered  safer,  however,  at  the 
present  time,  to  treat  for  a  high  impact  value. 

General  Discussion 

The  changes  in  the  tensile  properties  of  iron  and  steel  with  a  rise  in 
temperatiu*e  are  best  explained  by  assuming  a  low-temperature  allotrope 
in  iron.  Since  all  of  the  tensile  properties  change  gradually  with  a  rise 
in  temperature  rather  than  abruptly  at  a  given  temperature,  the  change 
from  one  allotrope  to  another  would  be  considered  to  take  place  gradually. 
The  point  of  maximum  tensile  strength  need  not  be  considered  as  the 
temperature  at  which  the  allotropic  change  on  heating  has  been  completed, 
but  it  would  seem  that  the  change  takes  place  gradually  between  ordi- 
nary temperature  and  about  350°  C.  The  temperature  of  maximum 
strength  might  well  correspond  to  the  physical  state  of  the  metal  in  which 
both  allotropes  are  present  in  about  equal  proportions.  The  difficulty  of 
explaining  the  tensile  properties  of  iron  at  elevated  temperatures  with- 


68  PHYSICAL  CHANGES  IN  IRON  AND  STEEL 

out  assuming  the  existence  of  an  additional  low-temperature  allotrope 
seems  to  the  writer  almost  unsurmountable.  The  changes  in  tensile 
strength  and  elastic  limit  are  opposite  to  those  normally  expected  by 
increase  in  temperature.  The  magnitude  of  these  changes  of  properties 
is  such  as  to  leave  no  doubt  as  to  the  existence  of  a  maximum  point  in 
tensile  strength  and  elastic  limit  at  about  200^  to  250^  C.  Iron  possesses 
considerable  ductility  throughout  the  entire  temperature  range  within 
which  these  physical  changes  take  place.  The  phenomenon  cannot, 
therefore,  be  attributed  to  a  change  from  a  brittle  to  a  ductile  condition,  or 
vice  versa.  Furthermore,  the  fracture  of  iron  from  room  temperature  to 
500^  C.  takes  place  through  the  grains  rather  than  at  the  grain  boundaries. 
This  suggests  that  internal  changes  have  taken  place  within  the  grains, 
other  than  those  changes  ordinarily  produced  by  change  in  temperature 
alone.  These  grains  are  composed  of  crystalline  material.  If  a  change 
within  the  grains  of  this  crystalline  material  takes  place  between  room 
temperature  and  500^  F.,  why  not  call  this  an  allotropic  change?  We  have 
no  other  name  for  such  a  change  at  present.  It  should  not  be  necessary 
for  one  allotrope  to  change  to  another  at  a  specific  temperature.  The 
change  might  well  take  place  at  a  particular  temperature  in  the  higher 
temperature  ranges,  such  as  at  the  At  point  in  pure  iron,  but  at  the  low 
temperatures  with  high  mechanical  cohesion  to  resist  allotropic  change  we 
might  expect  the  transformation  to  be  more  sluggish.  If  there  is  a  low- 
temperature  allotrope  in  iron,  the  grains  we  examine  under  the  microscope 
at  room  temperature  are  pseudomorphs  of  the  grains  formed  originally 
when  the  iron  was  in  another  allotropic  state.  The  temperature  of  the 
lower  change  is  too  low  to  permit  a  general  recrystallization  like  that  at  A  a. 
It  is  assumed  that  allotropy  can  occur  only  in  a  crystalline  phase 
and  that  amorphous  metal  exists  between  the  grains  of  crystalline 
metal  and  is  generated  within  the  grains  during  plastic  deformation. 
All  of  the  results  produced  by  cold  deformation,  as  well  as  blue  deforma- 
tion reported  above,  accord  nicely  with  the  theory  of  the  existence  of  a 
low-temperature  allotrope  in  iron.  We  would  expect  the  amorphous 
phase  to  change  continuously  with  temperature  and  become  weaker  at 
200°  to  300°  C.  than  at  room  temperature.  In  order  that  the  elastic  limit 
of  iron  may  be  higher  at  200°  C.  than  at  room  temperature,  the  crystal- 
line grains  must  have  their  elastic  limit  increased  by  increase  in  tem- 
perature. Since  the  tensile  properties  are  functions  of  the  quantit}-, 
arrangement,  and  properties  of  the  amorphous  and  crystalline  phases  of 
iron,  the  greater  amoimt  of  amorphous  metal  in  severely  cold-drawn  iron 
wire  produces  less  increase  in  strength  at  elevated  temperatures  than  does 
the  smaller  amount  of  amorphous  metal  in  annealed  iron.  Since  the 
amorphous  phase  decreases  in  strength  continuously  with  temperature, 
the  Armco  iron  reduced  by  cold  drawing  96  per  cent,  of  its  original  area  was 
not  stronger  at  any  elevated  temperature  than  at  ordinary  temperature. 
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Since  the  crystalline  phase  of  this  same  sample  had  increased  in  cohesion 
at  the  elevated  temperatures,  the  tensile  strength  of  even  this  severely 
deformed  iron  did  not  decrease  at  a  regular  rate  with  a  rise  in  temperature; 
it  decreased  in  strength  but  slightly  up  to  250°  to  300°  C,  after  which  an 
additional  increase  in  temperature  produced  a  marked  decrease  in  the 
tensile  strength. 

The  failure  to  discover  sharp  changes  in  thermal  and  electrical  con- 
ductivities of  iron  and  steel  with  a  rise  in  temperature  is  not  necessarily 
evidence  against  the  existence  of  a  low-temperature  allotrope  in  iron. 
The  change  from  one  allotrope  to  another  throughout  a  temperature 
range  of  300°  or  more  might  mask  any  sharp  change  in  these  properties. 

The  explanation  of  some  of  the  aging  results  described  above  is  at 
the  present  time  very  problematical.  It  is  certain  that  atomic  rearrange- 
ments of  considerable  magnitude  take  place  in  iron  and  steel  at  room  tem- 
perature. The  mechanical  cohesion  resists  these  atomic  changes  so  that 
the  time  effect  is  very  pronounced.  For  example,  the  spontaneous 
generation  of  heat  in  recently  hardened  steel  which  releases  itself  gradu- 
ally during  a  period  of  five  weeks  or  more  is  released  quickly  at  an  ele- 
vated temperature.  Nearly  all  of  the  aging  results,  however,  indicate 
an  equilibriiun  condition  of  the  metal  reached  after  a  long  period  at  room 
temperature  or  a  short  period  at  100°  C.  Still  higher  temperatures  may 
produce  internal  changes  not  reached  in  room-temperature  aging. 

The  nature  of  these  internal  atomic  changes  may  be  either  chemical 
or  physical.  In  the  elastic  recovery  of  overstrained  iron,  for  example,  the 
internal  changes  would  seem  to  be  of  the  nature  of  the  establishment  of 
cohesion  bonds  between  the  atoms  of  the  amorphous  metal  newly  formed 
by  the  deformation.  This  gives  rise  to  the  speculation  as  to  whether  the 
establishment  of  cohesion  bonds  would  generate  heat  in  proportion  to  the 
latent  heat  of  evaporation.  Recently  overstrained  steel  should  be  ex- 
amined for  spontaneous  generation  of  heat  and  for  spontaneous  change  of 
volume. 

Having  taken  the  stand  that  the  tensile  and  def  ormational  properties 
of  iron  and  steel  could  not  be  explained  without  assuming  the  existence 
of  a  low-temperature  allotrope,  let  us  see  if  this  assimiption  also  assists 
in  the  explanation  of  some  of  the  other  observations  noted. 

The  formation  of  folds"  would  indicate  a  volume  change  from  one 
allotrope  to  another  and  also  would  indicate  that  the  rate  of  change  from 
one  allotrope  to  another  is  so  slow  that  quenching  prevents  the  trans- 
formation from  taking  place  during  cooling  but  allows  it  to  take  place 
at  the  temperature  of  the  quenching  bath.  The  fact  that  a  small  piece 
will  not  develop  these  folds  would  indicate  that  the  effect  is  cumulative 
in  a  large  piece  and  may  not  reach  sufficient  magnitude  in  a  piece  of  1  cm. 
square  to  cause  the  initiation  of  the  folding. 

•*  B.  Bogitch:  Op.  eU. 
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It  is  reported  that  quenching  alone  from  blue  heat  affects  the  prop- 
erties of  steel.  This  can  be  explained  readily  by  assuming  a  low-tem- 
perature allotrope. 

The  spontaneous  generation  of  heat,  the  contraction,  and  the  decrease 
in  electrical  resistivity  at  ordinary  and  slightly  elevated  temperatures 
in  hardened  and  untempered  high-carbon  steels  are  probably  results  of 
the  same  internal  changes.  These  changes  are  produced  in  a  few  minutes 
in  hardened  tool  steels  by  tempering  between  175^  and  300^  C.  If  we  did 
not  suspect  the  existence  of  a  low-temperature  allotrope,  we  would  attrib- 
ute these  changes  to  the  normal  tendency  of  martensite  to  change  to- 
ward troostite;  but  because  of  the  strong  evidence  of  the  actual  existence 
of  such  an  allotrope,  we  are  tempted  to  attribute  at  least  part  of  the 
changes  to  it.  The  greatly  increased  hardness  due  to  the  carbon  and 
quenching  might  retard  the  transformation  of  the  low-temperature  allo- 
trope to  such  an  extent  that  the  change  is  incomplete  with  rapid  cooling 
through  this  range.  The  completion  of  the  transformation  would  take 
place  slowly  at  room  temperature  and  more  rapidly  at  100^  C. 

Blue  brittleness  in  nickel-chromium  steels  seems  to  involve  relative 
changes  in  properties  of  the  grain-boundary  material  and  the  grain 
material.  This  relative  change  might  be  caused  by  differential  volume 
changes  in  the  two  materials,  due  to  different  rates  of  cooling  from  the 
various  temperatures;  or  there  may  be  an  actual  precipitation  on  cooling 
and  absorption  on  heating  of  excess  material  at  the  grain  boundaries, 
the  rapid  cooUng  from  the  higher  tempering  heats  preventing  the  precipi- 
tation. The  thermal  point  below  A  \  reported  by  Doctor  Mathews  would 
indicate  some  condition  like  the  latter.  This  is  complicated  by  the 
presence  of  nickel  and  chromium,  especially  the  former,  which  has  such 
peculiar  effects  on  steel  when  present  in  large  amounts. 

A  rather  comprehensive  investigation  of  blue  brittleness  in  various 
steels  is  in  progress  by  some  members  of  the  committeei  namely,  Miller, 
Mathews,  Wood,  Nelson,  and  Foley. 

In  the  interpretation  of  all  of  these  changes  in  properties  of  iron  and 
steel  at  low  temperatures,  we  have  to  consider  the  question  of  internal 
strain.  The  modern  diagnosis  for  unusual  metal  ills  is  "internal  strain." 
That  these  strains  exist  is  not  doubted;  but  we  call  ailments  of  all  kinds 
and  magnitudes  and  due  to  different  causes,  internal  strains.  We  may 
have  internal  strains  between  like  atoms,  between  atoms  of  two  or  more 
elements,  between  groups  of  like  atoms  or  unlike  atoms;  these  may  be 
either  chemical  or  physical  strains.  We  have  also  regional  internal 
strains  of  as  many  varieties  as  we  have  external  stresses.  To  say  simply 
that  a  metal  is  aMcted  with  internal  strains  is  the  same  as  saying  that  a 
patient  is  sick  without  consideration  of  the  cause  or  remedy. 

Take,  for  example,  the  spontaneous  contraction  in  recently  hardened 
steel  reported  by  Brush;  did  the  diameter  of  the  small  rod  that  he  used 
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contract  in  proportion  to  the  contraction  in  length?  Let  us  assume  that 
it  did.  If  we  consider  that  the  contraction  was  due  to  internal  strains, 
we  could  bring  the  rod  back  to  its  original  length  by  applying  simple 
tension;  but,  in  accordance  with  Poissan's  ratio,  this  would  actually 
decrease  the  diameter.  The  only  way  we  could  restore  the  shape  to  the 
original  one  would  be  by  applying  negative  hydrostatic  pressure,  and 
it  is  obvious  that  this  would  not  restore  the  atoms  to  their  original 
positions.  Such  internal  strains  would  be  very  complex.  The  rod  used 
by  Brush  was  so  small  that  it  must  have  hardened  to  its  axis.  When 
a  large  block  of  high-carbon  steel,  like  a  forging  die,  is  quenched,  how- 
ever, only  the  outside  shell  is  changed  to  martensite,  and  several  degrees 
of  hardness  exist  between  the  shell  and  the  interior  parts.  We  can 
imagine  these  layers  of  different  hardness  having  different  magnitudes 
of  spontaneous  contraction;  rest  at  room  temperature  might  thus  cause 
such  an  increase  in  internal  strains  that  the  shell  would  rupture  or  crack. 
This  spontaneous  cracking  of  large  die  blocks  is  common  and  the  remedy 
is  to  aUow  as  little  time  as  possible  beween  the  quench  and  the  draw 
and  in  some  cases,  to  insure  against  such  cracks,  the  quenching  water 
should  be  hot. 

Owing  to  the  uncertainty  as  to  the  nature  of  martensite,  troosite,  etc., 
and  the  possibiUties  for  both  physical  and  chemical  changes,  the  explana- 
tions of  the  observations  discussed  in  this  paper  must  await  additional 
data.  The  following  points  would  make  excellent  subjects  for  research 
at  colleges  and  universities  and  research  laboratories  in  the  steel  industry: 

1.  Is  there  a  difference  in  volume  between  samples  of  a  steel  quenched 
from  200^  to  400^  C.  and  one  slowly  cooled  from  this  range  7  Is  there  a 
change  in  physical  properties? 

2.  Does  recently  overstrained  iron  and  steel  generate  heat  at  room 
temperature?  Is  there  a  volume  change  corresponding  to  the  recovery  of 
elasticity? 

3.  Is  the  spontaneous  contraction  in  recently  hardened  steel  uniform 
or  directional? 

4.  How  can  we  establish  the  existence  or  non-existence  of  the  low-tem- 
perature allotrope  in  iron  beyond  reasonable  doubt? 

5.  What  are  the  deformational  characteristics  of  low-carbon  mar- 
tensite at  ordinary  temperature  and  at  blue  heat?  Also  the  tensile  prop- 
erties? 

No  doubt  much  information  is  extant  that  would  help  to  answer  some 
of  these  questions  and  if  so  it  is  hoped  that  it  will  be  offered  in  discussion. 

Practical  Value  of  Work  in  this  Field 

The  question  of  hot  straightening  of  warped  forgings  is  important; 
and  if  straightening  bent  forgings  at  a  blue  heat  is  detrimental,  this  fact 
should  be  known.    It  is  also  conceivable  that  the  variations  in  properties 
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of  iron  and  steel  produced  by  blue-heat  deformation  might  be  taken  advan- 
tage of  for  useful  purposes  in  the  future. 

The  old-time  practice  of  tempering  high-carbon  steel  at  tempera- 
tures so  low  that  no  appreciable  change  in  hardness  occurs  is  seen,  from 
the  above  descriptions,  to  have  good  scientific  foundation.  The  slow 
changes  in  volume  at  room  temperature  may  even  produce  cracks  in 
high-carbon  steels  quenched  but  not  tempered.  This  is  so  pronounced 
in  certain  large  pieces  that  the  tempering  must  follow  the  quenching 
almost  immediately,  to  avoid  the  formation  of  so-called  quenching 
cracks.  In  certain  steels,  quenching  in  hot  water  and  oil  are  resorted 
to  because  cold-water  quenching  might  produce  these  cracks  before  the 
steel  could  be  removed  from  the  bath  or  even  during  cooling. 

Rosenhain  and  Archbutt'^  report  the  formation  of  intercrystalline 
cracks  that,  eventually,  produce  failure  in  mild-steel  boiler  plates.  These 
boiler  plates  are  used  at  a  relatively  high  temperature  and  it  is  the  belief 
of  the  authors  that  the  long-sustained  load  at  the  high  temperatures  causes 
the  amorphous  cement  at  the  grain  boundaries  gradually  to  flow  and 
eventually  break  without  deformation  of  the  grains.  This  involves  the 
study  of  the  action  of  steel  under  sustained  loads  at  elevated  temperature, 
which  subject  is  now  being  investigated  by  H.  J.  French  at  the  Bureau 
of  Standards.  Epps  and  Jones  state  that  the  elastic  limit  of  wrought 
iron  at  600°  P.  (315'  C).  is  only  half  that  at  room  temperature;  hence  in 
designing  tubes,  valves,  pipe  lines,  etc.,  for  carrying  superheated  steam,  a 
safety  factor  of  10  should  be  used  on  the  basis  of  the  tensile  strength  at 
room  temperature.  This  would  represent  a  factor  of  safety  of  3  on  the 
elastic  limit  at  600**  P. 

Quenching  nickel-chromium  steels  from  the  tempering  heat  is  re- 
sorted to  in  many  cases  to  increase  the  resistance  to  impact.  While 
there  may  be  criticisms  to  the  effect  that  the  high  impact  values  so  pro- 
duced are  unnecessary,  there  seems  to  be  no  contention  that  such  steel 
is  inferior  to  that  which  has  been  slowly  cooled. 

In  conclusion,  it  may  be  stated  that  information  on  all  of  the  subjects 
treated  in  this  paper  will  help,  either  directly  or  indirectly,  in  the  produc- 
tion, treatment,  and  control  of  iron  and  steel  with  properties  more 
suitable  to  the  uses  of  mankind. 

DISCUSSION 

P.  C.  Lanoenberg,*  Watertown,  Mass.  (written  discussion). — 
Doctor  Jeffries  is  to  be  congratulated  on  the  thoroughness  with  which  he 
has  reviewed  the  various  peculiar  physical  properties  which  occur  in  iron 
and  steel  at  low  temperatures,  but  I  seriously  question  whether  it  is 

**  Rosenhain  and  Archbutt:  Proc,  Roy.  Soc.  London  (1019)  A96,  55. 
*'  Metallurgist,  Watertown  Arsenal. 
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either  right  or  necessary  to  attribute  all  of  these  peculiar  properties  to  a 
low  allotrope.  It  has  been  known  at  this  arsenal  for  several  years  that 
certain  nickel-chrome  steels  were  susceptible  to  a  brittleness  when  slowly 
cooled  from  the  tempering  heat;  it  was  never  felt,  however,  that  this 
brittleness  was  in  any  way  connected  with  what  is  commonly  known  as 
"  blue  brittleness." 

A  paper  is  now  in  preparation  by  the  writer  of  this  discussion  which 
offers  certain  evidence  showing  that  "blue  brittleness"  is  a  distinctive 
property  of  free  ferrite,  and  furthermorci  that  blue  brittleness  is  not  a 
property  of  free  ferrite  at  a  blue  heat,  but  rather  is  a  property  resulting 
from  a  mechanical  deformation  of  free  ferrite  at  a  blue  heat  or  lower 
temperatures.  In  so  far  as  this  property  has  been  studied  in  the  labora- 
tory at  Watertown  arsenal,  the  idea  of  a  new  allotrope  is  not  necessary 
to  explain  the  physical  properties  observed. 

Doctor  Hemingway  and  Mr.  Ensminger,  of  this  laboratory,  are  now 
carrying  out  certain  investigations  on  nickel-chrome  steels  that  exhibit 
brittleness  after  slow  cooling  from  the  tempering  heats.  It  would  appear 
that  in  certain  nickel-chrome  steels  there  is  a  low  critical  change  which  is 
not  due  to  ferrite,  but  is  caused  by  either  chromium  carbide  or,  possibly, 
by  some  of  the  double  carbides  said  to  exist  in  these  alloy  steels.  Honda 
has  already  shown  that  the  carbide  of  iron  undergoes  a  magnetic  change 
at  240^0.  and  that  also  the  double  carbide  of  tungsten  and  iron  shows  a 
similar  change  at  400^C.  Along  the  line  of  this  work,  it  is  believed  that 
nickel-chrome  steels  may  also  form  a  carbide  which  has  one  of  these  low 
critical  changes. 

R.  S.  Abcheb,*  Cleveland,  Ohio. — ^Like  Doctor  Langenberg,  I 
object  to  assuming  an  additional  allotrope  in  iron  if  it  can  be  avoided. 
According  to  our  present  notions,  allotropy  consists  in  the  change  in 
atomic  arrangement.  All  the  types  of  arrangement  that  we  find  in 
metals  are  simple.  There  is  evidence  that  iron  exists  in  two  or  perhaps 
three  allotropic  forms,  that  is,  there  are  three  different  arrangements  of 
iron  atoms.  It  seems  to  me  that  the  number  of  these  simple  arrange- 
ments is  rather  limited  and  that  we  should  attempt  to  explain  these 
facts  without  assuming  allotropy,  if  possible. 

I  have  worked  out  an  explanation  which  depends  on  the  fact  that 
elastic  recovery  after  overstrain  is  an  action  that  takes  time.  Suppose 
that  a  ferrite  crystal  is  deformed  to  the  extent  of  producing  one  slip 
band,  that  is,  that  deformation  takes  place  along  one  cleavage  plane  and 
that  the  deformation  increases  until  the  outside  shape  of  the  grain  has 
changed  a  certain  definite  amount.  Actually,  such  deformation  would 
take  place  on  a  large  number  of  shp  bands  and  the  change  in  the  exterior 
shape  of  the  grain  would  be  gradual. 


*  Metallographist,  Aluminum  Manufactures,  Inc. 
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When  slip  starts  on  the  cleavage  plane  at  room  temperature,  the 
mobility  is  great.  Motion  along  this  plane  takes  place  easily,  as  we 
know.  If  after  this  slip  has  started  we  let  iron  rest  for  a  few  weeks  at 
ordinary  temperatures,  or  for  a  few  hours  at  100®  C,  or  for  a  short  time, 
possibly  measured  in  seconds,  at  200°  or  300°  C,  this  slip  plane  wiU  have 
hardened  so  that  the  resistance  to  deformation  along  that  plane  becomes 
greater  than  the  resistance  to  the  formation  of  new  shp  planes. 

Suppose  that  after  slip  ji^akes  place  to  a  very  small  extent,  an  extent 
measured  perhaps  in  atomic  distances,  the  resistance  to  motion  along 
this  slip  plane  becomes  great  in  a  very  short  time.  This  probably  occurs 
when  the  deformation  is  carried  out  at  a  temperature  of  about  300°  C 
where  the  efiFects  of  overstrain  are  removed  almost  instantaneously.  The 
slip,  or  cleavage,  plane  immediately  develops  a  hardness  greater  than 
the  crystalUne  and  a  new  sUp  plane  is  formed,  so  that  we  have  the  same 
total  deformation  of  the  grain  and  the  same  exterior  grain  shape  as  was 
obtained  with  room-temperature  deformation,  but  \ve  have  produced  an 
enormously  greater  amount  of  amorphous  material.  As  it  is  this  amor- 
phous material  that  produces  grain  hardening,  that  seems  to  be  ^hy 
greater  hardening  is  obtained  when  deformation  is  carried  out  at  higher 
temperatures.  During  the  tensile  test  the  same  action  is  brought  into 
play  and,  if  the  temperature  is  high  enough  to  allow  elastic  recovery 
during  the  progress  of  the  test,  should  raise  the  tensile  strength.  Whether 
this  fact  explains  the  increase  in  proportional  Umit,  it  is  hard  to  tell. 
This  theory  also  accounts  for  the  decreased  workabiUty  at  a  blue  heat. 
The  Umit  of  deformation  is  reached  sooner  because  more  amorphous 
material  is  formed  for  a  given  deformation. 

Doctor  Jeffries  has  called  attention  to  some  objections  to  this  ex- 
planation, the  chief  of  which  is  that  similar  effects  are  not  found  in  other 
metals.  We  should  remember  that  such  effects  have  not  been  looked 
for  in  other  metals  and  that  they  may  be  found.  Also,  a  critical  condition 
is  required  in  order  that  the  mechanism  here  described  may  produce  an 
increase  in  tensile  strength  with  an  increase  in  temperature.  It  is  neces- 
sary that  the  effect  of  elastic  recovery  shall  be  greater  than  the  normal 
effect  of  temperature  in  decreasing  cohesion.  It  may  be  that  this  con- 
dition is  of  rare  occurrence.  In  the  case  of  metals  in  which  this  condition 
does  not  occur,  there  should  be  a  discontinuity  in  the  temperature- 
strength  curve  corresponding  to  an  acceleration  in  the  loss  of  tensile 
strength  at  temperatures  somewhat  below  the  temperature  of  recryBtal- 
lization.  We  must  also  recognize  the  fact  that  the  phenomenon  of  elastic 
recovery  after  overstrain  is  more  pronoimced  in  iron  than  in  other  metals. 

E.  F.  Kenney,  Philadelphia,  Pa. — Were  the  impact  tests  on  this 
material  that  showed  these  wide  divergences  made  at  atmospheric  tem- 
peratures or  at  blue  heat? 
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Zay  Jeffbies. — At  atmospheric  temperature. 

E.  F.  Kenney. — Then  why  the  assmnption  that  they  are  evidences 
of  blue  brittleness?  Have  you  any  other  evidence  that  this  is  a  phenom- 
enon of  blue  brittleness? 

F.  N.  Spbllbb,*  Pittsburgh,  Pa. — The  change  in  resistance  to  impact 
in  soft  steel  that  for  some  time  has  been  repeatedly  stressed  inside  the 
elastic  limit  has  not  been  referred  to  among  the  internal  changes  produced 
below  the  critical  temperatures.  As  this  is  one  of  the  most  common 
causes  of  failure  of  iron  or  steel  in  service,  I  call  attention  to  this  apparent 
omission,  for  there  is  much  yet  to  be  learned  on  this  phase  of  the  subject. 

The  breaking  of  an  8-in.  wrought-iron  pipe  after  30  years  service,  the 
other  day,  resulted  in  considerable  damage  and  loss  of  oil.  The  fracture, 
^6  ^^'  thick,  showed  only  three  or  four  bright  cleavage  planes  and  not 
a  sign  of  the  fibrous  appearance  which  usually  characterizes  the  fracture 
of  this  metal.  I  have  seen  the  same  thing  develop  in  boiler  tubes,  even 
where  there  was  no  apparent  strain  except  that  due  to  changes  in  tem- 
perature. 

T.  D.  YENSEN,t  East  Pittsburgh,  Pa. — There  is  one  phenomenon 
that  Doctor  Jeffries  has  not  mentioned;  it  occurs  very  slowly  at  room 
temperature  and  very  much  faster  at  100%  and  occurs  in  mild  steels 
and  pure  irons;  this  is  magnetic  aging. 

Magnetic  aging  is  especially  troublesome  in  magnetic  apparatus,  and 
one  reason  why  silicon  steel  is  used  instead  of  pure  iron  is  that  the  siUcon 
takes  care  of  the  magnetic  aging.  Four  per  cent,  silicon  steel  is  practic- 
ally non-aging.  I  have  wondered  if  there  is  not  some  connection  between 
the  phenomena  that  Doctor  Jefifries  has  described  and  magnetic  aging. 

W.  E.  Ruder,!  Schenectady,  N.  Y. — The  question  of  magnetic  aging 
is,  undoubtedly,  tied  up  with  these  other  low-temperature  phenomena. 
We  have  considered  it;  but  like  a  lot  of  other  things,  we  have  ob- 
tained no  satisfactory  information.  Magnetic  aging  has,  for  a  long  time, 
been  one  of  the  unsolved  mysteries  in  metallurgy  to  those  who  are 
interested  in  magnetism. 

Some  time  ago,  I  conducted  quite  a  long  series  of  experiments,  with 
the  view  to  determining  the  cause  of  magnetic  aging,  that  gave  practically 
negative  results.  The  thing  was  elusive,  and  the  only  clue  that  I  had 
as  to  its  cause  was  the  fact  that  an  anneal  of  low-carbon  steels  in  certain 
gases  ahnost  entirely  eliminated  it.  This  formed  the  foundation  for  a 
theory  I  have  been  trying  to  build  to  fit  the  facts  that  Doctor  Jeffries  has 
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brought  out  in  this  paper,  but  like  several  of  the  other  theories  that  have 
l)een  mentioned  today,  including  the  one  that  Doctor  Jeffries  tentatively 
put  forth,  it  does  not  answer  all  the  facts.  It  was  for  this  reason  that  I 
had  no  intention  of  bringing  this  one  out  at  this  time. 

However,  I  do  not  believe  that  it  is  necessary  for  us  to  try  to  explain 
all  of  these  phenomena  by  one  theory,  or  by  one  set  of  assumptions.  It 
is  possible  that  several  factors  enter  into  them.  It  would  be  desirable 
if  we  could  answer  all  in  one  broad  way,  but  I  do  not  think  that  our  in- 
ability to  do  so  should  discourage  us  from  trying  to  solve  these  mysterious 
changes  that  have  just  been  outlined. 

T.  D.  Yensen. — Mr.  Ruder  made  the  interesting  statement  that 
magnetic  aging  in  low-carbon  steel  can  be  largely  eliminated  by  annealing 
in  certain  gases.  If  this  is  so,  the  other  phenomena  should  also  be  sub- 
ject to  elimination  by  similar  annealing.  Furthermore,  because  of  the 
fact  that  silicon  added  to  iron  also  eliminates  aging,  it  is  very  tempting 
to  draw  the  conclusion  that  magnetic  aging  is  due  to  oxides,  and  that 
perhaps  aU  of  the  phenomena  mentioned  by  Doctor  Jeffries,  may  be  due 
to  the  same  cause.  While  the  writer  thinks  that  the  phenomena  are 
due,  in  part  at  least,  to  other  causes,  among  which  may  be  included  the 
low-temperature  allotrope,  it  may  be  well  to  keep  the  question  of  oxides 
in  mind  in  the  further  investigation  of  these  phenomena. 

S.  L.  HoYT,  Cleveland,  Ohio. — If  there  is  a  low-temperature  allo- 
trope, we  are  justified  in  supposing  it  possible  for  the  low-tempera- 
ture allotrope  to  change  into  the  high-temperature  allotrope  on 
heating;  and,  on  cooling,  for  the  high-temperature  allotrope  to  change 
into  the  low-temperature  allotrope.  If  that  is  true,  we  can  examine  the 
phenomenon  from  the  point  of  view  of  the  phase  rule,  in  conjunction  with 
the  phenomena  of  allotropic  or  polymorphic  transformations.  Naturally 
at  this  temperature,  with  what  we  might  call  molecular  sluggishness,  we 
possibly  would  never  get  a  definite  stable  equilibrium. 

On  heating  and  on  cooling,  we  must  exceed  the  equilibrium  tempera- 
ture before  the  transformation  commences;  that  is  why,  a  year  ago,  I 
suggested  that  the  measurements  of  the  physical  properties  be  taken  on 
falling  as  well  as  on  rising  temperature,  so  as  to  get  a  check  on  the  hys- 
teresis requirement.  Secondly,  if  a  true  simple  allotropic  transformation 
takes  place  in  iron,  it  would  be  quite  natural  to  expect  that  all  the  prop- 
erties would  begin  to  show  transformations  at  the  same  temperature, 
which  would  be  higher  on  heating  than  on  cooling.  We  have  here  cer- 
tain tests  that  can  be  applied  to  allotropic  transformations;  I  would 
like  to  see  work  of  that  kind  done. 

I  had  occasipn,  recently,  to  go  over  some  thermal  expansion  curves 
of  Drieser  and  to  calculate  the  coefficient  of  expansion  at  both  low  and 
high  temperatures.    This  work  relates  to  the  straight  carbon  steels.    As 
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I  recall,  on  running  along  the  curves  to  pick  out  about  a  200^  tempera- 
ture interval  for  the  purpose  of  calculating  the  coefficient,  there  was  a 
slight  break  at  about  blue  heat. 

There  has  been  a  question  in  my  mind,  in  reading  the  paper  under  dis- 
cussioui  as  to  what  is  meant  by  the  expression  blue  brittleness.  The 
following  is  offered  as  a  description  of  the  phenomenon  which  I  under- 
stand to  be  meant  by  the  expression  and  I  would  appreciate  learning  how 
it  agrees  with  the  authors'  definition.  If  a  piece  of  material,  with  a  hole 
in  it  like  boiler  plate  with  a  rivet  hole,  is  heated  up  to,  say,  400^  or  500^  C. 
and  allowed  to  cool  to  a  blue  heat,  and  a  tapered  mandrel  is  driven  through 
the  hole,  so  that  the  hole  is  enlarged  in  diameter,  the  materia  will  split. 
This  I  have  called  ''blue  brittleness."  If  the  tapered  mandrel  is  driven 
through  another  plate  similarly  treated  at  room  temperature,  the 
material  will  not  split.  Just  what  relation  that  phenomenon  has  to  the 
so-called  blue  brittleness  of  chrome-nickel  steels,  I  cannot  say. 

Zay  Jeffries. — The  term  "blue  brittleness"  in  connection  with  nickel- 

« 

chromium  steels  is  simply  our  translation  for  the  original  German  term 
"Krupp-Krankheit,"  which  this  phenomenon  was  called.  In  the  text  of  the 
paper  there  is  no  suggestion  that  that  phenomenon  in  nickel-chromium 
steels  is  in  the  slightest  way  associated  with  the  presence  of  a  low- 
temperature  allotrope;  also  there  is  no  suggestion  that  the  possible 
existence  of  a  low-temperature  allotrope  is  a  panacea  for  all  ills. 
I  have  suggested  that  if  we  assume  the  allotrope,  some  of  these  other 
changes  would  be  bound  to  be  modified  by  it.  The  only  set  of  proper- 
ties that  I  take  a  definite  stand  on,  in  the  paper,  are  the  tensile  prop- 
erties, and,  as  Mr.  Archer  has  pointed  out,  those  properties  are  as 
pronounced,  or  practically  so,  in  pure  iron  as  they  are  in  steel.  So  that 
we  have  to  leave  out  of  consideration  carbide  changes  and  possible  solu- 
tion variations,  and  so  forth,  in  order  to  account  for  those  great  changes. 
The  statement  about  the  so-called  blue  brittleness,  or  ''Krupp-Krank- 
beit"  in  the  nickel-chromium  steels,  would  also  answer  Mr.  Kenney's 
question. 

I  do  not  consider  that  this  brittleness  in  the  nickel-chromium  steels 
has  necessarily  anything  to  do  with  the  other  t3rpes  of  blue  brittleness 
that  we  have  discussed,  and  it  is  so  considered  in  the  text. 

I  should  Uke  to  mention  a  possible  theory  for  the  blue  brittleness, 
which  was  suggested  by  Radcliffe  Furness.  When  I  first  talked  with 
him  about  this  subject,  he  stated  that  the  ferrite  had  a  tendency  to  sepa- 
rate out  at  the  grain  boundaries,  at  temperatures  above  the  lower  critical; 
he  thought  that  the  tendency  might  be  there  at  temperatures  below  the 
lower  critical,  with  ferrite  dispersed  throughout  the  matrix  of  sorbite. 
It  is  a  fact  that  the  ductility  of  the  mass  as  a  whole  may  not  have  any 
relation  to  the  ductility  of  a  certain  constituent,  even  though  it  be  in  a 
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commanding  position.  Ferrite  is  perfectly  ductile,  and  we  might  sus- 
pect that  ferrite  at  the  grain  boundaries  would  promote  ductility/  but 
we  must  remember  that  the  grains  themselves  are  no  longer  the  soft  and 
easily  def ormable  ferrite,  but  they  are  relatively  hard,  strong  sorbite.  So 
if  [we  should  surround  these  sorbite  grains  with  thin  films  of  ferrite, 
even  though  that  ferrite  is  in  large  masses  and,  taken  by  itself,  very 
ductile,  it  is  also  quite  weak;  so  that  in  a  tensile  test,  it  is  easily  conceiv- 
able that  a  thin  film  of  ferrite  would  break  at  a  load  lower  than  the 
elastic  limit  of  the  sorbite  grains. 

Mr.  Archer's  theory  is  plausible.  It  is  a  modification  of  the  theory 
that  is  quite  generally  accepted  in  connection  with  nearly  all  metals  now, 
that  when  deformed  at  ordinary  temperatures  and  then  heated  to  tem- 
peratures just  below  the  first  recrjrstallization,  there  is  a  slight  hardening 
effect.  An  increase  in  tensile  strength  is  noted  in  brass  and  aluminum 
and  other  metals.  No  other  metal,  however,  has,  so  far  as  present 
results  go,  given  anything  like  the  quantitative  variations  that  iron  does. 
Mr.  Sykes  is  now  working  on  nickel. 

While  1  do  not  share  Mr.  Speller's  belief  that  there  may  be  changes 
in  the  crystal  orientation  due  to  the  time,  or  for  long  periods  in  which 
the  metal  is  under  stress,  the  general  effect  of  repeated  stress  in  long 
time  is  to  produce  a  few  slip  bands  and  finally  failure.  The  mechanism 
of  breakdown  is  one  of  a  local  irreversible  deformation.  That  is,  when  we 
bend  a  bar  a  little,  we  introduce  so  much  cold  work.  When  we  straighten 
it  again,  we  do  not  subtract  that  cold  work  and  produce  annealed  iron, 
but  we  get  twice  as  much  work  into  it  as  we  had  after  the  first  bending, 
and  so  forth.  So  those  internal  changes  are  irreversible,  that  is,  accumu- 
lative, and  I  imagine  that  30  years  of  cumulative  changes  of  that  nature 
might  produce  failure,  but  1  should  think  the  failure  ^ould  be  of  the 
ordinary  fatigue  failure  type. 

It  is  assumed,  as  a  general  thing,  that  every  property  of  steel  changes 
at  ordinary  temperatures,  with  these  changes  mentioned.  For  example, 
we  would  not  anticipate  that  a  piece  of  steel  could  reduce  its  volume  and 
give  out  heat  or  change  its  electrical  resistivity,  without  changing  every 
property  a  certain  amount. 

Doctor  Hoyt's  suggestion  of  taking  the  curves  on  both  rising  and 
falling  temperatures  is  important  and  I  am  sorry  that  nothing  has  been 
done  in  that  direction  and  hope  that  we  can  get  some  work  done  in  that 
field  this  year.  I  am  not  certain,  however,  that  his  general  criterion  for 
allotropic  changes  would  apply  to  an  allotrope  which  must  take  place  in 
a  condition  of  high  mechanical  cohesion,  such  as  steel  is,  at  a  temperature 
in  the  blue-heat  range.  There  are  certain  facts  available  also,  which 
might  indicate  that  an  allotrope  need  not  always  have  to  pass  a  certain 
equiUbrium  range  before  it  begins  to  change  into  the  other  more  stable 
allotrope.    Also,  it  might  be  easily  possible  to  have  the  two  allotropes 
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mutually  stable  in  various  proportions  throughout  a  considerable  tem- 
perature range. 

Fbancis  B.  Foley,  Bedford  Hills,  N.  Y.  (written  discussion). — 
Since  Doctor  Jeffries'  paper  deals  with  the  more  unusual  changes  in  iron 
and  steel,  as  apart  from  the  old  and  well-known  changes,  it  would  seem 
pertinent  to  the  matter  under  discussion  to  call  attention  to  the  work  of 
Felix  Robin.'*  His  method  was  to  heat  bars  of  steel  to  various  tempera- 
tures, measuring  the  temperature  with  a  thermocouple,  and  determine 
the  duration  of  the  sound  resulting  from  tapping  the  bar  while  at  these 
elevated  temperatures.  He  plotted  curves,  duration  of  sound  in  seconds 
vs.  temperature,  and  found,  in  commercial  iron,  a  minimum  at  about  125°  C. 
from  which  point  the  curve  rose  to  a  maximum  between  220°  and  250°  C.  and 
then  dropped  to  almost  zero  at  540°  C.  After  annealing,  the  curves  had  the 
same  shape  and  the  addition  of  carbon  did  not  do  away  with  the  period  of 
aphonia  at  125°  C.  He  always  got  a  sharp  drop  from  room  temperatiu'e  to 
the  minimum  at  125°  C,  then  the  marked  rise  to  the  maximumi  followed  by 
a  gradual  falling  off  in  the  duration  of  sound  until  a  temperature  of  450°  C. 
was  reached.  There  is  a  discussion  by  Osmond  in  which  he  suggests  the 
possibility  of  a  point  low  in  the  temperature  scale.  This  curve  of  acoustic 
properties  seems  to  follow  closely  that  of  the  elastic  limit  referred  to  by 
Doctor  Jeffries. 

HowABD  Scott,*  Washington,  D.  C.  (written  discussion). — It 
must  be  acknowledged,  from  a  consideration  of  Doctor  Jeffries'  paper, 
that  there  is  definite  evidence  indicating  the  probable  existence  of  a  low« 
temperature  allotropic  modification  of  iron  that  deserves  intensive  con- 
sideration. Doctor  Jeffries  quotes,  however,  some  phenomena  that 
cannot  be  accepted  as  evidence  of  low-temperature  allotropy  in  iron. 

One  phenomenon  is  that  of  the  transformation  of  cementite  at  about 
200°  C,  the  magnetic  characteristics  of  which  have  been  studied  thor- 
oughly by  Honda  and  his  co-workers.  The  evidence  is  conclusive  that 
it  is  a  phenomenon  of  free  cementite  only,  so  it  can  hardly  explain  the 
maximum  at  about  250°  C.  in  the  tensile-strength  curve  of  Armco  iron. 

The  low-temperature  thermal  change  referred  to  as  found  in  nickel- 
chromium  steel  is  found  also  in  other  air-hardening  steels  on  cooling  and 
in  carbon  steels  on  very  rapid  cooling.  It  is  commonly  called  Ar" 
and  is  the  Ai^%  transformation  that  takes  place  when  the  resulting  con- 
stituent is  martensite.  The  identity  of  this  transformation  has  been 
established  by  a  number  of  observers  and  is  discussed  in  a  paper  by  the 
writer**  where  references  to  some  of  the  researches  are  given.    The 

**  F.  Robin:  Variations  in  the  Acoustic  Properties  of  Steel.  Carnegie  Scholarship 
Memain,  Iron  and  Steel  Inst.  (1911)  8,  125. 

^  Asadstant  Phyddst,  U.  8.  Bureau  of  Standards. 
^  Trane.  (1920)  62,  S89. 
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temperature  of  this  transformation  (Ar")  is  quite  variable,  depending  on 
the  composition  of  the  steel  and  the  amount  of  carbide  in  solution. 
This  phenomenon  likewise  furnishes  no  argument  for  a  low-temperature 
allotrope  in  iron. 

In*  regard  to  the  spontaneous  generation  of  heat  in  recently  hardened 
steel  and  the  allied  phenomenon  of  a  heat  evolution  observed  by  means 
of  heating  curves,  I  may  say  that  we  have  taken  a  rather  elaborate  series 
of  curves  on  hardened  carbon  steels,  the  results  of  which  wiU  be  ready 
for  pubUcation  soon.  A  heat  evolution  starts  at  a  relatively  low  tem- 
perature, gradually  increases  to  a  maximum,  and  ends  abruptly  at  about 
270°  C.  for  a  very  slow  heating  rate.  The  thermal  change  is  closely  re- 
lated to  the  change  in  other  physical  properties  on  tempering.  The  only 
logical  interpretation  I  can  give  to  this  phenomenon  is  that  it  is  the 
heat  evolution  of  the  cementite  precipitations  prevented  by  rapid  cool- 
ing; it  is  clearly  evident  that  this  is  the  cause  also  of  the  heat  evolution 
and  contraction  of  recently  hardened  steels.  It  is  not  necessary,  however, 
to  presuppose  a  new  alio  tropic  modification  of  iron  in  this  region  to 
explain  the  phenomenon,  for  we  find  an  analogous  one  in  the  case  of 
duralumin;'^  but  it  is  quite  conceivable  that  the  existence  of  such  an  allo- 
trope would  influence  the  characteristics  of  the  cementite  precipitation. 

On  the  whole,  the  evidence  is  suggestive,  but  not  conclusive  as  to  the 
existence  of  a  new  low-temperatiu'e  allotropic  modification  of  iron.  Proof 
of  hysteresis  in  the  tensile-strength  curve  inflection  would  do  much  to 
estabhsh  it  as  a  manifestation  of  allotropy,  as  Doctor  Hoyt  suggested  in 
the  discussion  of  a  previous  paper  by  the  author.  A  study  of  the  effect 
of  alloying  elements  on  the  position  of  the  inflection  would  give  invaluable 
information  on  the  present  problem  and  also  as  to  the  function  of  these 
elements  in  steel. 

The  phenomenon  of  ''blue  brittleness"  can  hardly  be  attributed  to 
the  hypothetical  low-temperature  allotrope  of  iron,  for  the  former 
phenomenon  is  related  to  a  much  higher  temperature  than  the  latter. 
The  most  natural  guess  to  make  as  to  the  cause  of  this  pheomenon  would 
be  that  it  is  due  to  a  slight  change  in  solubility  of  ferrite  for  cementite 
with  temperature.  This  appears  to  be  a  logical  hypothesis  to  work  on 
for,  as  Doctor  Jeffries  shows,  there  is  a  time  effect  and  the  phenomenon 
is  observable  in  annealed  steels.  Due  to  the  finer  state  of  division  of  the 
carbide,  it  might  be  supposed  also  that  the  effect  would  be  greater  in 
hardened  than  in  annealed  steels,  which  I  believe  is  actually  the  case. 

With  the  object  of  determining  any  small  change  in  solubility  of 
ferrite  for  cementite  under  the  critical  range,  1  have  obtained  some  den- 
sity values  on  an  annealed  eutectoid  carbon  steel  and  on  Armco  iron  plate 
as  received,  followed  by  quenching  in  water  from  several  temperatures 


»  Trans.  (1920)  64,  41. 
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at  which  the  two  samples  (1  in.  by  1}4  i^'  hy  %  in.)  were  held  1  hr. 
Since  Doctor  Jeffries  has  suggested  that  such  work  may  be  of  value  to 
the  problem  at  hand,  I  present  these  preliminary  results  in  the  form  of 
curves;  see  Pig.  1. 

As  anticipated,  the  changes  are  small  and  are  negligible  below 400^0., 
in  which  region  they  give  no  evidence  of  a  structural  change  related  to  a 
critical  point.  Above  400^  C,  the  decrease  of  density  may  be  attributed 
to  a  slight  increase  of  solubility  6f  ferrite  for  cementite.  This  holds 
for  the  Armco  iron  as  well  as  the  eutectoid  steel,  as  there  are  always  fine 


Quenching  Tempcroiture ,  Degrees  CcnHgrade 


Fio.  1. 

strings  of  cementite,  although  no  pearlite  is  present  in  this  iron,  the 
carbon  content  being  about  0.027  per  cent,  which  might  conceivably  be 
responsible  for  the  effect  noted.  These  results  do  not  prove  the  absence 
of  a  low-temperature  allotrope,  for  it  is  not  possible  to  prevent  an' alio- 
tropic  change  by  rapid  cooling  alone.  Quenching  pure  iron  from  above 
At  would  not  be  expected  to  change  its  density  appreciably. 

In  conclusion,  I  would  like  to  ask  Doctor  Jeffries  if  he  dOes  not  think 
that  a  slight  stiffening  of  the  ferrite  matrix  by  the  absorption  of  a  small 
quantity  of  cementite  would  account  for  the  higher  impact  valuto  and 
change  of  path  of  rupture  observed  on  quenching  from  certain  tempera- 
tures under  the  critical  range? 


vox..  LXVII.— d 
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EflFect  of  Time' in  Reheating  Quenched  Medium-carbon 

Steel  below  the  Critical  Range 

Bt  Cable  R.  Hatward,*  Daniel  M.  MacNeil,!  and  Raymond  L.  PRB8DitEY,t 

Gaisridqe,  Mass. 

(New  York  Meetinc,  February,  1022) 

At  the  February,  1916,  meeting  of  the  Institute,  a  paper  presented 
by  Hayward  and  Raymond  gave  the  results  of  a  study  on  the  effect  of 
time  in  tempering  medium-carbon  steel,  when  the  following  conclusions 
were  reached: 

It  ia  not  fair  to  consider  the  question  settled  when  only  three  specimens  were  used 
for  each  treatment,  but  the  results  obtained  indicate  that  for  reheating  quenched 
medium-carbon  steel  to  temperatures  below  500"*  it  is  only  necessaiy  to  heat  it  through. 
Longer  heating  has  little  or  no  effect  on  the  tensQe  strength,  ductility,  or  hardness. 
At  temperatures  above  500",  increasing  the  time  of  treatment  causes  a  slight  falling 
off  in  hardness  and  tensile  strength  with  a  corresponding  increase  in  ductility. 

In  the  discussion  of  the  paper  these  conclusions  were  attacked  and  evi- 
dence was  presented  that  seemed  to  throw  doubt  on  their  accuracy.  The 
authors,  however,  showed  that  this  evidence  was  based  on  high-carbon 
or  alloy  steels  and  no  facts  regarding  medium-carbon  steel  were  presented. 

During  this  study  the  heat  treatment  was  carried  out  in  a  small 
electric  resistance  furnace.  It  held  nine  specimens,  but  when  these  were 
placed  in  the  furnace  the  temperature  was  lowered  to  such  an  extent  that 
30  to  40  min.  were  required  to  reach  the  desired  heat.  The  authors 
pointed  to  this  as  a  weak  point  in  the  investigation  and  it  seemed  wise  to 
supplement  the  research  by  work  on  similar  steel  but  using  a  different 
method  of  heating.  This  has  been  done  and  the  results  are  given  in  the 
present  paper.  The  Rhode  Island  Tool  Co.  cooperated  by  furnishing 
the  steel  and  turning  the  tensile  specimens. 

The  steel  used  in  this  investigation  came  in  three  bars  ^  in.  in  diame- 
ter; analyses  are  as  follows: 


Bab  Numbkb 

Cabbok, 
Pbb  Cbnt. 

Manqanbsb, 
Pbb  Cbnt. 

PH08PBOBU8, 

Pbb  Cbnt. 

SULPVB. 

Pbb  Cbnt 

1 

0.46 

0.56 

0.010 

0.055 

2 

0.44 

0.58 

0.007 

0.042 

3 

0.48 

0.58 

0.007 

0.048 

^Associate  Professor  of  Metallurgy,  Massachusetts  Institute  of  Technology. 
tSenior  student,  Massachusetts  Institute  of  Technology. 
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Heat  Treatment 

The  specimens  were  quenched  at  850^  C.  and  then  reheated  in  lots 
of  three  for  5, 16,  30  min.,  1,  2,  and  4  hr.  at  300°,  400°,  500°,  and  600°  C. 
Three  specimens  cooled  in  the  furnace,  from  850°  C,  and  three  were  tested 
in  the  quenched  condition. 

The  bars  were  cut  into  5|^-in.  (13 .  97  cm.)  lengths  and  heated  in  a 
No.  1  oven  furnace  made  by  the  American  Gas  Furnace  Co.  The 
furnace  was  heated  to  900°  C.  and  one  third  of  the  specimens  introduced 
on  an  asbestos  board  that  was  supported  2  in.  (5  cm.)  above  the  bottom 
of  the  furnace.  This  lowered  the  temperature  to  about  800°,  but  after 
20  min.  it  rose  to  850°,  at  which  point  it  was  held  for  10  min.  Then  the 
asbestos  board  was  removed  and  the  specimens  quickly  dumped  into  a 
tank  of  water.  This  operation  was  repeated  until  aQ  but  three  of 
the  specimens  were  quenched;  these  were  allowed  to  cool  in  the  furnace. 

Hie  quenched  specimens  were  reheated,  in  lots  of  three,  by  immersing 
in  a  gas-heated  pot  containing  about  75  lb.  of  type  metal.  The  intro- 
duction of  the  specimens  caused  no  appreciable  change  in  the  temperatiu'e 
of  the  metal  and  a  constant  temperature  was  easily  maintained.  The 
three  specimens  were  fastened  to  an  iron  rod,  to  hold  them  below  the 
surface  of  the  metal  and  to  facilitate  their  removal.  After  reheating 
for  the  desired  time,  the  specimens  were  removed  from  the  pot  and  quickly 
plunged  into  water. 

Marking  and  Preparing  the  Specimens 

Previous  to  quenching  the  specimens,  a  S3rstem  of  marking  was 
devised  to  make  identification  easy.  The  first  number  indicates  the 
temperature  of  reheating,  3  =  300°,  4  =  400°,  5  =  500°,  6  =  600°. 
The  second  number  indicates  the  bar  number,  1,  2,  or  3.    The  third 


Table   1. — Markings  of  Specimens 


SpMimc 
Numb« 


f  umber 


Dnwins 


TUne 


Tempe- 
rature. 
D«mes 


Speci- 
men 
Number 


Drawing 


Time 


Tempe- 
rature, 
Degrees 


Speci- 
men 
Number 


Drawing 


Time 


Tempe- 
rature, 
Du^rees 


10 
20 

ao 

311 
812 
313 
314 
316 
816 
421 


Quenched 

422 

16  min. 

400 

636 

4hr. 

Quenched 

423 

30  min. 

400 

621 

5  min. 

Quanehed 

424 

Ihr. 

400 

622 

15  min. 

fimitt. 

800 

426 

2hr. 

400 

623 

30  min. 

15  min. 

800 

420 

4hr. 

400 

634 

Ihr. 

80  min. 

800 

631 

6  min. 

600 

635 

2hr. 

1  hr. 

300 

632 

16  min. 

600 

636 

4hr. 

2hr. 

300 

633 

30  min. 

600 

lA 

Annealed 

4hr. 

300 

634 

Ihr. 

600 

2A 

Annealed 

6  min. 

400 

636 

2hr. 

600 

3A 

Annealed 

600 
600 
600 
600 
600 
600 
600 
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number  indicates  the  time  of  reheating,  1=5  min.,  2  =  15  min., 
3  =  30  min.,  4  =  1  hr.,  5  =  2  hr.,  6  =  4  hr.  A  complete  list  of  the 
markings  is  given  in  Table  1. 

After  the  heat  treatment,  a  J^-in.  (12.7  mm.)  piece  was  sawed  from 
the  end  of  each  specimen  for  microscopic  examinatiou  and  hardness 
tests  and  the  remaining  5-in.  (12.7  cm.)  lengths' were  turned  into  standard 
threaded  tensile-test  specimens  with  2-in.  gage  length  and  0.505- 
in.  diameter. 

•  ■ 

Tensile  and  Hakdness  Testb 

The  n\achined  and  threaded  specimens  were 'first  marked  with  the 
2-in.  gage  ipairk  and  their  diameters  measured.  They  were  then  tested 
on  a  Tinius-Olsen  autographic  machine  of  60,000  lb.  (27,216  kg.)  capacity 
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Fig.  1. — ^Results  of  tensile  tests;  upper  oubyes  show  brbakinq  load,  lower 

cubves  show  yield  point. 

in  the  testing  materials  laboratory  of  the  Massachusetts  Institute 
of  Technology.  '  The  autographic  attachment  was  operated  by  the  expan- 
sion of  the  specimen  under  the. load  and  gaye  _a  plotted  result  of  load 
elongation  for  the  specimen. 

From  the  curve,  the  yield  point  could  be  easily  obtained,  also  the 
maximum  and  breaking  loads.  The  use  of  the  autographic  attachment 
was  especially  valuable  in  the  case  of  the  high-carbon  specimens  as  the 
determination  of  the  yield  point  by  the  drop  of  the  beam  is  liable  to 
considerable  error.  Slow  speed  was  used  on  the  tests  and  when  the 
specimens  had  been  broken,  they  were  measured  for  elongation  and  for 
decrease  in  diameter. 

The  average  figures  for  yield  point  and  maximum  load  are  plotted  in 
Figs.  1  and  2.  It  should  be  noted  that,  in  several  instances,  a  figure 
that  obviously  was  faulty  was  not  included  in  the  average. 


CABLE  R.  HATWARD,  DANIEL  M.  MACNEIL  AND  RAYMOND  L.  PRESBRET  85 

Microscopic  examination  of  the  pieces  sawed  from  the  ends  of  the 
specimens  showed  the  usual  structm'es.  The  photographs  are  not 
included  in  this  paper.  The  pieces  used  for  microscopic  examination 
were  used  for  hardness  tests  with  an  alpha  Brinell  machine  and  the 
Shore  scleroscope.    The  results  are  given  in  Table  2. 


Time  5  Mln.Tln^e  15  Mln.Tlmc  H  Hr.Tlme  I  Hr.    Time  2  Hr        Time  4  Hr. 

fii— fe   I  'I a  ,    ,    , ?       .    . 


Fig.  2. — ^Results  of  tensile  tests;  upper  curves  show  breaking  load,  lower 

curves  show  yield  point. 


Table  2. — Results  of  Hardness  Tests 


SMciinen 

Number 

BrineU 
Hardne89 

Shore 
Hardness    . 

Spedmen 
Number 

Brinell 
Hardness 

Shore 
Hardness 

10 

285 

42 

531 

297 

26     . 

20 

302 

43 

532 

277 

18 

30 

321 

45 

533 

251 

21 

311 

280 

24 

534 

269 

17 

312 

302 

27 

535 

243 

22 

313 

302 

20 

536 

245 

23 

314 

285 

17 

621 

225 

18 

315 

306 

25 

622 

214 

21 

316 

272 

28 

623 

217 

25 

421 

293 

33 

634 

222 

24 

422 

285 

22 

635 

217 

20 

423 

290 

23 

636 

209 

21 

424 

272 

17 

lA 

133 

15 

425 

257 

19 

2A 

126 

16 

426 

272 

21 

3A 

140 

17 

Note. — Shore  hardness  is  the  average  of  six  readings. 
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Discussion  of  Resxtx/ts 

In  spite  of  the  fact  that  great  care  was  taken  to  secure  uniform 
treatment  of  the  three  specimens  in  each  set,  some  sets  show  erratic 
results.  In  four  cases,  the  results  were  obviously  low  so  the  figures 
were  rejected.  In  aU  other  cases  the  average  of  the  three  results 
was  plotted  in  the  curves.  The  following  points  may  be  prop- 
erly emphasized.  » 

1.  Even  5  min.  heating  of  the  quenched  steel  at  300^  C.  lowers 
considerably  the  strength  and  hardness  and  increases  the  ductility. 

2.  There  is  a  marked  increase  in  ductility  in  passing  from  the  400^ 
to  the  600^  treatment  without  an  equivalent  lowering  of  strength; 
it  is  accompanied,  however,  by  a  change  from  an  indefinite  to  a  definite 
yield  point.  This  was  dear  on  the  original  load-elongation  curves,  which 
are  not  reproduced  here.  Although  the  annealed  specimens  from  the 
three  bars  showed  the  same  yield  point  and  ultimate  strength,  there  was  a 
difference  in  the  ductility;  this  explains  drop  in  ductility  between  the 
}/i  hr.  and  1  hr.  treatment  at  600^  when  the  bar  changed  from  No.  2 
to  No.  3. 

3.  The  specimens  reheated  to  600^  C.  are  nearly  as  ductile  as  the 
annealed  specimens,  but  they  have  an  elastic  limit  about  60  per  cent, 
greater. 

4.  In  spite  of  several  irregularities  in  the  curves,  it  is  evident 
that  reheating  the  steel  for  1  hr.  is  all  that  is  necessary  and  there  are 
indications  that  for  temperatures  of  400^  and  below,  ^  hr.  is  sufficient. 
This  confirms  the  work  of  Hayward  and  Raymond  and  also  bears  out  the 
statement  of  Goerens^  that  "the  influence  of  time  becomes  more  decided 
as  the  temperature  of  annealing  increases  ...  It  is  clearly  indicated 
that  each  particular  temperature  of  annealing  corresponds  to  a  definite 
tenacity  and  elongation  which  is  practically  independent  of  the  annealing 
period  when  once  the  duration  of  the  annealing  has  lasted  from  a  few 
minutes  to  about  an  hour  according  to  the  height  of  the  temperature." 

>  Influence  of  Gold  Working  and  Annealing  on  the  Properties  of  Iron  and  SteeL 
Iron  and^Steel  Inst.,  Carnegie  Schcl,  Mem.  (1911)  8,  384. 
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Tensile  Properties  of  Boiler  Plate  at  Elevated  Temperatures* 

Bt  H.  J.  FBBNCH,t  Max.  Enqr.,  Washington,  D.  G. 

(New  York  Meeting.  Febnury.  1920) 

At  the  request  of  a  committee  of  the  Engineering  Division;^  National 
Research  Council,  a  study  of  the  properties  of  boiler  plate  at  various 
temperatures  up  to  about  900**  F.  (482**  C.)  has  been  instigated.  The 
following  is  a  report  of  preliminary  tests  made  on  *two  grades  of  ^-in. 
plate  and  includes  a  description  of  the  apparatus  used  in  the  determina- 
tion of  the  proportional  limit. 

Detailed  reference  to  the  many  published  investigations  in  connec- 
tion with  the  properties  of  steel  at  various  temperatures  will  be  omitted 
from  this  report.  Suffice  to  state  that  results  obtained  for  variation  in 
tensile  strength,  elongation,  and  reduction  in  area  with  temperature  are 
in  substantial  agreement  with  the  effects  now  generally  considered  to 
be  correct.  Comparison  of  proportional  limit  values  with  results  obtained 
by  other  investigators  will  be  found  in  the  conclusions. 

Materials  Used 

The  steels  tested  were  M-in-  (12.7  mm.)  open-hearth  boiler  plate  of 
firebox  and  marine  grades.  The  specified  tensile  strength  and  the  analysis 
for  each  are  shown  in  Table  1.    In  the  manufacture  of  this  material,  a 

Table  1 


Grade 

Specified  Tensile 

Strength,  Lb. 

per  J3q.  In. 

Ladle  Analysis 

Seriee 

Carbon, 
Per  Cent. 

Mancanese, 
Per  Cent. 

Phoephorus, 
Percent. 

Sulfur, 
Percent. 

1 
2 

Firebox 
Marine 

62,000  to  62,000 
60,000  to  70,000 

0.19 
0.25 

0.43 
0.38 

0.020 
0.019 

0.031 
0.031 

*  Published  by  permiBsion  of  Director,  U.  S.  Bureau  of  Standards. 
t  Chief,  Heat  Treatment  Section,  Division  Metallurgy,  U.  S.  Bureau  of  Standards. 
1  Ck>minittee  on  Physical  Changes  in  Iron^and  Steel  Below  the  Thennal  Critical 
Range,  Dr.  2«ay  Jeffries,  Chairman. 
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piping  steel  was  avoided,  the  bath  being  kept  in  a  boiling  condition  up  to 
the  moment  of  casting.  In  its  cast  condition,  the  metal  is,  therefore, 
porous  and  probably  shows  considerable  segregation.  While  the  tabulated 
ladle  anal3rses  probably  represent  the  average  composition  of  the  steel, 
under  such  conditions  of  manufacture  variations  in  individual  plates  are 
to  be  expected,  depending  on  the  portion  of  the  ingot  from  which  they 
were  obtained. 

A  record  of  original  ingot  size,  together  with  amount  of  reduction  re- 
ceived during  rolling,  is  shown  in  Table  2: 

Table  2 


SeriM 

Qndt 

Original 
Wgt..  Lb. 

Incot  Sice, 
iDoheB 

Reduction 
in  Rolling 

Pattern 
Siaa,  Inehea 

Firebox, 

1 

•             ■ 

52,000  to  62,000  lb. 

teiudle  strength 

Marine, 

5,900 

36X15 

30  to  1 

36X18 

2 

60,000  to  70,000  lb. 
tensile  strength 

3,650 

32X12 

24  to  1 

• 

36X12 

Form  of  Test  Bar 

Patterns  36  in.  by  18  in.  or  36  in.  by  12  in.,  as  shown  in  Table  2,  were 
taken  from  the  rolled  plates,  but  imf ortunately  no  record  of  their  location 
with  respect  to  the  ingot  is  available.  Flat  test  bars  of  the  form  and 
dimensions  shown  in  Fig.  1  were  cut  from  these  patterns,  the  long  dimen- 
sion in  each  case  being  taken  in  the  direction  of  rolling. 


2h' 


Thermocouple  Hole 


T 
f 


-2H- 


Ov«sr 


)! 


-^H> 


Fia.  1. — Flat  test  babs,  long  dimension  being  taken  in  dibbction  of  bolling. 


Apparatus  for  Determination  of  Proportional  Limit 

The  apparatus  used  in  the  determination  of  the  proportional  limit 
at  various  temperatures  is  shown  in  Fig.  2.  It  consists  primarily  of  two 
aluminum-alloy  frames  each  rigidly  fastened  to  a  quenched  and  tempered 
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steel  yoke  (shown  in  F^.  3)  by  two  annealed,  lowMSarbon  steel  rods. 
*rhe  specimen  passes  freely  through  the  holes  in  the  base  of  each  of 
the  frames. 

The  yokes  are  clamped  to  the  specimen  by  three  quenched  and  tem- 
pered high-speed  steel  screws.  The  tendency  for  .the  yoke  to  spread 
when  considerable  force  is  used  in  setting 
the  screw  is  overcome  by  an  additional 
bolt.  The  flanges  on  the  upper  frame 
are  so  arranged  that,  two  Ames  dials 
may  readily  be  securely  fastened  to 
them  while  those  of  the  Jower  frame  are 
capped  with  polished  steel  plates  to  give 
a  smooth  bearing  surface  to  the  pistons 
of  the  dials. 

The  smallest  division  on  the  dial  is 
equal  to  0.001  in.  (0.025  mm.)  but 
estimated  readings  to  the  nearest  0.0001 
in.  (0.0025  mm.)  may  readily  be  taken. 
When  stress  is  apphed  to  the  specimen, 
half  the  algebraic  sum  of  the  deforma- 
tions recorded  by  the  two  dials  represents 
the  deformation  of  the  specimen,  which 
is  centrally  located  with  respect  to  the 
entire  apparatus.    For  example,  upon 


L-.- 

r-^:- 

A 

V 

B 

A-Specimi 
B-Yoke 
Fio.  3.— Carbon -ff 


application  of  load,  the  apparatus  may  twist  to  some  extent  the  dial  on 
the  left  showing  a  negative  deformation  of  0.004  in.  while  that  on  the 
right  registers  a  positive  deformation  of  0.009  in.  Half  the  algebraic 
sum  (M  (+  0.009  in.  —  0.004  in.)  =  0.0025  in.]  represents  the  deforma- 
tion of  the  specimen  under  the  load  applied. 

Heatinq  Furnace 
The  test  specimen  wa8  heated  by  means  of  an  electric  tube  furnace  of 
the  form  shown  in  Fig.  4.     Two  spiral  resistors  in  series  are  used.     The 
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one  covers  the  entire  length  of  the  inner  tube  (11  in.)  and  the  other  is 
concentrated  at  the  ends,  the  two  requiring  about  80  ft.  (24  m.)  of 
22-gage  chromel  wire.  The  yokes  and  major  part  of  the  18  in.  (46  cm.) 
test  bar  and  rods  are  contained  in  the  heating  chamber,  which  is  11  in. 

long.  A  comparatively  small  temperature  grad- 
ient is  obtained  under  suitable  operating  con- 
ditions as  the  effective  heating  length  during 
determination  of  the  proportional  limit  and 
tensile  strength  is  about  one-third  of  this  at  the 
center  of  the  tube  length,  or  approximately  3  in. 
The  furnace  is  operated  on  either  110  or  220 
volts,  direct  current,  close  regulation  being 
obtained  by  two  15-ohm  30-ampere  variable 
resistances  in  series  in  the  circuit. 


A 


B' 


Test  Procedure 

The  method  of  setting  up  the  apparatus, 
together  with  the  procedure  followed  in  actually 
carrying  out  the  test,  is  substantially  as  follows: 
The  specimen  is  marked  on  one  surface  with  a 
double-pointed  center  punch  leaving  marks  ex- 
actly 2  in.  apart.  The  yokes  are  then  attached 
to  the  specimen,  the  single  screw  being  set  into 
these  impressions.  Then,  by  lightly  tapping  the 
opposite  side  of  the  yoke  containing  the  two 
screws,  a  light  impression  of  their  exact  location 
can  be  obtained  on  the  specimen.  These  points 
are  then  enlarged  by  the  use  of  the  double- 
pointed  center  punch  and  the  yokes  carrying 
rods  and  frames  are  firmly  attached  to  the  test 
piece. 

The  bolts  holding  the  upper  frame  to  the 
two  rods  are  next  taken  off  and  the  upper  frame 
is  removed.  The  specimen  is  then  passed  up 
through  the  furnace  until  the  rods  appear  above 
the  top  and  the  upper  frame  is  again  fastened 
to  the  rods.  The  furnace  is  then  placed  on  a 
stand  and  the  specimen  placed  in  the  jaws  of 
the  testing  machine,  after  which  the  dials  are 

attached  to  the  frame  and  adjusted  to  read  zero.    The  completely 

assembled  apparatus  is  shown  in  Fig.  5. 

When  the  desired  temperature  and  thermal  equilibrium  have  been 

reached,  a  unit  load  approximating  1500  to  3000  lb.  is  applied,  and  the 

dials  are  again  set  at  zero.    Readings  are  then  taken  at  increments  of  500 


FiQ.  4. — Hbatinq 
Furnace. 


AND 


A — Innbb  tttbb 

BASB     (welded). 

Outer   tube.      C — Top 

PLATE.  D — MiCANITE 
AND  ASBESTOS  INSULA- 
TION. E — Infusorial 
EARTH.     F — Terminals. 

G NiCHBOMB  resistors. 
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Fia.  S. — AeaMtBijXD  APPASATna  fob 


PBOPOBTIONAL  LIMIT. 


9    .opt  .Wffi  If    .001  .1)08  <f    .001  .002 

Unit  OefoimBiloa  .  InCtiei 

Fio  6. — Stbiss-btrain  diaqbahb  of  boilkb  platbb  at  various  tbui'Bbatvbss. 
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or  1000  lb.  (actaal  load)  until  the  proportional  limit  has  been  passed. 
The  dials  are  then  removed  and  the  specimen  is  broken  in  the  usual 
manner.  Tests  at  each  temperature  are  made  in  triplicate.  The  pro- 
portional limit  is  obtained  from  a  stress-strain  diagram,  in  which  unit 
stress  is  the  ordinate  and  unit  deformation  the  abscissa.  Typical  curves 
obtained  from  tests  at  various  temperatures  throughout  the  range  covered, 
are  shown  in  Mg.  6.  ' 

Temperature  is  measured  by  a  22-gage  standardized  chromel-alumel 
couple  connected  to  a  Leeds  &  Northrup  portable  potentiometer.  The 
end  of  the  couple  is  inserted  directly  into  a  small  hole  drilled  in  the  speci- 
men at  the  fillet,  its  exact  location  being  shown  in  Fig.  1. 

Thermal  Equilibrium 

In  order  to  obtain  rehable  and  satisfactory  results  with  the  method 
described  in  the  preceding  paragraphs,  thermal  equilibrium  must  be 
reached  prior  to  the  start  of  the  loading  and  maintained  during  the  actual 
8  to  15  min.  during  which  the  test  is  being  carried  out.  The  variable 
resistances  in  series  in  the  electrical  circuit  make  current  adjustment 
possible  so  that  the  loss  of  heat  from  the  heating  unit,  ends  of  test 
specimen  and  auxiliary  apparatus  by  radiation,  convection,  and  con- 
duction balances  the  energy  added  to  this  entire  system. 

The  effect  of  temperature  variations  may  be  large  unless  care  is 
taken  to  allow  sufficient  time  for  the  specimen  to  become  uniformly 
heated  throughout  after  the  potentiometer  has  once  indicated  the 
desired  temperature.  The  dial  readings  will  assist  in  determining 
when  equilibrum  has  been  reached  and  is  being  maintained. 

Emphasis  is  here  laid  on  the  fact  that  a  suitable  and  readily  manipu- 
lated apparatus  for  determining  the  proportional  Umit,  and  not  the  most 
accurate  mechanism  available,  was  sought.  The  material  being  tested  is 
lacking  in  entire  uniformity,  so  it  appeared  'undesirable  to  erect  an 
elaborate  set-up  requiring  a  great  deal  more  time  in  actual  test. 

Temperature  determinations  under  actual  test  conditions  made  by 
placing  thermocouples  in  holes  located  at  various  points  in  a  specimen 
carr3ring  entire  auxiliary  apparatus,  show  that  the  position  chosen  for 
the  single  thermocouple  in  the  fillet  is  representative  of  about  the 
mean  of  the  gradient  throughout  the  gage  length,  where  the  tempera- 
ture gradually  decreases  from  top  to  bottom.  This  variation  is  within 
54**  F.  (30**  C.)  and  a  maximum  in  the  upper  temperature  ranges 
under  consideration  and  does  not  exceed  36®  F.  (20®  C.)  at  the  lower 
temperatures  used.  However,  as  the  thermocouple  specimen  with 
auxiliary  apparatus  and  furnace  are  in  the  same  relative  position  in  each 
test,  the  results  obtained  at  various  temperatures  throughout  the  range 
70®  to  870®  F.  (21®  to  466®  C.)  are  comparable. 
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In  Figs.  7  and  8  are  shown  the  results  of  tensile  tests  obtained  on 
firebox  and  marine  grades  of  boiler  plate  at  temperatures  from  70^  to 
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Degrees  P. 

Fio.  7. — Tensile  tests  of  J^in.  pirbbox  obade  boiler  plate.  Plates  tested 
AS  ROLLED.  C,  0.19;  Mn,  0.43;  r,  0.020;  S,  0.031.  Curves  are  average  op  three 
tests. 


Degrees  F. 

FiQ.  8. — Tensile  tests  of  J^-in.  marine  boiler  plate.    Plates  tested  as 
ROLLED.    C,  0.25;  Mn,  0.38;  P,  0.019;  S,  0.031.    Curves  are  averages  op  three 

TESTS. 

870°  F.  (21''  to  466°  C).    The  curves  are  the  average  of  three  determina- 
tions at  each  of  the  pick-points,  the  temperatures  chosen  being  repre- 
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Table  3. — Tensile  Teats  of  y^-in.  Firthox  Boiler  Plate  at  Elevated 

Temperatures 


MV 

Temperature 

Propor- 
tional 
Limit, 
Lb.  per 
Sq.  In. 

Maxi- 
mum 
Strength, 
Lb.  per 
Sq.  In. 

Per 
Cent. 
Elonga- 
tion 
in  2  in. 

Per 
Cent. 

Redoo- 
tion 

of  Area 

Sample 

Degreee 
C. 

°T- 

Remarln 

All] 
A4 

Room 
tempera- 

21,400 
26,800 

69,500 
69,200 

29 .0^ 
87.5 

66.8 
57.4 

i  Broke  in  mark. 
^  Not  in  avenge. 

A8 

ture 

21,700 

68,300 

38.0 

57.5 

Average . 

21 

70 

23,300 

69,000 

37.76 

57.1 

BIO 

3.9 

91 

23,500 

67.650 

34.75 

67.6 

(Platea    teated    as 
*     rolled. 

B20 

3.9 

91 

23,700 

64,450 

34.75 

57.3 

B13 

3.9 

91 

23.700 

64.500 

34.5 

59.2 

Averaie. 

91 

196 

23,630 

55,630 

34.7 

58.3 

B26 

6.8 

151 

27.400 

57.100 

23.5 

48.7 

B26 
B12 

6.6 
6.4 

166 
160 

25.200 
27,200 

68.760 
68.460 

28.0 
23.25 

45.8 
53.4 

Carbon,  0.19 
Manganese,  0.43 

Average . 

156 

313 

26,600 

68,100 

24.9 

49.3 

Phosphorus,  0.020 
Sulfur,  0.031 

B7 

10.2 

243 

25.400 

65.000 

18.75 

41.8 

B23 

10.1 

240 

25,700 

64.600 

21.0 

46.8 

B21 

10.2 

243 

23.600 

65.800 

19.75 

46.6 

Average. 

243 

469 

24,900 

65.130 

19.8 

45.1 

A23 

12.4 

295 

15,500 

65,700 

20.25 

44.5 

A14 

12.6 

297 

15.650 

67.600 

26.0 

44.4 

A22 

12.3 

293 

14,600 

66.800 

30.75 

47.9 

Average. 

295 

663 

15,250 

66.700 

25.7 

45.6 

A18 

17.4 

412 

13,300 

A17 

17.8 

410 

11,800 

47.700 

• 

60.6 

A16 

17.2 

407 

13,750 

50.600 

33.5 

60.3 

A21 

17.1 

402 

13,000 

49.150 

34.0 

61.3 

Average. 

407 

765 

12.960 

49.150 

33.75 

60.7 

A6 

19.6 

463 

12,300 

43.200 

39.5 

68.7 

A19 

19.7 

466 

10,700 

39.550 

41.0 

65.6 

A3 

19.9 

470 

11,250 

42.800 

37.0 

68.7 

Average . 

466 

871 

11.430 

41,850 

39.2 

67.7 

*  Broke  outside  marks. 
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Table  4. — Tensile  Teste  of  ^-tn.  Marine  Bailer  Plate  at  Elevated 

Temperatures 


MV 

Temperature 

Propor- 
tional 
Limit, 
Lb.  per 
Sq.  In. 

Mazt- 

mum 

Strength, 

Lb.  per 

Sq.  In. 

Per 
Cent. 
Elonga- 
tion 
in  2  in. 

Per 

Cent. 

Reduo- 

tion 
of  Area 

Sample 

Deareea   Pegeea 

Remarka 

Cll 

D3 

C2 

Boom 

tempem- 

tore 

31.400 
31,000 

66.500 
68.000 
65.600 

38.0 
87.8 
30.0 

64.3 
62.8 
64.0 

f  Platee    tested    aa 
1     roned 

Averace. 

DIO 
C12 
D12 

3.0 
4.1 
4.1 

21 

01 
01 
06 

70 

31,200 

32.000 
31.000 
32.300 

66.700 

64.800 
62.000 
62.700 

38.3 

36.25 
34.75 
34.75 

64.0 

65.2 
63.3 
63.3 

Carbon,  0.25 
Manganese,  0.38 

Average. 

C8 
D8 
C9 

6.6 
6.6 

6.7 

03 

166 
166 
168 

100 

31.766 

30.200 
33.700 
80.450 

63.166 

62.700 
70,600 
68,300 

35.25 

28.7 

34.75 

26.5 

63.0 

61.6 
52.6 
61.1 

Phosphonia.  0.010 
Sulfur.  0.031 

Average. 

ce 

07 
D7 

10.2 
10.2 
10.0 

156 

243 
243 
238 

313 

31.450 

26^200 
28.000 
27.500 

67.200 

60.000 
72.300 
72,700 

26.65 

20.7 
18.7 
10.5 

58.4 

46.5 

48.4 
41.7 

Average. 

ca 

D5 
DU 

13.4 
12.3 
12.3 

241 

205 
203 
203 

466 

27.233 

22,500 
23,750 
21.100 

71.633 

72,150 
72.350 
73,000 

10.0 

10.5 
22.0 
22.0 

45.5 

(40.6) 
51.5 
45.0 

Bad  break. 

Avcnga 

D9 

CIO 

Cll 

17.0 
17.0 
17.2 

203 

403 
403 
407 

550 

22.450 

16,700 
14,850 
14.300 

72.500 

63.000 
66.500 
50,000 

21.25 

33.5 

34.76 

33.0 

48.2 

67.8 
65.2 
68.3 

Average  2  tests 

Average. 
013 
D13 
DU 

10.6 
10.6 
10.0 

404 
463 
463 
470 

750 

15.033 
12.600 
12,400 

62.833 
55,100 
65.100 
56.500 

38.75 
35.0 
34.0 
36.76 

67.1 
08.8 
72.4 
71.0 

Average. 

465 

860 

12.500 

55.506 

35.25 

70.7 

^ 
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sented  by  the  vertical  lines  in  these  figures.    Results  forming  the  basis 
for  these  curves*  are  also  given  in  Tables  3  and  4. 

In  both  grades  of  plates  increase  in  temperature  from  70®  to  870**  F. 
(21®  to  466®  C.)  is  accompanied  by  distinct  changes  in  strength  and  duc- 
tility, viz.:  (a)  The  tensile  strength  at  first  decreases  a  few  thousand 
pounds  per  square  inch,  reaching  a  minimum  at  about  200®  P.  (93®  C). 
This  is  followed  by  an  increase  up  to  about  550®  F.  (288®  C),  where  the 
tensile  strength  reaches  a  maximum  about  10  per  cent,  greater  than  the 
normal  room  temperature  value,  after  which  another  and  final  decrease 
occurs,  (b)  The  percentage  elongation  in  2  in.  (5  cm.)  decreases  rather 
slowly  up  to  about  200®  F.  (93®  C.)  after  which  it  drops  more  rapidly, 
until  a  minimum  is  reached  at  about  470®  F.  (243®  C).  This  factor  then 
increases  throughout  the  balance  of  the  range  under  consideration, 
(c)  The  reduction  in  area  closely  follows  the  inflections  registered  in  the 
curve  for  elongation  but  has  a  minimum  at  slightly  highej:  temperature 
than  the  elongation,  (d)  The  proportional  limit  at  ^t  increases 
slightly  and  shows  a  maximum  in  the  neighborhood  of  400®  F.  (204®  C.) 
for  the  firebox  plate  and  the  highest  values  between  200  and  3iD0®  F. 
(93  and  149®  C.)  for  the  marine  plate.  It  i?  noted  that  both  the  actual 
and  the  percentage  increase  are  much  greater  in  the  case  |  of  the  firebox 
grade  and  that  the  subsequent  and  final  decrease  in  proportional  limit 
for  this  plate  takes  place  more  sharply  than  in  the  case  of  the  marine 
grade  of  boiler  plate. 

In  the  case  of  the  firebo?^  plate,  the  proportion$.l  limit  is  mainjtained 
above  its  original  average  room  temperature  value  of  23,300  lb.  per 
sq.  in.  to  a  higher  temperature  than  is  the  case  with  the  marine  plate. 
It  is  probable  that  this  may  be  associated  with  the  greater  mechanical 
work  received  by  the  firebox  plate,  as  shown  in  Tlible  2. 

The  fact  that  the  proportional  Umit  "holds  up"  within  a  definite 
temperature  range  above  normal  before  decrease  occurs  does  not  agree 
with  data  for  mild  steel  published  by  Huntington*  under  the  term  elastic 
limit.  However,  Huntington's  curve  does  not  appear  to  be  consistent 
with  the  actual  results  obtained  and  is  based  on  rather  too  few  tests. 
With  the  points  actually  given,  a  curve  showing  a  similar  effect  to  that 
obtained  by  the  author  might  also  justly  be  drawn.  In  this  connection, 
it  is  interesting  to  note  that  a  similar  curve  given  by  Huntington  for 


'  The  values  given  for  reduction  of  area  were  obtained  from  measurement  of  the 
miniTniim  width  and  thickness  of  the  fractured  section  and  are  not  identical  with 
values  that  would  be  obtained  by  the  use  of  a  planimeter,  due  to  a  decided  neckiog  in 
both  this  width  and  thickness  in  rectangular  specimens. 

<A.  K.  Huntiligton:  The  Effect  of  Temperatures  Higher  than  Atmospheric  on 
Tensile  Tests  of  Copper  and  its  Alloys  and  a  Comparison  with  Wrought  Iron  and 
Steel.    Jnl  Inst.  Metals,  (1912)  8,  126. 
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wrought  iron  shows  an  increase  with  the  first  rise  in  temperature  and  a 
distinct  maximum  at  about  300*"  F.  (149°  C). 

In  their  tensile  tests  on  cold-rolled  Bessemer  steel  shafting,  Bregousky 
and  Spring  also  have  obtained  a  sUght  increase  in  yield  point  up  to  300°  F. 
(149°  C.)  with  subsequent  rapid  decrease  above  this  point. 

In  viewing  the  various  factors  as  a  whole,  it  is  noted  that  the  maximum 
tensile  strength  does  not  correspond  to  minimum  elongation,  minimum 
reduction  in  area  or  maximum  proportional  limit.  This  agrees  with 
results  obtained  by  Doctor  Jeffries,*  as  clearly  pointed  out  by  8.  L.  Hoyt 
in  discussion.  Further  work  is  now  being  carried  on  and  a  more  com- 
plete report  at  a  later  date  is  contemplated. 

Acknowledgment  is  made  to  Donald  S.  Clements,  laboratory 
assistant,  Bureau  of  Standards,  for  assistance  rendered  in  development 
of  the  apparatus  and  in  making  the  first  series  of  tests,  and  to 
A.  L.  Meyer,  chemical  and  metallurgical  engineer,  Lukens  Steel  Co., 
for  his  cooperation,  and  assistance  rendered  in  the  second  series 
of  tests. 

DISCUSSION 

Henbt  D.  Hibbabd,  Plainfield,  N.  J. — This  paper  bears  out  the 
results  obtained  by  Mr.  Howard  at  the  Watertown  Arsenal,  which  were 
published  in  the  Tests  of  Metals  for  the  year  1888.  He  took  as  com- 
plete a  series  of  steels  as  he  could  get,  containing  from  0.1  to  1  per  cent, 
carbon,  and  found  that  all  steels  followed  that  same  rule  when  tested  at 
above  atmospheric  temperatures.  He  made  quite  an  exhaustive  study 
of  the  question,  and  published  the  results  he  obtained  and  curves  for  the 
various  kinds  of  steel,  showing  the  various  properties. 

I  have  found  that  report  of  great  value.  His  work,  done  30  years 
ago,  is  seldom  referred  to,  and  is  almost  unknown  by  engineers  in  general; 
but  it  was  good  reliable  work,  and  from  time  to  time  some  of  the  results 
that  he  obtained  are  corroborated,  as  in  the  present  case. 

The  Chairman  (J.  W.  Richards,*  Bethlehem,  Pa.). — It  should  per- 
haps be  noted  that  the  improvements  in  apparatus,  particularly  in  elec- 
tric heating  furnaces,  have  made  tests  of  this  nature  much  more  easy 
to  reproduce  now  than  those  of  30  years  ago  so  that  they  have  facilitated 
greatly  the  task  of  any  one  doing  similar  work. 

H.  J.  French. — What  methods  were  used  in  determining  the  tem- 
peratures in  Mr.  Howard's  work?  In  looking  through  the  literature, 
I  found  thirty  or  forty  references  covering  experiments  at  elevated  tem- 
peratures but  in  the  majority  of  cases  the  description  of  the  methods 


*  Zay  Jeffries:  Effect  of  Temperature  Deformation  and  Grain  Size  on  the  Mechan- 
ical Properties  of  Metals.    Trans,  (1919)  60,  474. 

*  Professor  of  Metallurgy,  Lehigh  Univeraity. 
VOL.  ucvn.— 7 


i'lieve  80. 

H'juld  like  to  call  atteotion  to  the  fact  that  app&r- 
']i<3  proportional  limit  aad  elongation  follow  each 
.  tlieir  variations  than  do  the  tensile  streogtb  and 
risile  strength  seemB  to  follow  the  reduction  in  area 
iKse  curves. 
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used  for  determining  the  temperatures  is  rather  vague  or  unsatisfactory. 
I  am  not  familiar  with  Mr.  Howard's  article  and  would  like  to  learn  what 
method  he  used  for  heating  his  specimens  and  controlling  the  temperatu  res  ? 
That  is  one  of  the  most  difficult  phases  of  the  experimental  work. 

Henry  D.  Hibbard. — He  used  the  Emery  testing  machine  at  Water- 
town,  which  is  a  horizontal  machine;  the  pieces  were  heated  with  Bunsen 
burners  underneath  the  machine.  He  determined  the  temperatures  from 
the  expansion  of  the  test  piece,  using  an  extensometer  reading  to  0.0001 
in.,  and  considered  that  his  temperatures  were  correct  within  5^  F. 

H.  J.  French. — Were  the  pieces  tested  large  or  small? 

Henry  D.  Hibbard. — The  test  pieces  had  diameters  of  0.798  in. 
giving  an  area  of  cross-section  of  0.50  sq.  in.  The  gaged  length  was  5 
inches. 

Chairman  Richards. — I  would  like  to  confirm  Mr.  French's  state- 
ment that  the  methods  of  heating  were  very  inferior  to  the  ones  used  at 
present,  and  the  determining  of  temperatures  was  comparatively  un- 
reliable, as  compared  with  our  present  methods.  The  data  given  in  this 
paper  are,  therefore,  in  those  two  respects,  far  more  reliable  than  those 
that  possibly  could  have  been  given  30  years  ago. 

Henry  D.  Hibbard. — ^I  think  that  is  no  doubt  true.  This  question 
was  first  called  to  my  attention  in  my  first  year  in  the  steel  industry. 
We  were  making  boiler  steel  one  day  when  one  of  the  melters  said,  "Do 
you  know  how  rotten  this  steel  is?"  I  said,  ''No;  what  do  you  mean?" 
He  heated  a  piece  of  boiler  scrap  that  had  been  sheared  off,  bent  it  over 
on  an  anvil,  and  it  broke;  that  is  the  same  phenomenon  that  we  have  here. 
The  fracture,  when  it  was  broken,  was  a  bright,  vivid  blue,  which  fixes 
the  temperature  pretty  well. 

A.  L.  Meyer,*  Coatesville,  Pa. — The  point  of  highest  tensile  strength 
here  corresponds  very  closely  to  that  pigeon-blue  temperature  range 
through  which  boiler  makers  fear  to  work  their  plates.  The  highest 
tensile  strength  and  lowest  ductility  are  shown  at  that  temperature 
which,  to  the  boiler  maker,  is  a  dangerous  point  and  ignorance  of  this 
fact  by  the  man  working  a  plate  through  this  temperature  has  been  the 
cause  of  many  ''mysterious"  failures  in  boiler  plates. 

Chairman  Richards. — ^In  that  connection,  would  it  not  be  the  maxi- 
mum distance,  or  difference  between  the  tensile  strength  and  the  pro- 
portional limit,  that  would  determine  the  workability  of  the  steel? 


*  Chemist  and  Metallurgical  Engineer,  Lukens  Iron  &  Steel  Co. 
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A.  L.  Meter. — I  believe  so. 

H.  J.  French. — ^1  would  like  to  call  attention  to  the  fact  that  appar- 
ently we  show  that  the  proportional  limit  and  elongation  follow  each 
other  more  closely  in  their  variations  than  do  the  tensile  strength  and 
elongation,  and  the  tensile  strength  seems  to  follow  the  reduction  in  area 
more  closely  in  both  these  curves. 
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Critical  Ranges  of  Some  Commercial  Nickel  Steels 

By  Howard  Scott,*  Washington,  D.  C. 

(New  York  Meeting.  February,  1020) 

The  GREAT  advances  made  in  mechanical  engineering  during  recent 
years  through  the  use  of  alloy  steels,  as  illustrated  by  the  development  of 
the  airplane  and  automobilci  may  be  ascribed  primarily  to  the  applica- 
tion of  nickel  as  an  alloying  element.  The  ternary  system  iron-carbon- 
nickel  has  a  wide  industrial  application  and  forms,  further,  the  fundamental 
basis  of  the  even  greater  class  of  the  widely  used  quartemary  steels  such 
as  nickel-chromium,  nickel-silicon,  and  nickel-vanadium.  As  is  not 
uncommon  with  such  cases  of  virile  growth  in  an  industry,  the  applica- 
tion of  the  alloy  steel  in  a  largely  empirical  manner  has  outstripped  its 
scientific  development  so  that  a  fertile  field  for  metallographic  research 
still  remains.  In  this  field,  the  basic  nickel  steels  require  first  considera- 
tion and  are  the  subject  of  the  present  investigation,  which  is  offered 
as  a  preliminary  to  the  study  of  the  more  complex  alloys  of  industrial 
importance. 

Of  the  principal  tools  of  metallography — ^microscopic  examination, 
determination  of  mechanical  properties,  and  thermal  analysis — the  last 
has  developed  much  more  slowly  in  its  application  to  industrial  needs  so 
that  the  situation  often  exists  that  heat  treatment  operations  are  based 
on  empirically  determined  temperatures;  that  is,  temperatures  deter- 
mined without  regard  to  the  actual  transformation  characteristics  of  the 
alloy.  This  situation  is  undesirable  as  there  is  no  uniform  standard  for 
comparison  of  results.  It  is  due,  outside  the  usual  difiiculties  involved 
in  temperature  measurements,  to  the  pioneer  character  of  much  of  the 
published  work;  to  the  lack  of  definiteness  of  the  iict  transformation,^ 
particularly  in  low-carbon  steels;  to  the  failure  to  define  operating  con- 
ditions completely;  and  to  the  paucity  of  information  correlating  thermal 
characteristics  with  results  of  heat  treatment. 


*  AjBsistant  Physicist,  U.  S.  Bureau  of  Standards. 

^  Act  and  Au  are  used  in  the  text  to  indicate  this  transformation  whether  above 
or  below  the  maximum  of  A%. 
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In  pursuing  the  present  investigation,  the  forgoing  difficulties  were 
recognized  and  precautions  taken,  where  possible,  to  eliminate  them  with 
the  object  of  collecting  transformation-temperature  data  for  the  several 
compositions  of  nickel  steels  available  at  the  Bureau  of  Standards  as  a 
bai^  to  aid  in  thestandardization  and  specification  of  thermal  treatments 
for  the  nickel  steels.  A  review  is  also  included  of  the  previous  work  in 
this  field  and  attention  is  called  to  such  phenomena  as  are  related  to  the 
constitution  of  these  steels. 

Previous  Observations  on  the  Critical  Temperatures  of 

Iron-carbon-nickel  Alloys 

The  previous  investigators  in  this  field  have  presented  critical- 
temperature  data  on  nickel  steels  obtained  by  the  use  of  thermal  analysis 
and  also  by  employing  the  change  in  several  of  the  physical  properties  as 
a  criterion  of  allotropic  change.  The  former  method  has  been  confined 
chiefly  to  steels  having  an  appreciable  A  i  transformation  and  the  latter 
to  iron-nickel  allo3rs. 

The  attention  of  most  experimenters  seems  to  have  centered  on  the 
iron-nickel  alloys  due,  no  doubt,  to  their  peculiar  properties  and  theoretical 
significance.  There  is,  therefore,  considerable  material  available  in  this 
field.  The  principal  investigations  have  been  those  of  Hopkinson, 
Osmond,  Dumas,  Guertler  and  Tammann  and  Honda  and  Takagi,^  in 
which  the  changes  in  the  magnetic  state  were  used  as  a  criterion  of  phase 
change.  Boudouard*  has  used  thermoelectric  power,  and  Chevenard* 
expansion  in  the  same  way. 

The  results  of  Honda  and  Takagi  being  the  most  recent  and  appar- 
ently the  most  consistent,  have  been  plotted  in  Fig.  1.  Unfortunately 
they  have  not  given  the  actual  analyses  of  the  material  used  so  their 
results  have  not  the  weight  that  such  careful  experimental  work  deserves. 
The  curve  for  Ar,  indicates  that  Ar^  occurs  at  absolute  zero  for  a  nickel 
content  between  32  and  33  per  cent,  while  the  work  of  Chevenard* 
indicates  that  this  transformation  would  be  entirely  complete  at  abso- 
lute zero  for  a  nickel  content  between  34  and  35  per  cent.  This  is  good 
agreement,  considering  that  different  experimental  methods  have  been 
used,  and  the  interesting  conclusion  seems  justifiable  that  above  34  per 


•  Hopkinson:  Proc.  Royal  Soc.  London  (1890)  46,  1. 
Osmond:  drnpl'  Rend.  (1899)  128,  304. 

Dumas:  Fig.  89,  p.  271  of  Guillet's  text  "Etude  Industrielle  des  Alliages  M6tal- 
liques." 

Guertler  and  Tammann :  Z^il.  Anorg.  Chem,  (1905)  46,  205. 
Honda  and  Takagi:  Sd  Rep.  Tohoku  Imperial  Univ.  (1917)  6,  321. 

*  Boudouard:  JrU.  Iron  and  Steel  Inst.  (1903)  63,  299. 
«Chevenard:  Rev.  de  MeL  (1914)  11,  841. 

^Op.  eU. 
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cent,  nickel  the  iron  at  all  temperatures  ia  in  the  gamma  state.  This 
critical  composition  corresponds  remarkably  closely  to  that  of  FeiNi 
(34.45  per  cent,  nickd). 


V 

600 

400 
200 

V 

^Acj 

\ 

V 

^^ 

\ 

k 

Per  Cent  Nfctwl 


FaiiitafPiirliti  Mi'tiniiM  Auilin'lt 

Fto.  2. — ErracT  or  Nicxai.  on  the  Ar  cbiticai.  banois  or  0.20  pik  cknt.  cabbon 
BTBEL8.    {Dejetm.) 

In  medium  carbon-nickel  steds  two  researches  of  considerable  value 
are  available,  namely,  those  of  Dejean  and  <rf  Carpenter,  Hadfield  and 
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Longmuir.*  The  value  of  the  contribution  by  the  former  author  lies  in 
the  interpretations  given  to  the  thermal  critical  temperatures  obtained 
from  0.20  per  cent,  carbon  steels  of  various  nickel  contents  and  that  of 
the  latter  authors  in  the  more  complete  information  given  on  variable 
nickel  steels  of  0.40  to  0.50  per  cent,  carbon  content. 

The  cooling-curve  data  of  Dejean,  as  plotted  by  him,  are  reproduced 
in  Fig.  2,  with  changes  only  in  the  notation  of  his  points  of  A  to  Ari 
and  B  to  Ar",  in  accordance  with  that  adopted  by  Portevin,^  Chevenard 
and  the  author  for  describing  the  same  phenomena  as  found  in  widely 
different  steels.  After  showing  that  the  transformation  Ari  of  this 
figure  represents  the  precipitation  of  cementite  as  troostite  or  a  decompo- 
sition product,  he  says  (p.  671) : 

There  now  remains  to  be  determined  the  exact  nature  of  the  transf onnation  occur- 
ring at  point  B  (Ar").  The  most  universal  opinion  is  that  martensite  is  a  metastable 
solid  solution  of  cementite  and  ferrite  or  alpha  iron.  The  point  B  (Ar'0>  thus  from 
the  foregoing,  eorresix>nds  to  the  transformation  of  gamma  iron  into  alpha  without 
the  carbide,  which  was  in  the  gamma  iron,  being  thrown  out  of  solution.  Funda- 
mentally the  point  B  (Ar")  is  the  Au  point  depressed. 

Dejean*  further  illustrates  these  constitutional  changes  diagrammat- 
ically,  as  reproduced  in  Fig.  3  with  the  same  notational  changes  as  Fig.  2. 


Legend 

Auttanita 
Martantite 
Troottite 
^^      Pearlite 


Non-Auttanitic  Steels 

"^fjjjjjj^j^jjjjj^^  Troottite  + 

Alloy  Steels      i 
'^^j^M» .*j^j^^]i\  Tfoostlte-f" 
j|  Auttenite 

Austenite 


^/  Martentite 
Marteneite 


Auatenitic 


Decreasing  Temperature 

Fig.  3. — Diagram  of  constitutional  chanobs  in  cooling  btbblb. 


{J>tjean. ) 


The  same  phenomenon  is  well  verified  by  the  investigations  of  Car- 
penter, Hadfidd,  and  Longmuir  already  mentioned,  although  they  offered 
no  explanation  of  it.  The  transformation  temperature  data  from  their 
tables  have  been  plotted  in  Fig.  4,  together  with  their  observations  on  the 


•Dejean:  Bm,  de  Met.  (1917)  14,  641. 
Carpenter,  Hadfield  and  Longmuir:  7th  Report  to  Alloys  Research  Committee, 
Proc  Inst.  Mech.  Eng.  (1905)  Pt.  4,  857. 

'  Portevin:  Rev.  de  Met.  (1917)  14,  707;  also  Preprint  Iron  and  Steel  Inst.,  Sept., 
1919. 

Chevenard:  Ibid.,  610. 

Scott:  Trane.  (1920),  08,  689.    Also  U.  S.  Bureau  of  Standards  StsL  Paper  335. 
•Dejean:  Compt.  Rend.  (1917)  166,  429. 
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microstructure  of  the  same  steels  air-cooled  from  above  Act-  A  few 
corrections  have  been  made  to  then-  values  from  the  curves  so  that  the 
tabulated  results  would  be  comparable  on  the  basis  of  observations  taken 
from  derived  differential  or  inverse-rate  curves.  Unfortunately,  the  tem- 
perature of  the  Act  transformation  cannot  be  estimated  with  any  d^ree 
of  certainty  from  the  curves  given. 

In  Fig.  4,  the  limits  over  which  both  martensite  and  troostite  are  found 
in  the  air-cooled  samples  have  been  indicated  by  dotted  lines.  Since 
Carpenter,  Hadfield,  and  Longmuir  did  not  examine  microscopically 
their  samples  used  for  thermal  study,  it  is  impossible  to  set  accurately 


10 
Per  Cent  Nickel 

Fio.  4. — Effect  of  nickel  on  the  thebmal  critical  ranges  of  0.40  to  0.50  per 

CENT.  CARBON  STEELS  FROM  DATA  OF  CARPENTER,  HaDFIELD,  AND  LONOMUIB. 


the  limits  of  the  range  of  nickel  content  over  which,  for  the  rate  of  cooling 
adopted,  both  martensite  and  troostite  will  be  found  and  also  the  com- 
position at  which  ferrite  no  longer  separates  out,  but  this  latter  is  probably 
somewhere  within  the  former  region.  The  sharp  temperature  difference 
between  Ar'  and  Ari  occurring  between  4.5  and  9  per  cent,  nickel  contents 
the  author  believes  to  be  quite  significant  and  to  correspond  to  the  for- 
mation of  appreciable  amounts  of  troostite,  for  the  marked  structural 
difference  between  troostite  and  pearlite  would  indicate  a  similar  thermal 
difference. 

Besides  these  investigations  of  the  changes  in  the  physical  properties 
of  nickel  steels,  Meyer*  has  studied  microscopically  the  effect  of  nickel 


•  Meyer:  Stahlu.  Eisen  (1914)  84, 1395, 1456. 
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and  manganese  on  the  ferrite  precipitation  for  various  steels.  He  ob- 
served the  appearance  of  ferrite  on  quenching  steels  heated  above  Ac$  and 
then  cooled  to  the  quenching  temperature.  His  results,  which  are  for 
Aru,  are  of  course  not  directly  applicable  to  determining  heat-treatment 
temperatures  and  have  a  further  disadvantage  of  not  agreeing  well  among 
themselves.  Thus  two  steels  not  differing  in  carbon,  nickel  and  silicon 
by  more  than  0.02  per  cent,  and  in  manganese  by  0.13  per  cent,  give  a 
30^  C.  difference  in  Avg,  His  generalizations  are  also  based  on  a  curve 
for  Art  convex  upwards,  which  is,  of  course,  incorrect. 

From  the  forgoing  summary  of  previous  investigations,  it  is  apparent 
that  considerable  work  has  been  carried  out  on  a  wide  range  of  composi- 
tions, and  that  the  Ai  transformation  only  has  been  definitely  defined. 
The  present  work  covers  only  a  limited  range  of  compositions,  which  are, 
however,  of  great  industrial  importance.  The  aim  of  this  study  is  to 
define  more  completely  and  precisely  the  transformation  ranges  of  these 
low-nickel  medium-carbon  steels. 


Experimental  Results 

The  work  was  carried  out  on  seven  commercial  steels  of  a  nickel 
content  from  0  to  3.5  per  cent.,  the  proportion  of  other  elements  being 
faMy  constant,  and  on  a  synthetic  iron-carbon  alloy  made  up  at  the 
Bureau  of  Standards.  ^^  The  chemical  compositions  are  given  in  Table 
1.  The  thermal  curves  of  these  steels  were  obtained  on  samples  of  1.5 
to  2.0  gm.  mass.  The  apparatus  employed  and  the  details  of  manipula- 
tion have  been  described  somewhat  in  detail  elsewhere.  ^^    Several  runs 

Table  1. — Compositions  of  Steels  Investigated 


Gompoeition,  Per  Cent. 

Sample 

No 

Remarks 

Carbon 

Nickel 

Manganese 

Silicon 

PhoBphorua 

Sulfur 

F30 

0.40 

0.008 

Iron-carbon     alloy, 
impurities    proba- 
bly less  than  0.04 
per  cent. 

C24 

0.40 

0.00 

0.75 

0.22 

0.014 

0.022 

A50 

0.38 

2.00 

0.66 

0.16 

0.017 

0.011 

A49 

0.35 

2.04 

0.65 

0.17 

0.010 

0.020 

A58 

0.35 

2.68 

0.64 

0.24 

0.014 

0.022 

'  Nickel  steeb. 

A51 

0.40 

2.90 

0.63 

0.28 

0.023 

0.033 

A52 

0.37 

3.00 

0.71 

0.22 

0.012 

0.010 

A53 

0.29 

3.46 

0.56 

0.28 

0.018 

0.028 

1 

»  Cain,  Schramm  and  Cleaves:  U.  S.  Bureau  of  Standards  Sci.  Paper  266. 
"  Scott  and  Freeman :  U.  S.  Bureau  of  Standards  Sci.  Paper  348  and  "Pyrometry," 
214.    A.  I.  M.  £.,  1920. 
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were  taken  on  each  composition  and  a  curve 
typical  of  each  is  reproduced  in  Figs.  5  and 
6  to  illustrate  the  interpretation  of  the 
various  thermal  inflections.  The  temper- 
ature values  taken  from  all  the  curves,  as 
illustrated,  are  given  in  Table  2,  together 
with  such  other  data  as  are  essential  to  the 
precise  definition  of  the  critical  points. 
When,  however,  the  transformation  Ai 
showed  a  decalescence  or  recalescence, 
which  was  only  in  the  case  of  the  steels  not 
containing  nickel,  the  temperature  of  the 
banning  of  the  reversal  was  then  taken 
as  the  maximum.  The  intensity  of  this 
phenomenon,  as  observed  in  the  carbon 
steels,  is  given  in  Table  3. 

The  difficulty,  already  mentioned,  of 
locating  Act  is  apparent  from  an  inspection 
of  Figs.  5  and  6.  This  is  due  to  its  position, 
i.e.,  a  superimposing  on  the  end  of  Aci,  pjxd 
to  its  attenuated  character.  It  may,  how- 
ever, be  brought  out  with  maximum  sharp- 
ness by  a  suitable  choice  of  heating  rate;  a 
decrease  of  rate  causes  a  more  pronounced 
inflection  as  illustrated  by  the  second  and 
fourth  heatings  of  A58,  Fig.  5.  There  is, 
however,  a  practicable  limit  to  the  benefit 
derived  due  to  the  increased  variability  of 
the  time  readings  with  increasing  time 
interval.  This  limit  is  reached  for  the  ap- 
paratus employed  at  a  rate  of  about  0.05^  C. 
per  second,  for  which  rate  the  individual 
readings  are  likely  to  be  too  variable  to 
show  the  Act  inflection  clearly. 

From  the  forgoing,  the  values  of  thcilct 
transformation  temperatures  might  be  ex- 
pected to  be  somewhat  inconsistent,  but 
this  is  not  the  case  for  there  is  very  good 
agreement  between  the  various  curves  as 
shown  by  Fig.  7  and  Table  2.  As  a  matter 
of  fact,  the  more  definite  Ar  transforma- 
tions are  less  consistent  than  the^ic.  This 
should   not   be   ascribed  to   an  inexplic- 
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Fio.  5. — Thermal  curves  of  carbon  and  nickel  steels. 
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FiQ.  6. — Thermal  curves  or  nickel  steels. 
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able  variability  of  critical  points,  as  is  not  unusual,  but  to  actual  con- 
stitutional differences  in  the  metal  due,  no  doubt,  largely  to  previous 
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FlO.   7. — EffBCF  of  RATB  OT  TBMPBRATDBB  CHANGS  ON  THJB  CBITICAL  BANGBS  OF  A 

CABBON   AND  NICXBL  BTBBL. 

Tablb  3. — Intensities  of  Decalescence  and  Recalescence  Effects  Observed 


Sample  No. 

Heating 

First 

Rate  of 
Heating, 

Degrees  C. 

per  Second 

Decalescenoe, 
Degrees  C. 

Rate  of 
Cooling, 

Degrees  C. 

per  Second 

Recalescence, 
Degrees  C. 

F30 

0.09 

None  observed 

0.10 

4.3 

F30 

Second 

0.21 

1.8 

0.21 

3.7 

F30 

Third 

0.16 

1.9 

0.17 

1.8 

C24 

First 

0.19 

None  observed 

0.91 

0.3 

C24 

Second 

0.15 

None  observed 

0.15 

0.2 

C24 

Third 

0.10 

None  observed 

0.10 

0.8 

C24 

Fourth 

0.30 

None  observed 

0.16 

0.5 

C24' 

First 

0.16 

None  observed 

0.16 

None  observed 

C24' 

Second 

0.13 

None  observed 

0.13 

1.0 

C24' 

Third 

0.075 

None  observed 

0.08 

0.4 

C24' 

Fourth 

0.17 

None  observed 

0.16 

1.0 

heat  treatment.  Thus,  the  first  cooling  of  C24  and  C24',  duplicate  sam- 
ples, shows  Ari  6°  and  4?  C,  respectively,  above  the  average.  Microscopic 
examinations  of  the  steel  in  the  initial  state  and  after  taking  the  thermal 
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curves  showed  that  the  structure  in  the  former  condition  was  quite  coarse, 
while  in  the  latter  it  was  very  fine.  The  behavior  of  Art,  for  the  iron- 
carbon  alloy,  in  this  connection,  is  also  peculiar,  the  maximum  being 
distinctly  lower  after  each  successive  heating.  As  yet  a  satisfactory  ex- 
planation of  this  cannot  be  offered.  That  the  Ari  transformation  should  be 
more  susceptible  to  previous  thermal  treatment  than  the  Aci  is  not  sur- 


Maximum 

D  AC2.3         " 

/^  AC2.3    (End),    Ar3. 2  (Beginning) 


0  12  3  4 

Per  Cent  Nickel 

FlQ.  8. — ^EfFECT  of  nickel  on  THB  critical  RANGBS  of  0.40  PBB  CENT.  CABBON 

STBBL. 

prising  in  view  of  the  greater  effect  of  other  variables — ^as  rate  of 
temperature  change  and  composition — on  its  position,  as  shown  in  the 
following  sections. 

The  principal  data  of  Table  2  on  two  of  the  steels  have  been  collected 
in  Fig.  7  to  illustrate  the  effect  of  rate  of  temperature  change.  From  these 
curves,  it  is  apparent  that  the  critical  ranges  Ac  are  much  less  affected 
than  Ar,  but  in  both  cases  they  vary  approximately  linearly  over  the 
range  of  rates  employed.  The  effect  of  rate  is  slight  so  the  values  for 
each  composition  as  given  in  Table  2  are  averaged. 
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These  mean  values,  for  the  points  given  in  Fig.  7,  have  been  plotted 
against  per  cent,  nickel  in  Fig.  8,  the  values  for  zero  nickel  are  those  taken 
from  the  carbon  steel  C24.  The  curves  are  drawn  to  approximate  condi- 
tions for  0.40  per  cent,  carbon  steel  and  an  average  rate  of  temperature 
change  of  0.15^  C.  per  second.  The  structure  of  small  specimens 
quenched  in  water  after  a  10-minute  exposure  at  the  temperature 
indicated  was  determined  by  microscopic  examination.  These  results 
are  indicated  in  Fig.  8  as  triangles,  of  which  the  outlined  ones  represent  a 
purely  martensitic  structure  and  the  solid  ones  martensitic  matrix 
containing  free  f errite. 

From  these  and  other  curves  presented,  the  much  greater  effect  of 
nickel  on  the  Ar  than  on  the  Ac  transformations  is  evident,  but  the  effect 
of  the  other  elements  entering  into  the  composition  of  steel  in  appreciable 
quantities  is  also  quite  marked.  This  is  shown  by  a  comparison  of  the 
results  for  the  synthetic  iron-carbon  alloy  F30  with  the  commercial  car- 
bon steel  C24,  which  has  the  same  carbon  content,  with  silicon  and  man- 
ganese in  addition,  in  approximately  the  same  proportions  as  the  nickel 
steels.  The  combined  effect  of  these  two  elements,  if  the  action  of  phos- 
phorus and  sulfur  is  considered  inappreciable,  is  to  lower  the  Aci  and  Ac$ 
ranges,  as  shown  in  Table  3, 4°  to  5°  C.  and  Act  8®  C,  while  they  lower  the 
Ari  transformation  about  32^  C.  The  lowering  of  Ai  and  At  is  due  to 
the  manganese,  but  its  full  effect  is  neutralized  by  sUicon,  which  has  the 
tendency  to  raise  these  critical  ranges.  It  may  be,  however,  that  both 
elements  contribute  to  the  lowering  of  Act. 

Interpbbtation  and  Application  of  Experimental  Data 

The  methods  of  obtaining  the  temperatures  given  for  the  Aci  trans- 
formation in  hypoeutectoid  steels  are  usually  not  completely  specified 
but,  in  general,  the  temperatures  chosen  are  those  corresponding  to  the 
maximum  of  the  thermal  change  of  the  inverse  rate  or  derived  differential 
heating  curves.  From  the  quenching  experiments  previously  noted,  and 
recorded  in  Fig.  8,  it  is  evident  that  this  point  does  not  represent  a  tem- 
perature of  homogeneous  austenite  solution,  which  exists  only  above  a 
temperature  20**  C.  higher.  This  temperature  corresponds  closely  with 
the  point  on  the  inverse-rate  heating  curves,  here  called  the  end  of  Ac 9. 
This,  then,  is  a  fundamental  temperature  of  heat-treatment  practice 
readily  determinable  by  the  two  most  widely  recognized  methods  of 
metallography,  and  which  should,  therefore,  be  the  temperature  sought 
in  critical-range  determinations  for  the  uniformity  and  standardization 
of  metallographic  practice  and  of  thermal-treatment  specifications. 

The  curves  of  Fig.  8  then  furnish  the  fundamental  data  for  determining 
the  heat  treatment  of  0.40  per  cent,  carbon,  0  to  4  per  cent,  nickel  steels 
and  for  correcting  such  thermal  observations  as  indicate  only  Act  maxi- 
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mum,  but  they  do  not  furnish  any  guide  to  the  treatment  of  steels  differing 
much  in  composition  from  0.40  per  cent,  carbon.  Since  carbon  has  a  much 
more  pronounced  effect  on  the  A  %  ranges  than  nickel,  it  may  be  of  some 
value  to  outline  a  method  of  extrapolation  to  higher  or  lower  carbon  con- 
tend with  a  satisfactory  degree  of  accuracy. 

Since  any  means  of  extrapolation  may  be  expected  to  depend  on  the 
relation  between  the  At  transformation  and  the  carbon  content  of  simple 
steels,  the  curves  representing  the  critical  ranges  on  heating  pure  iron- 
carbon  alloys  have  been  reproduced  in  Fig.  9.    These  are  taken  from  un- 
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published  data  available  at  the  Bureau  of  Standards  and  interpreted  on 
the  same  basis  as  the  curves  presented  here.  The  line  representing  the  end 
of  Act  agrees  within  10**  C.  with  the  observations  of  Howe  and  Levy"  on 
the  microstructure  of  quenched  specimens  of  low-manganese  steels,  so 
from  the  preceding  conclusions  as  to  the  effect  of  ordinary  quantities  of 
manganese  and  silicon  on  the  Ac  ranges,  its  accuracy  is  established  for  car- 
bon steels  well  within  the  limits  required  in  commercial  work. 

From  this  curve,  the  effect  of  various  carbon  contents  for  a  given 
nickel  content  may  be  readily  estimated  on  the  assumption  that  the  curve 
does  not  lose  its  characteristic  form  for  that  nickel  content.  This 
assumption  appears  justifiable  as  nickel  (or  a  nickel  compound)  forms  a 
solid  solution  with  iron  and  does  not  affect  the  constitution  of  the  car- 
bide. To  make,  therefore,  the  proposed  extrapolations,  it  is  necessary 
only  to  correct  for  the  familiar  effect  of  nickel  in  lowering  the  critical 
ranges  and  the  accompanying  effect  of  nickel  in  shifting  the  eutectoid 
ratio. 


"  Howe  and  Levy:  Trans.  (1913)  47,  687. 
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A  consideration  of  the  iron-carbon  diagramy  Fig.  10,  leads  one  to 
expect  the  latter  e£Fect,  a  displacement  of  the  eutectoid  ratio,  as  a  result 
of  the  effect  of  such  elements  as  nickel  and  manganese  in  lowering  the 
critical  ranges.  The  diagram  has  been  reproduced  according  to  the 
usual  form  with  the  exception  that  the  line  SE  has  been  drawn  to  corre- 
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spond  with  the  independent  observations  of  Tschischewsky  and  Schulgin^' 
and  Saldaou  and  of  Goerens"  and  extended  below  Au  Any  lowering'of 
the  lineG05  will  cause  a  corresponding  displacement  of  the  eutectoid  com- 
position, provided  the  line  SE  is  not  likewise  shifted.  The  curves  given 
in  Pig.  8  indicate  that  the  temperature  difference,  AfAi,  will  diminish 
to  zero  in  a  0.40  per  cent,  carbon  steel  with  a  nickel  content  of  approxi- 
mately 12  per  cent.    Hence  such  a  steel  should  be  of  eutectoid  composi- 


!•  TBchischewsky  and  Schulgin:  Jnl.  Iron  and  Steel  Inst.  (1917)  96,  189. 
Saldaou  and  Goerens:  Reo.  de  Met,  (1917)  14,  65. 
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tion,  but  this  cannot  be  verified  directly  by  experiment  as  a  12  per  cent, 
nickel  steel  is  not  pearlitic  on  slow  cooling.  It  is  of  interest  to  note  that 
12  per  cent,  nickel  would  hypothetically  lower  Ari  to  415^  C,  which  is  in 
close  proximity  to  the  line  SE  extended. 

On  the  basis  of  the  preceding  considerations,  it  may  be  stated  that  the 
eutectoid  composition  is  lessened  by  an  amount  equal  to  0.042  per  cent, 
carbon  for  each  1  per  cent,  nickel  present,  which  agrees  very  closely  with 
Bullens.^^  Using  this  value  in  connection  with  the  curves  of  Fig.  9^ 
good  approximation  can  be  made  of  the  effect  of  carbon,  the  nickel  re- 
maining constant,  on  the  critical  ranges  by  moving  these  curves  to  the 
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left  to  correspond  with  the  nickel  content  and  down  in  proportion  to  the 
lowering  effect  of  that  content  on  Aci,  as  given  in  Fig.  8.  This  has  been 
done  in  Fig.  11,  the  curves  of  which  show  the  effect  of  carbon  for  0, 
2,  and  4  per  cent,  nickel  (the  last  nickel  content  is  extrapolated)  on  the 
end  of  the  Act  range,  except,  of  course,  near  the  eutectoid  compositions 
where  the  curves  represent  the  end  of  Aci.  The  justification  for  these 
idealized  curves  lies  in  their  agreement  with  Honda's  values  of  Fig.  1  for 
zero  carbon  and  with  the  values  here  given  for  0.40  per  cent,  carbon  and 
for  the  eutectoid  composition  as  represented  by  the  Aci  transformation. 
The  temperatures  given  for  the  end  of  the  Act  ranges  do  not,  of  course, 
represent  practical  heat-treatment  temperatures.  These  values  are  only 
a  basis  from  which  to  estimate  the  proper  hardem'ng  or  annealing  tem* 


i^BuUens:  ''Steel  and  Its  Heat  Treatment/'  304.     John  Wiley  and  Sons,  N.  Y. 
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perature  for  a  given  composition,  which  temperature  is  influenced  under 
operating  conditions  by  the  mass  of  the  steel  to  be  treated  and  by  the 
time  it  is  subjected  to  the  furnace  temperature.  The  increase  in  harden- 
ing temperatures  necessitated  by  these  factors  is  sufficient  to  give  a 
steep  enough  temperature  gradient  in  the  specimen  being  hardened  by 
the  time  the  Ar  transformations  are  reached  to  insure  thorough 
hardening.  There  is,  however,  no  general  rule  which  covers  the  effect 
of  mass  and  time. 

The  foregoing  discussion  has  been  on  the  basis  of  material  of  known 
composition.  When,  however,  the  composition  is  only  known  to  be 
within  the  limits  prescribed  by  certain  specifications,  allowance  may  be 
necessary  for  the  variation  of  carbon  within  these  limitSi  which  is  usually 
±0.05  per  cent,  carbon.  This  variation  amounts  to  15-20^  C.  for  a 
carbon  content  of  0.40  per  cent,  and  is  increasingly  larger  for  lower  car- 
bons, as  Fig.  11  clearly  shows.  This  would  indicate  that  for  uniformity 
of  product,  the  allowable  variations  in  carbon  content  should  be  kept 
quite  low;  at  least,  for  steels  of  lower  carbon  contents.  This  use  of  too 
wide  allowable  limits  in  the  specification  of  carbon  contents  often  leads 
to  non-uniformity  of  product  or  much  needless  testing.  Recently,  for 
example,  one  of  the  government  departments  has  had  to  resort  to  testing 
a  considerable  quantity  of  formed  bars  for  the  purpose  of  classifying 
them  into  smaller  groups,  according  to  the  carbon  content. 

It  might  be  noted,  with  regard  to  this  problem  of  classifying  nickel 
steels,  that  the  thermal  curves  offer  an  accurate  criterion  for  the  carbon 
and  nickel  content  of  nickel  steels,  assuming  other  things  are  constant, 
as  there  is  only  one  carbon  content  for  a  given  difference  between  A  t 
and  A  %  and  for  one  nickel  content,  which  corresponds  to  a  given  tempera- 
ture of  ill.  The  position  of  An  is  of  considerable  commercial  value  in 
that  it  indicates  the  highest  temperature  at  which  the  annealing  opera- 
tion can  be  arrested  to  substitute  a  more  rapid  cooling,  thereby  increasing 
the  furnace  output. 

SlTHMABT 

The  following  condusions  were  drawn  from  a  survey  of  the  work  of 
previous  investigators  of  nickel  steels: 

1.  The  critical  ranges  Ac»  on  heating  nickel  steek^have  not  been  de- 
termined with  as  high  a  degree  of  accuracy  as  their  industrial  importance 
deserves. 

2.  The  critical  range  Ar^  and  ilr»-t  on  cooling  iron-nickel  alloys  is 
lowered  nearly  linearly  to  absolute  zero  for  about  34  per  cent,  nickel. 

3.  The  critical  range  Ari  and  Ar'  of  the  pearlitic  nickel  steels  is 
lowered  with  increasing  nickel  until  the  region  of  complete  martensitiza- 
tion  is  reached  when  the  transformation  Ar'  alone  is  found  at  a  much 
lower  temperature. 
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The  critical  ranges  were  determined  for  six  commercial  nickel  steete  of 
0.30  to  0.40  per  cent,  carbon,  0.55  to  0.75  per  cent,  manganese,  0.15  to 
0.30  per  cent,  silicon  content  and  nickel  varying  from  0  to  3.5  per  cent., 
together  with  a  pure  iron-carbon  alloy  of  0.40  per  cent,  carbon  content. 
They  appear  to  warrant  the  following  conclusions: 

1.  The  point  on  the  thermal  heating  curve  designated  as  the  end  of 
Acg  IB  the  fundamental  criterion  of  heat-treatment  temperatures,  it 
represents  the  temperature  at  which  all  the  ferrite  is  in  solution,  as 
determined  by  quenching  tests. 

2.  The  Ac 9  range  is  shown  most  sharply  on  the  thermal  curves  at 
slow  rates  of  heating. 

3.  The  effect  of  the  usual  proportions  of  manganese  and  silicon  on  the 
Ac  ranges  is  slight. 

4.  Rate  of  temperature  change  has  only  a  moderate  effect  on  the  tem- 
perature of  the  transformations  over  the  range  investigated. 

5.  The  position  of  the  Ac  ranges  is  more  consistent  than  theAr,  due 
in  part,  at  least,  to  the  slighter  effect  of  the  previous  structural  condition. 

6.  The  Act  transformation  is  evident  only  in  the  two  steels  not  con- 
taining nickel,  which  are  of  0.40  per  cent,  carbon  content,  and  is  lower  in 
the  one  containing  appreciable  amounts  of  manganese  and  silicon.  A 
recalescence  also  is  observed  only  in  these  steels. 

7.  Aci  is  lowered  by  10.5®  C,  Au  by  21.5**  C,  and  the  eutectoid  ratio 
is  decreased  by,  approximately,  0.042  per  cent,  carbon  for  each  1  per  cent, 
nickel  added. 

The  data  given  supply  a  basis  for  the  direct  specification  of  thermal- 
treatment  temperatures  of  0.40  per  cent,  carbon,  0  to  4  per  cent,  nickel 
steels.  Using  the  Ad  range  of  carbon  steels  as  a  basis,  an  approximation 
is  obtained  of  the  effect  of  variable  carbon,  with  nickel  constant.  The 
effect  of  mass  and  time  of  heating  must  be  considered  in  applying  these 
data.  The  0.05  per  cent,  carbon  variation  allowed  in  most  nickelHBteel 
specifications  corresponds  to  a  considerable  variation  in  the  Act  range, 
particularly  for  low-carbon  contents. 

The  author  is  indebted  to  Misses  H.  G.  Movius  and  P.  L.  Thompson 
for  their  competent  aid  in  the  experimental  work. 
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Static  and  Dynamic  Tension  Tests  on  Nickel  Steel* 

J.  J.  Thomas,  t  New  York,  N.  Y.,  and  J.  H.  Nead,}  Middlbtown,   Ohio 

(New  York  Meeting,  February,  1021) 

This  investigation  was  undertaken  to  determine,  if  possible,  the 
relation  between  static  and  dynamic  tensile  tests  as  measured  by  the 
work  required  to  break  test  specimens  slowly,  in  a  tensile  testing  machine, 
and  rapidly,  by  means  of  a  falling  weight.  It  was  hoped  that  the  investi- 
gation would  throw  some  hght  on  the  role  played  by  ductiUty  under 
different   rates   of   application    of   load. 


B 


Fia.  1. — Stress-strain  diagram. 


In  problems  of  design,  it  is  usually  assumed  that  the  moduli  of  elastic- 
ity of  all  steels  are  equal;  viz.,  about  30,000,000.  The  stress-strain 
diagram  within  the  elastic  limit  is  a  straight  line,  as  shown  in  Fig.  1, 
where  OA  is  the  curve  of  a  hard  steel  and  OB  that  of  a  soft  steel.  If  the 
modulus  of  elasticity  is  constant,  as  assumed,  the  slope  of  the  line  OC 

*  The  inyestigation  here  reported  was  carried  out  in  the  early  part  of  1915  at 
Watertown  Arsenal,  Watertown,  Mass.,  when  the  authors  were,  respectively,  Officer 
in  Charge  of  the  Laboratory,  and  Metallurgical  and  Testing  Engineer.  The  report 
is  now  made  public  with  the  approval  of  the  Ordnance  Department,  U.  S.  Army. 

t  Manager,  Fiber  Can  Division,  American  Can  Co. 

i  Metallurgist,  American  Rolling  Mill  Co. 
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is  constant.  Therefore,  whether  a  steel  is  dead  soft  or  glass  hard,  the 
same  load  will  always  elongate  it  the  same  amount  below  the  elastic 
limit.  Also,  as  the  area  under  the  curve  in  the  stress-strain  diagram 
represents  work  done,  the  hard  steel  requires  more  work  to  stress  it  to 
its  elastic  limit  than  does  the  soft  steel. 

As  a  Uberal  factor  of  safety  on  the  elastic  hmit  is  always  used  in 
designing,  the  question  arises:  "Why  not  use  hard  steel  rather  than 
soft  and  thus  obtain  the  advantage  of  the  higher  elastic  limit?"  The 
answer  usually  given  is:  "Because  the  hard  steel  is  brittle  and  will  not 
resist  shock."  Experience  shows  that  the  more  ductile  a  steel  is,  the 
more  able  it  is  to  resist  shock;  impact  tests  on  the  Charpy  impact  testing 
machine  confirm  this.  In  most  engineering  work,  however,  the  factor 
of  safety  is  so  liberal  that  it  does  not  seem  possible  to  stress  the  metal 
beyond  its  elastic  limit.  In  that  case  the  ductility  would  not  appear  to 
be  important,  because  it  does  not  come  into  play  until  the  elastic  limit 
is  passed.  If  the  elastic  limit  were  passed,  a  permanent  set  would  result 
which  would  disturb  the  eqiulibrum  of  the  structure. 

In  the  stress-strain  diagram,  the  work  done  up  to  the  elastic  limit 
will  be  called  the  hypo-elastic  work;  and  that  done  between  the  elastic 
hmit  and  the  point  of  rupture,  the  hyper-elastic  work.  In  the  static 
tensile  test,  it  is  evident  that  the  hypo-elastic  work  is  greater  for  hard 
steel  than  for  soft,  and  the  hyper-elastic  is  probably  less  for  hard  steel. 

The  experiments  described  were  made  in  an  effort  to  obtain 
answers  to  the  following  questions:  Is  the  total  work  of  rupture  more 
or  less  for  the  hard  steel?  How  is  the  total  work  of  rupture  affected  by 
the  speed  of  testing;  that  is,  by  the  rate  of  application  of  load?  Is  the 
modulus  of  elasticity  constant  for  all  steels?  Does  ductility  have  any 
effect  whatever  below  the  elastic  limit  in  the  dynamic  test? 

Five  pieces  of  nickel  steel,  0.505  in.  (12.8  mm.)  in  diameter  and 
10  in.  gage  length,  containing  0.42  per  cent,  carbon,  0.48  per  cent, 
manganese,  0.09  per  cent,  silicon,  0.036  per  cent,  sulfur,  0.035  per  cent, 
phosphorus,  and  3.20  per  cent,  nickel,  were  prepared  as  follows:  One 
piece  was  annealed,  one  was  oil  hardened,  and  three  were  oil  hardened 
and  drawn  to  different  degrees.  These  five  pieces,  representing  steels  of 
var3ring  hardness,  were  then  tested  slowly  in  tension  and  the  stress- 
strain  diagram  plotted.  Five  similar  pieces  were  also  tested  in  an  impact 
machine  with  a  recording  device  for  drawing  the  stress-strain  diagram. 
As  the  ductility  varied  in  the  five  specimens,  it  was  hoped  to  find  the 
effect  of  this  variation  under  static  and  dynamic  loads. 

Descbiption  of  Impact  Machine 

A  general  view  of  the  impact  machine  as  arranged  for  this  test  is 
given  in  Fig.  2.    The  tup  A,  weighing  960  lb.  (435  kg.),  is  connected  to 
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the  crosshead  B  by  the  test  specimen  C.  The  teat  is  made  by  raising  the 
crosehead  and  tup  to  the  upper  position  and  then  releasing  a  hydraulic 
clutch  K,  causing  the  crosshead,  tup,  and  test  specimen  to  fall  as  one 
unit.  After  falling  4.5  ft.  (1.35  m.)  the  crosshead  B  strikes  the  stope  S 
but  the  tup  A  continues  to  fall,  due  to  its  inertia,  and  the  test  specimen  is 
broken  in  tension  by  a  suddenly  applied  load.    A  pencil  P  attached  to 


Fio.  2. — General  view  of  impact  wachine. 

the  tup  A  describes  a  curve  on  a  revolving  drum  D,  the  surface  speed  of 
which  ia  determined  from  a  sine  curve  described  by  a  small  motor  M. 
Fig.  3  shows  the  details  of  the  recording  mechanism.  The  pencil 
P  ie  shown  in  contact  with  the  drum  D  and  the  sine  curve  is  shown  faintly 
at  X.  The  weight  A  falls  between  the  guides  0,  and  when  the  pencil  P 
cornea  into  contact  with  the  revolving  drum  D  it  describes  a  curve 
F^.  4  shows  a  side  view  of  the  recording  apparatufl.    The  motor  T 
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drives  drum  D;  the  curve  described  by  the  falliag  weight  is  ehown 
faintly  at  Z. 

The  time-recording  motor  M  is  operated  as  follows:  At  a  certain 
point  in  the  descent,  a  brass  strip  attached  to  the  falling  weight  makes 
contact  with  two  other  brass  strips  R,  thus  completing  a  circuit  throi^ 
a  magnet  placed  just  behind  the  end  of  a  stylus  attached  to  the  shaft 


Fia.  3. — Front  view  of  recordinq  apparatus. 

of  motor  M  through  a  connecting  rod ;  this  causes  the  stylus  to  move 
sharply  over  and  make  contact  with  the  drun  D.  As  the  motor  M 
revolves,  the  stylus  is  given  a  rapid  reciprocating  motion  in  a  vertical 
plane.  This  vertical  motion,  combined  with  the  horizontal  motion  of 
the  drum,  produces  a  sine  curve  from  which,  the  revolutions  per  minute 
of  the  motor  M  being  determined,  the  surface  speed  of  the  drum  D  can 
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be  calculated.    The  length  of  the  brass  strips  R  is  such  that  the  stylus  is 
in  contact  with  the  drum  for  only  one-half  a  revolution  of  the  drum. 


Fia.  4. — Side  view 

Description  of  Curves 

With  the  test  specimen  in  place  and  the  crosshead  B  resting  on  the 
stops  S,  the  pencil  P  is  allowed  to  touch  the  revolving  drum,  thus  tracing 
the  datum  line  00';  any  subsequent  motion  of  the  pencil  below  this  line 
represents  an  elongation  of  the  test  specimen.  The  entire  system  is  then 
raised  about  3.5  ft.  and  released  by  the  hydraulic  clutch.  During  the 
fall,  the  pencil  records  on  the  revolving  drum  a  parabola  of  free  fall  until 
the  crosshead  B  meets  the  stops  S.  At  this  point  the  reaction  of  the 
test  specimen  retards  the  falling  weight  and  the  curve  becomes  concave 
upwards  until  the  specimen  breaks,  after  which  the  curve  is  another 
parabola  of  free  fall.  It  is  desired  to  determine  the  work  required  to 
break  a  specimen  under  impact.  For  purposes  of  illustration,  the  work 
from  data  on  the  curve  for  test  bar  No.  1,  Fig.  15,  is  calculated. 
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The  motor  M  made  6700  r.p.m.    By  measuring  the  distances  on  the 
sine  curve  and  using  the  formula  ^  "=  7  the  surface  speed  of  the  drum 


Fig.  6. — Work  cubybs. 


Fig.  6. — ^Elongation  cxTBvas. 

was  found  to  be  147.6  in.  per  sec.    By  taking  the  horizontal  and  vertical 
components  of  the  tangent  to  the  curve  at  the  point  where  it  crosses 
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the  datum  line  00',  the  velocity  of  the  falling  weight  at  the  instant  the 
load  was  applied  was  found  to  be  201.8  in.  per  sec.    The  horizontal 

component  was  the  velocity  of  the  surface  of  the  drum.    The  kinetic 

1  1       /      960      \ 

energy  of  the  system  was  therefore  ^MF*  =  «  X  (39  2  y  12/  ^  (201.8)*. 

This  gives  the  actual  energy  in  the  system  at  this  instant;  and  eliminates 
the  question  of  friction  of  guides,  air,  etc. 

By  drawing  a  tangent  at  a  point  5  in.  (12.7  cm.)  below  the  datum  line, 
00'  the  vertical  velocity  is  foxmd  to  be  134.9  in.  per  sec.  The  energy 
absorbed  by  the  test  specimen  is,  therefore, 


Fig.  7. — Reduction  of  abba  cubves. 


where 


E  =  HMVi*  +Wh-  HMVt*  =  HMiVil  -  7,')  +  Wh 

qar\  

=  >^  X  32:2"xT2  ^  ^^^•*'  ""  ^^*®'^  +  (5  X  960) 

=  32,830  in.-lb. 

Vi  =  velocity  at  00'; 

Vt  =  velocity  5  in.  below  00'; 

TF  =  weight  =  9601b.; 

fc  =  5   in.; 

W 


M  s  mass  = 


32.2  X  12 
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The  elongation  was  found  to  be  13.5  per  cent,  for  a  10-in.  (3-m.)  gage 
length,  or  1.35  in.  By  laying  ofif  this  distance  as  indicated,  the  time  the 
load  was  on  the  specimen  was  found  to  be  0.008  second. 

Discussion  op  Results 

Tables  1  and  2,  and  Figs.  5  to  8  summarize  the  results  obtained. 
The  curve  in  Fig.  5  indicates  that  more  work  is  required  to  break  a 
specimen  under  a  rapidly  applied  load  than  under  one  slowly  applied. 
Nickel  steel  that  has  been  quenched  but  not  drawn,  or  drawn  up  to 
300°  C.  is  very  brittle,  and  required  very  little  work  to  break  it  under 
either  a  rapidly  or  slowly  applied  load. 


■jBo 1» Itdd Koo 

Fig.  8. — Static  test. 


The  curves  shown  in  Figs.  6  and  7  indicate  that  the  ductility  is  inde- 
pendent of  the  rate  of  appUcation  of  the  load.  As  work  is  the  product 
of  force  and  distance,  we  must  conclude  that  as  the  elongation  is  the  same 
and  the  work  is  greater,  the  resisting  force  of  the  metal  is  greater  for 
suddenly  applied  loads. 

The  curves  shown  in  Fig.  8  indicate  that  for  a  slowly  applied  load  this 
metal  was  hard  and  brittle  when  drawn  at  temperatures  of  300°  C.  or 
lower.  Beyond  this  point,  however,  a  real  softening  effect  is  obtained. 
For  low  drawing  temperatures,  the  maximum  strength,  jdeld  point,  and 
elastic  limit,  or  limit  of  proportionality,  occur  at  the  same  point,  thus 


J.   J.   THOMAS  AND  J.   H.  NEAD 


125 


8 


a 

a 
P 


b 

! 

d 

s 


I 


•8 
8 

< 


» 

3 


8 
H 

o 

CD 


o 
8 

I 


s 

CO 


00 
CO 

CO 


o  o 


o 


CO 
CO 


o  o 


o 


CO 


«  »H  ^ 

0>  d  CO 


CO 


GO 


CO 


CO  CO  00 
<^  ^  d 


00 
CO 


»0  CO  c^ 

•  o 

CO  o  esi 

1-1  "^  '•^ 


00 

O 

i 


00 


s 


s 


00 

to 

o 

o 

i 

CO 
00 

i 

o 

o 

t- 

!; 

CO 
CO 


•J        00  ,-•  CO  43    H 


CO 


• 


CO 


CO 


CO  C4  00 
lo  I;:  S 


Q 

OB 

> 


OJ  CO  w 

•  o 
o  o  c^ 


a 

o 

CI 


.a 
■a 

o 


o 

8  « 

•.  o 

III 

H  Ph  P:] 


0) 

.a 


CP 

o3 

a 

e3  «M 

•tj    >> 

O   «fi 

.§35 


00 


126  STATIC  AND  DYNAMIC  TENSION  TBSTS  ON  NICKBL  STEEL 

Table  2.— Static  Test 


Drawn  ftt 

Drawn  at 

Drawn  at 

Drawn  at 

Annealed  at 

700'C. 

6(Xy  C. 

ao(r»c. 

0»C. 

826»a 

Maxiinum  load,  lb.  per  sq. 

110,000 

152,000 

156,500 

124,500 

110,000 

in. 

165,500 

Elastic  limit,  lb.  per  sq.  in. 

70,000 

120,000 

156,500 
165,500 

124,500 

55,000 

Yield  point,  lb.  per  sq.  in . . . 

80,000 

130,000 

156,500 
165,500 

124,500 

60,000 

Modulus  of  elasticity 

31,000,000 

28,200,000 

28,200,000 
28,500,000 

26,100,000 

29,400,000 

giving  a  brittle  steel  that  fails  without  warning.  This  may  be  due  to 
internal  strains  that  have  not  been  removed,  or  to  the  hard  marten- 
sitic  structure  of  the  steel.  For  higher  drawing  temperatures  there  is 
a  marked  increase  in  the  ductility,  as  indicated  by  the  curves  in  Figs. 
6  and  7,  and  a  greater  resistance  to  shock,  as  indicated  by  the  curve 
in  Fig.  5. 

Conclusions 

1.  The  curve  in  Fig.  5  indicates  that  for  hard  steels  the  total  work 
of  rupture  is  very  low  under  either  a  slowly  or  a  rapidly  applied  load. 

2.  The  curve  in  Fig.  8  indicates  that  the  modulus  increases  slightly 
with  the  higher  drawing  temperatures;  this  increase  is  probably  too 
slight,  however,  to  have  a  commerical  value. 

3.  If  we  could  be  absolutely  sure  that  the  applied  stresses  would  never 
exceed  the  elastic  limit,  and  that  the  steel  would  never  be  subjected  to  a 
live  load,  we  could  use  a  hard  steel,  and  with  a  smaller  area  obtain  the 
resisting  force  of  a  soft  steel,  due  to  the  higher  elastic  limit.  In  most  pro* 
blems  of  design,  however,  live  loads  will  be  encountered,  either  during 
the  fabrication  of  the  material  or  in  service.  The  curve  shown  in  Fig. 
5  proves  conclusively  that  hard  steels  require  Uttle  work  for  rupture; 
therefore,  any  small  suddenly  applied  load  would  be  sufficient  to  cause 
fracture. 

4.  The  curves  in  Figs.  5  to  7  indicate  that  for  the  low  drawing  tempera- 
tures both  the  ductility  and  the  work  of  rupture  are  very  low.  As 
ductility  increases,  the  work  of  rupture  increases.  For  hard  steels, 
therefore,  a  force,  less  than  the  elastic  limit,  if  applied  with  sufficient 
velocity,  will  develop  enough  kinetic  energy  to  cause  rupture.  For 
example,  the  curve  in  Fig.  8  shows  that  for  a  drawing  temperature  of 
300°  C.  the  elastic  limit  is  160,000  lb.  per  sq.  in.  (11,248  kg.  per  sq.  cm.) ; 
while  the  curve  in  Fig.  5  shows  the  work  of  rupture  to  be  only  3679  in.-lb. 
By  calculation,  it  is  found  that  a  load  of  80,000  lb.  per  sq.  in.,  or  one-half 
of  the  elastic  limit,  if  dropped  from  a  height  of  0.046  in.  will  cause  rupture. 
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It  is  evident,  therefore,  that  force  alone  is  not  the  proper  criterion  by 
which  to  measure  the  strength  of  material.  The  work  unit  is  more 
valuable  as  a  measure  of  strength,  and  as  ductility  is  sn  indication  of 
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the  work  required  to  rupture,  it  is  wtse  to  specify  a  high  ductiUty  for  all 
parts  subject  to  shock. 

Ductility,  as  measured  by  elongation  and  reduction  of  area,  in  the 
ordinary  tension  test,  is  important,  therefore,  not  for  the  part  it  itself 
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plays  but  as  an  indication  of  strength  as  measured  by  work  units.  The 
curves  in  Figs.  5  to  7  indicate  that  steel  is  in  its  best  condition  when 
quenched  and  drawn  just  under  its  critical  temperature. 
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The  curves  given  in  Figs.  9  to  19  illustrate  the  type  of  curve  obtained 
for  the  various  heat  treatments,  for  both  static  and  d3rnamic  loading. 
The  work  of  rupture  for  the  static  tests  was  obtained  by  measuring  the 
area  under  the  stress-strain  curve  by  means  of  a  planimeter. 
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Fig.  9  shows  the  stressHstrain  diagram  for  the  static  tension  test  on 
annealed  test  bar  No.  3:  elongation  was  10.9  per  cent,;  cont.,  40.3  per 
cent.;  work,  23,435  in.-lb.;  E  =  29,400,000.  The  stressnstrain  diagram 
of  the  static  tension  test  on  specimen  No.  6,  which  was  quenched  at 
825^  C.  and  drawn  to  700^  C,  is  shown  in  Fig.  10:  elongation  was  15.3 
per  cent.;  cont.  57.2  per  cent.;  work,  32,227  in.-lb.;  E  =  31,100,000. 
The  stress-strain  diagram  for  the  static  tension  test  of  test  bar  No.  9, 
which  was  quenched  at  825**  C.  and  drawn  to  500*^  C,  is  shown  in  Fig.  11 : 
elongation  was  8.7  per  cent.;  cont.,  51.9  per  cent.;  work,  26,133  in.-lb.; 
E  =  28,200,000. 

Fig.  12  shows  the  stress-strain  diagram  for  the  static  tension  test  on 
test  bar  No.  11,  which  was  quenched  at  825°  C.  and  drawn  to  300°  C: 
elongation  was  0;  cont.,  0;  work,  963  in.-lb.;  E  =  28,500,000.  The 
stress-strain  diagram  for  the  static  tension  test  on  test  bar  No.  12,  which 
had  the  same  treatment  as  bar  No.  11,  is  shown  in  Fig.  13:  elongation,  0; 
cont.,  0;  work,  873  in.-lb.;  E  =  28,200,000.  Test  bar  No.  15  was 
quenched  at  825°  C.  but  not  drawn.  The  stress-strain  diagram  for  the 
static  tension  test  shown  in  Fig.  14  shows  that  the  elongation  was  0; 
cont.,  0;  work,  598  in.-lb.;  E  =  26,100,000. 

Fig.  15  shows  the  curve  of  the  dynamic  test  on  bar  No.  1,  which  was 
annealed.  The  tup  dropped  4.5  ft.,  the  speed  of  drum  was  147.6  in.  per 
sec,  and  the  speed  of  njotor  was  6700  r.p.m.;  elongation  was  13.5  per 
cent.;  cont.,  40.3  per  cent.;  work,  32,830  in.-lb. 

Fig.  16  shows  the  curve  of  the  dynamic  test  on  bar  No.  5,  which  was 
quenched  at  825°  C.  and  drawn  to  700°  C;  elongation  was  14.6  per  cent.; 
cont.,  154.6  per  cent.;  work,  41,300  in.-lb.  The  motor  speed  was  8588 
r.p.m.,  the  speed  of  the  drum  was  128.3  in.  per  sec,  and  the  drop  of  the 
tup  was  4.5  ft.  Fig.  17  shows  the  curve  of  the  dynamic  test  on  bar  No. 
14,  which  was  quenched  at  825°  C.  and  drawn  to  525°  C;  elongation  was 
9.06  per  cent.;  cont.;  49.1  per  cent.;  work,  29,300  in.-lb.  The  motor 
made  8040  r.p.m.  and  the  speed  of  the  driun  was  115.2  in.  per  sec. 
The  curve  of  the  dynamic  test  on  bar  No.  16,  which  was  quenched  at 
825°  C.  and  drawn  to  350°  C,  is  given  in  Fig.  18;  elongation  was  0;  cont., 
0;  work,  3979  jn.-lb.  The  motor  made  7360  r.p.m.  and  the  drum  speed 
was  124.7  in.  per  sec.  Fig.  19  shows  the  curve  of  the  dynamic  test  on 
bar  No.  15A,  which  was  quenched  at  825°  C.  and  not  drawn;  elongation 
was  0;  cont.,  0;  work,  3538  in.-lb.  The  motor  made  7400'r.p.m.  and 
the  speed  of  the  drum  was  198.3  in.  per  sec. 

DISCUSSION 

H.  D.  HmBARD,  Plainfield,  N.  J. — The  question  of  the  work  required 
to  break  a  test  piece  depends  on  what  has  been  called  the  merit  number; 
that  is  the  number  obtained  by  multiplying  the  tensile  strength,  in 
pounds,  by  the  elongation,  in  inches.     That  number  will  show  that  the 
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soft  steels  have  a  much  higher  merit  number  than  the  hard  steels,  and  it 
corresponds  with  the  difficulty  of  breaking  the  piece  of  soft  steel  as  com- 
pared with  that  of  hard  steel.  There  is  a  variation  of  that  merit  nitmber; 
instead  of  multiplying  the  tensile  strength  by  the  elongation^  the  elastic 
limit  is  multiplied  by  the  contraction  of  area;  the  results  are  quite  similar. 

George  F.  Comstock,  Niagara  Falls,  N.  Y.  (written  discussion). — 
The  paper  brings  out  clearly  the  necessity  for  some  ductility  accompany- 
ing a  high  elastic  limit  in  structural  steels,  but  it  does  not  state  that 
''ductility  as  measured  by  elongation  and  reduction  of  area  in  the 
ordinary  tension  test"  is  not  sufficient  alone  to  insure  good  resistance  to 
shock.  It  was  shown  by  S.  L.  Hoyt^  that  two  specimens  of  steel  may 
have  practically  identical  elongation  and  reduction  of  area  in  tension, 
and  yet  one  may  be  much  more  easily  broken  by  impact  than  the  other. 
The  case  of  soft  steel  castings  is  quite  familiar;  it  is  well  known  that  they 
show  good  ductility  in  tension  when  not  annealed,  and  yet  have  low 
shock  resistance  in  an  impact  test  unless  heat-treated  in  some  way,  al- 
though the  heat  treatment  may  not  be  necessary  at  all  for  passing  tensile- 
test  specifications.  Thus,  it  seems  unfortimate  that  the  impression 
should  be  given  by  this  paper  that  good  resistance  to  shock  may  be 
insured  in  all  cases  merely  by  obtaining  high  ductility  in  tension.  This 
may  be  true  for  certain  grades  of  steel,  but  it  has  been  shown  to  be  an 
unsound  idea  for  general  application.  In  order  to  get  a  reliable  measure 
of  shock  resistance,  some  form  of  impact  test  should  be  used,  rather  than 
trusting  solely  to  the  ductility  shown  in  tension. 

A.  G.  ZiMERMANN,*  (written  discussion). — ^The  curves  contain  an 
excellent  summary  of  the  results  obtained  and  Figs.  9  to  19  are  exceed- 
ingly instructive.  The  curves  of  static  work  have  been  based  on  the 
work  done  on  the  specimens  up  to  the  moment  of  rupture.  The  curves 
of  dynamic  stresses,  on  the  contrary,  represent  work  done  by  the  specimen 
and  by  the  960-lb.  tup  through  an  apparently  arbitrary  space  of  5  in. 
The  work  recorded  as  done  by  the  specimens  in  dynamic  test  is,  therefore, 
somewhat  in  error,  and  as  this  error  is  not  constant  the  results  are  not 
exactly  parallel  with  true  conditions. 

Fig.  15  shows  that  after  the  specimen  is  broken,  the  tup  overcomes 
the  deceleration  caused  by  the  specimen,  begins  to  accelerate  uniformly 
(the  curve  again  becomes  a  parabola),  and  gains  the  velocity  noted  at 
5  in.  from  the  stop.  As  the  elongation  of  the  specimens  differs,  as  well 
as  the  decelerations  they  cause,  the  error  in  taking  the  residual  velocity 
at  5  in.  is  variable. 

For  the  purpose  of  illustration,  the  writer  has  endeavored  to  analyze 
the  curve  in  Fig.  15,  and  has  calculated  the  residual  velocity  at  the 

1  Static,   Dynamic,   and   Notch  Toughness,    Trans.    (1920)    62,  486,  Table  1. 
*  Lieutenant  Commander,  U.  S.  Navy. 
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moment  of  rupture  (1.35  in.).  By  the  same  means,  the  velocity  at  5  in. 
was  calculated  to  be  136.8  in.  per  sec,  as  compared  to  the  authors'  134.9 
in.  per  sec,  showing  the  results  to  be  near  enough  to  permit  of  discussion 
based  on  them.  The  velocity  at  the  moment  of  breaking,  then,  was 
foimd  to  be  127.2  in.  per  sec.    The  equation 

1  .  .         960 


^  "  2  ^  32  2"X  12  ^  (201.8*  -  134.9*)  +  (5  X  960)  =  32,830  in-lb. 
would  then  become] 


960 


^  ^  2^  322  X  12  ^  (201.8*  -  127.2*)  +  (1.35  X  960)  =31,795  in-lb. 

Even  with  this  corrected  method,  the  work  done  on  dynamic  speci- 
mens of  this  grade  of  steel  will  generally  be  somewhat  greater  than  on 
static,  so  the  conclusions  drawn  from  Fig.  5  are,  in  general,  correct.  But 
what  does  an  expression  for  the  dynamic  strength  of  steel  in  inch-pounds 
mean  to  the  average  business  man  who  wishes  to  buy  material?  His 
ideas  of  strength  of  material  under  any  conditions  turn  instinctively  to 
the  units  expressing  static  strength  that  have  been  used  for  generations. 
But  if  he  is  given  an  expression,  in  pounds  per  square  inch  of  original 
area,  that  will  be  a  close  approximation  of  the  stress  on  the  specimen  at 
the  moment  of  breaking,  he  has  something  that  he  can  imderstand  and 
can  compare  with  statistics  in  any  handbook. 

The  writer  does  not  believe  that  an  expression  in  pounds  per  square 
inch  is  impossible  to  arrive  at.  In  a  discussion  read  before  the  Institute, 
at  its  Chicago  meeting  in  September,  1919,  he  suggested  that  such  units 
were  feasible  and  outlined  a  method  of  computing  them.  The  evaluation 
in  the  case  under  discussion  is  comparatively  simple,  being 

Stress  =  Force  +  Weight 

=  32T^  12  ^  (^^^-^  "  ^^'^•^)  +  ®^^  "  ^^^'^  '^-  ^^  ^'^^  ^^'  P®^  ^^-  ^°- 

This  is  determined  as  follows  (see  Fig.  15) : 

F  =  Ma 
M  =  mass  of  TT,  960  lb.  tup. 

a  =^  Va  —  Vh  ==  deceleration  (minus  acceleration)  caused  by  speci- 
men. 
Sj  =  F  +  TT 
Va  =  velocity  at  00' 
Vf,  =  velocity  at  1.35" 

Si  =  total  stress  on  specimen  at  moment  of  rupture,  when  it  is  sup- 
porting (or  just  failing  to  support)  weight  W. 

A  similar  piece  of  steel,  in  these  experiments,  had  a  maximum  static 
strength  of  110,000  lb.  per  sq.  in.  and  its  dynamic  strength  is  5,724  lb. 
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per  sq.  in.  These  figures  closely  approximate  the  stress  on  these  speci- 
mens at  the  moment  of  rupture,  referred  to  the  original  cross-sectional 
area  of  the  specimen,  and  identical  results  (within  the  limits  of  experi- 
mental error)  will  be  obtained  from  identical  material  imder  the  same 
conditions  of  test. 

It  is  earnestly  hoped  that  this  country  will  take  the  lead  in  breaking 
away  from  the  mysterious  foot-poimd  notched-bar  units  inherited  from 
foreign  countries  and  will  adopt  a  standard  test  that  gives  a  result  that 
looks  rational  to  the  buyer  and  user  of  material  and  is  a  true  index  of 
what  the  material  has  resisted  under  impact  under  standard  conditions. 
To  accomplish  this,  it  is  but  necessary  to  determine  the  best  height  of 
fall  and  weight  for  all  metals  or  to  assign  two  standards,  one  for  ferrous 
and  one  for  non-ferrous  metals,  as  experiment  proves  wisest.  The  adop- 
tion of  such  standards  will  be  met  with  popular  appreciation  and  will 
consign  the  comparatively  few  statistics  in  inch-poimd,  foot-pound, 
multi-standard  units  to  the  realm  of  purely  technical  research. 

J.  H.  Nead  (author's  reply  to  discussion).  The  first  sentence  at  the 
top  of  page  128,  "The  curves  in  Figs.  5  to  7  indicate  that  steel  is  in  its 
best  physical  condition  when  quenched  and  drawn  just  under  its  critical 
temperature,''  is  meant  to  convey  the  idea  that  steel  is  in  its  best  physical 
condition  for  maximum  strength,  ductility,  and  resistance  to  shock  when 
it  has  been  quenched  from  just  above  the  Az  point  and  reheated  or  drawn 
back  to  just  below  the  Ai  point. 

We  agree  with  Mr.  Comstock  that  ductility  alone  is  not  sufficient  to 
insure  the  best  resistance  to  shock.  We  know  of  other  cases  than  the 
one  mentioned  by  Mr.  Comstock  where  steel  gave  practically  identical 
results  on  the  tension  test  in  both  the  annealed  and  heat-treated  condi- 
tions, but  results  obtained  on  the  Charpy  impact  test  showed  the  heat- 
treated  material  to  be  much  superior  to  the  annealed  material  in  its 
shock-resisting  qualities.  We  believe,  however,  that  good  ductility  on 
the  tensile  test  does  imply  fairly  good  shock  resistance.  This  is  borne  out 
by  many  laboratory  tests  made  by  the  writer  as  well  as  by  the  published 
results  of  others. 

We  are  pleased  to  learn  that  Mr.  Zimmerman's  corrected  method  of 
calculating  the  work  done  on  the  specimens  in  dynamic  tests  verified 
the  conclusions  we  had  reached. 
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The  Coefficient  of  Expansion  of  Alloy  Steels 

Bt  John  A.  Mathsws,*  Ph.  D.,  Sc.  D.,  Stbacubb,  N.  Y. 

(New  York  Meetinc.  Febmary.  1020) 

During  the  prosecution  of  the  aircraft-production  program  in  1917 
and  1918,  the  writer  visited  many  plants  engaged  in  the  manufacture  of 
motors,  planes  and  parts,  in  carrying  out  his  duties  as  chairman  of  the 
Committee  on  Aircraft-engine  Forgings.  On  several  occasions,  when  the 
question  of  expansion  was  discussed,  it  was  noted  that  there  was  con- 
fusion in  the  use  of  the  terms:  the  true  coefficient  of  expansion,  a  physical 
constant,  and  distortion  in  hardening.  One  engineer,  referring  to  a 
steel  shown  in  the  accompanying  table,  stated  that  he  could  not  consider 
it  for  crankshafts  because  of  its  excessive  coefficient  of  expansion,  while 
another  steel,  also  listed  in  the  table,  was  said  to  be  especially  good  be- 
cause it  had  no  coefficient  of  expansion,  since  it  came  out  of  the  oil  bath 
perfectly  straight.  Many  years  ago  one  of  our  employees  designed  a  new 
oil  furnace;  when  asked  what  became  of  the  products  of  combustion,  he 
replied:  "There  ain't  any,  we  burn  them  all  up." 

While  the  coefficient  of  expansion  is  not  without  its  effect  in  volume 
changes  in  hardened  steel,  it  is  not  a  determining  factor  in  the  matter  of 
distortion  and  going  out  of  shape.  Irregular  heating,  uneven  furnace 
bottoms,  and  carelessness  in  withdrawing  the  part  from  the  furnace,  as 
well  as  the  manner  in  which  the  part  enters  the  quenching  bath  are  of 
greater  moment.  Generally  speaking,  also,  steels  of  relatively  low  hard- 
ening temperature  will  distort  less  than  those  requiring  higher  hardening 
heats.  The  coefficient  of  expansion  must  be  considered  in  engineering  de- 
sign most  frequently  when  different  metals  or  alloys  are  used  in  the  same 
construction.  For  example,  the  difference  of  expansion  between  a  steel 
crankshaft  and  an  aluminum  crank  case  might  be  of  real  importance  and 
a  steel  with  no  coefficient  of  expansion  would  be  much  less  desirable  than 
one  with  the  normal  coefficient. 

About  15  years  ago,  the  writer  made  many  determinations  of  the 
coefficient  of  expansion  at  low  temperature  ranges,  usually  between  20^ 
and  100^  C.  Among  the  materials  tested  were:  Pure  forged  electrolytic 
iron,  11.73  parts  per  million  for  1^  C;  cast  aluminum  (99.93  per  cent.  AL), 

*  President,  Halcomb  Steel  Co. 
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23.86;  monel  metal,  13.75;  nickel  steel  (30  per  cent.  Ni.),  13.38;  soft  steel, 
11.09;  commercial  nickel,  12.42.  These  figures  illustrate  a  general  defect 
noticeable  in  much  of  the  published  data,  namely,  complete  analyses  and 
conditions  of  heat  treatment  are  frequently  lacking.  For  example,  the  fol- 
lowing values  are  taken  from  tables  of  physical  constants:  Soft  iron,  12.10; 
wrought  iron,  11.40;  steel,  annealed,  10.95;  steel,  13.22;  nickel,  12.79; 
cast  brass,  17.22;  tempered  steel,  12.40. 

Most  of  these  materials  may  represent  a  wide  variety  of  analyses  and 
a  wide  variety  of  physical  conditions,  and  a  comparison  of  various  tables 
from  different  sources  would  lead  one  to  suspect  that  there  was  likely  to 
be  some  variation  in  the  constants  of  nature.  Few  laboratories  are 
equipped  to  make  these  tests  and,  at  least  until  very  recently,  there  has 
not  been  available  any  commercial  form  of  dilatometer  that  could  be 
used  by  the  average  laboratory  worker.  It  would  not  be  necessary  for 
every  laboratory  to  make  these  determinations  if  the  full  information  were 
available  in  connection  with  the  determinations  that  have  already  been 
made  by  many  able  investigators. 

Through  the  co5peration  and  assistance  of  Major  Heaslet  and  Capt. 
H.  F.  Wood,  of  the  Detroit  Branch  of  the  Aircraft  Production  Depart- 
ment, our  committee  was  assisted  in  securing  various  types  of  alloy 
steels  used  for  crankshafts;  and  in  connection  with  them  we  have  the 
analyses  and  tensile  properties,  also  the  hardness  and  shock-test  values 
in  several  cases.  The  writer  has  supplemented  this  list  with  other  types 
of  alloy  steels  frequently  used  for  axles,  shafts,  etc. ;  all  of  this  material 
has  been  tested  in  a  heat-treated  condition,  which  has  produced  elastic 
properties  between  100,000  and  150,000  lb.  per  sq.  in.  yield  point.  The 
Bureau  of  Standards  co5perated  with  the  committee  and  made  the  actual 
tests  of  coefficient  of  expansion,  which  is  a  sufficient  guarantee  of  the  accu- 
racy of  the  figures  presented.  We  hope  the  complete  data  presented  may 
prove  of  value  to  engineers  and  that  future  authors,  in  presenting  data  on 
the  same  subject,  may  follow  the  example  set.  The  accompanying  table 
shows  mark,  analyses,  tensUe  properties,  hardness,  Izod  figures,  and  the 
coefficient  of  expansion  for  two  ranges  of  heating;  viz.,  25®  to  100°  C.  (77° 
to  212°  F.),  and  25°  to  270°  C.  (77°  to  518°  F.),  the  steels  being  arranged 
in  the  order  of  increasing  coefficients  for  the  wider  range  of  heating. 

Where  exact  heat  treatment  is  not  given,  we  feel  reasonably  certain 
that  the  crankshafts  were  hardened  from  a  temperature  of  about  1550°  F. 
(840°  C.)  and  quenched  in  water  until  black,  after  which  they  were  imme- 
diately put  into  the  drawing  furnace  and  the  temper  drawn  to  about  1050° 
F.  (570°  C).  In  a  few  cases  it  is  possible  that  the  original  quenching  was 
done  in  oil  rather  than  in  water. 

It  wiU  be  noted  that  the  maximum  variation  between  the  highest  and 
the  lowest  coefficient  of  this  widely  differing  group  of  steels  is  only  1.34 
parts  per  million  for  1°C.  PracticaUy  considered,  there  would  be  con- 
siderable difference  between  these  steels  as  to  their  actual  behavior  on 
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quenching  in  regard  to  the  distortion  which  would  take  place,  but  this 
small  difference  in  coefficient  of  expansion  can  hardly  be  considered  as  the 
cause  of  these  differences.  On  the  other  hand,  a  toolnsteel  product  intro 
duced  to  the  American  trade  by  the  writer's  company  many  years  before 
his  connection  with  the  company,  is  practically  free  from  distortion  in 
hardening  and  in  volume  change  after  hardening  and  tempering  yet  it  dis- 
plays a  normal  expansion  upon  heating,  not  differing  in  any  way  from 
that  of  plain  carbon  tool  steel.  It  shows  a  greatly  increasing  rate  of  dila- 
tation upon  heating  up  to  Aci,  but  then  undergoes  the  usual  marked 
contraction  until  decalescence  is  complete,  followed  by  a  new  dilatation 
at  a  greater  rate  than  that  below  Aci,  which  agrees  perfectly  with  Le 
Chatelier's'  observations  upon  the  behavior  of  carbon  steels  referred  to 
previously  by  the  writer.*  The  fact  that  this  product  holds  its  shape 
more  nearly  than  any  other  tool-steel  product  and  undergoes  almost  no 
volume  change  when  properly  hardened,  peculiarly  adapts  it  to  a  wide 
variety  of  uses  in  the  tool  room  and  shop.  That  it  met  a  pressing  need 
is  further  shown  by  the  fact  that  a  steel  of  this  type  is  now  made  by 
nearly  every  manufacturer  of  tool  steel.  As  the  writer  was  not  con- 
nected with  the  original  development  of  this  product  he  may  be  par- 
doned if  he  expresses  an  opinion  that  its  properties  are  of  interest  second 
only  in  importance  to  the  invention  of  high-speed  steel. 

The  low-carbon  chromium-nickel  steels  undergo  normal  expansion  on 
heating,  yet  in  one  instance  fairly  large  and  intricate  gears  for  airplane 
use  were  made  from  this  type  of  steel.  They  were  so  well  handled,  in  the 
hardening  and  subsequent  treatment,  that  they  showed  no  warpage  or  dis- 
tortion and  required  no  straightening  or  grinding  after  the  heat  treatment. 
This  result  was  due  to  the  'skill  of  the  operator,  as  the  gears  were  not 
hardened  in  dies  or  with  a  gear-hardening  machine.  As  they  were  for 
airplane  use,  they  were  very  light  and  of  a  construction  very  apt  to  cause 
trouble  unless  the  greatest  care  was  exercised  in  the  treatment.  This  again 
illustrates  the  fact  that  the  coefficient  of  expansion,  in  itself,  is  not  a 
primary  cause  of  distortion  in  heat  treatment,  although,  in  general, 
hardening  from  a  temperature  just  about  that  at  which  the  maidmum 
contraction  takes  place  at  decalescence  would  tend  to  improve  the  final 
results  of  hardening  so  far  as  distortion  is  concerned;  this  practice  is 
now  in  use  in  some  progressive  plants  where  the  end  of  decalescence 
is  directly  determined  from  pieces  in  the  furnace  rather  than  by  relying 
upon  the  reading  of  the  pyrometer  located  at  a  more  or  less  remote  spot 
in  the  furnace. 


>  "Contribution  k  I'fitude  des  Alliages,"  386. 

■  J.  A.  Mathews  and  H.  J.  Stagg:  Factors  in  Hardening  Too)  Steel.     Trans,  Amer. 
Soc.  Mech.  Engrs.  (1914)  845. 
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Molybdenum  Steels 

Bt  John  A.  Mathbwb/  Ph.  D.,  Sc.  D.,  Pitibbubgh,  Pa. 

(New  York  Meetins.  Febniaiy,  1921) 

It  is  twenty  years  since  the  writer  made  his  first  molybdenum  steels 
and  others  were  making  them  commercially  five  years  earlier  but  the 
prevailing  opinion  seems  to  be  that  molybdenum  steels  are  new;  from 
time  to  time  the  daily  press  speaks  of  important  discoveries  in  Europe 
and  intimates  that  American  steel  makers  have  much  to  learn  in  regard 
to  alloy  steels.  The  earlier  experiments  were  largely  confined  to  the  use 
of  relatively  high  percentages  of  molybdenum  in  tool  steels  and  perma- 
nent magnet  steels.  Recent  developments  deal  with  the  types  of  alloy 
structural  steels  used  for  airplane,  automobile,  and  other  engineering 
requirements;  in  these,  the  molybdenum  content  is  usually  less  than  1 
per  cent.  The  earlier  types  generally  have  been  unsuccessful  com- 
mercially, but  the  newer  types  of  steels  are  becoming  of  increasing 
importance. 

The  war  showed  our  dependence  on  foreign  sources  for  alloying  metals; 
molybdenimi  alone  is  widely  distributed  in  the  United  States  and  seem- 
ingly abundant.  Many  deposits  are  not  now  of  commercial  interest, 
owing  to  location  and  relatively  small  amount  of  ore  available,  but  other 
deposits  are  being  developed  and  a  stable  source  of  supply  seems  well 
assured. 

In  tool  and  magnet  steels,  it  was  early  found  that  1  part  of  molyb- 
denum was  equivalent  to  from  2  to  2.5  parts  of  tungsten.  The  perma- 
nent magnet  steels  investigated  by  Madame  Curie,  ^  in  1898,  contained 
from  3.36  to  4.05  per  cent,  molybdenum;  in  1902,  Dr.  E.  L.  French  and 
the  writer  thoroughly  tested  steels  containing  from  2.0  to  4.0  per  cent. 
These  steels  gave  satisfactory  tests  for  permanence,  but  were  low  in  resi- 
dual density  and  much  more  sensitive  to  hardening  than  the  corresponding 
tungsten  products.  We  discontinued  work  with  them,  therefore,  and 
have  no  advice  that  such  steels  have  been  used  commercially  here  or 
abroad. 

Prior  to  the  development  of  the  Taylor- White  process  and  the  modem 
high-speed  steels,  air-hardening  steels  were  in  general  use.    These  were 

*  President,  Crucible  Steel  Co.  of  America. 

>  BuU,  Soc.  d'Encourage.  Find.  Natle.  (Jan.,  1898). 
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high  in  carbon  and  usually  contained  tungsten  and  chromium,  the  latter 
having  replaced  the  manganese  of  the  original  Mushet  air-hardening 
steels.  Later,  the  tungsten  content  was  frequently  replaced  by  molyb- 
denum. An  air-hardening  steel  largely  used  had  the  following  analysis: 
carbon,  1.75  to  2.00  per  cent.;  molybdenum,  3.76  to  4.25  per  cent.; 
chromium,  3.75  to  4.25  per  cent. 

In  the  earlier  years  of  the  twentieth  century,  high-speed  steels  quickly 
displaced  the  air-hardening  steels.  Most  of  the  manufacturers  confined 
their  efforts  to  tungsten-chromiiun  combinations,  but  in  America  deter- 
mined efforts  were  made  to  use  molybdenum  instead  of  tungsten.  At 
the  time  that  one  European  metallurgist  was  claiming  that  steel  containing 
over  6  per  cent,  molybdenum  could  not  be  rolled,  we  were  commercially 
rolling  large  quantities  of  a  steel  containing  over  9  per  cent,  molybdenum 
and  had  successfully  rolled  steel  containing  up  to  15  per  cent.  The  use 
of  molybdenum  above  6  per  cent,  was  patented,^  as  was  the  use  of  vana- 
dium with  either  tungsten  or  molybdeniun  in  high-speed  steel.*  So  far 
as  molybdenum  was  concerned,  the  manufacture  of  these  steels  was  dis- 
continued almost  before  the  patents  had  been  allowed.  One  of  these 
patents  has  now  expired,  but  "discoveries"  of  chrome-molybdenum- 
vanadium  steel  and  molybdenum-vanadium  steel  for  high-speed  purposes 
were  recently  announced.  Both  of  these  types  of  steels  were  made 
and  abandoned  nearly  20  years  ago,  as  they  were  found,  after  very 
exhaustive  experiments  and  tests,  to  be  unsatisfactory  both  to  manu- 
facturer and  in  use.  Occasionally  these  steels  gave  extraordinarUy  good 
service,  as  measured  by  the  standards  of  that  time,  which  were  much 
below  the  present  standards  of  the  leading  high-speed  steels.  However, 
notwithstanding  the  discouraging  results  of  the  earlier  experiments,  the 
writer  has  felt  that  some  time  we  should  have  to  use  molybdenum, 
due  to  shortage  of  tungsten,  or  for  other  economic  reasons,  and  from 
time  to  time  during  the  past  20  years  we  have  repeated  oiu*  experi- 
ments with  these  steels,  with  the  hope  that  the  general  advancement 
in  the  art  of  manufactmre  might  help  us  to  overcome  the  earlier  diffi- 
culties and  objectionable  features. 

One  of  the  principal  difficulties  with  molybdenum  in  high-speed  steel 
is  its  tendency  to  volatilize  at  the  high  temperatures  necessary  in  the 
working  and  hardening  of  the  steel.  Indeed,  it  is  possible  to  detect  high 
molybdenum  steels  under  the  hammer  by  the  light  yellow  smoke  arising, 
which  is  probably  due  to  the  oxide  of  molybdenum. 

After  prolonged  or  excessive  heating,  a  well-defined  zone  on  the 
outside  of  the  bars  or  tools  is  entirely  different  from  the  interior  in 
structure,  and  as  a  result,  finished  tools,  such  as  drills  and  cutters. 


s  C.  H.  Halcomb:  U.  S.  Patent  722504  (March  10,  1903). 
s  J.  A.  Mathews:  U.  S.  Patent  779171  (Jan.  8,  1905). 
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which  cannot  be  given  the  grinding  permissible  with  lathe  tools  are 
not  satisfactory;  this  has  greatly  limited  the  use  of  molybdenum  high- 
8i>eed  steels.  Both  vanadiiun  and  cobalt  have  been  tried  in  an  endeavor 
to  overcome  this  difficulty.  Recently  it  was  stated  that  cobalt  and 
vanadium  are  "stabilizers"  for  molybdenum,  but  the  writer  has  seen 
no  evidence  to  confirm  these  claims.  On  the  other  hand,  molybdenum 
high-speed  steel  containing  either  or  both  of  these  elements  has  shown 
the  defect  in  a  marked  degree.  Some  experiments  now  in  progress 
promise  more  satisfactory  results  but  it  has  not  been  determined 
whether  our  ''stabilizer"  in  any  way  impairs  the  cutting  qualities. 

Cobalt-molybdenum-vanadium  high-speed  steel  was  made  and  aban- 
doned in  America  before  the  beginning  of  the  European  war,  for  it  was 
found  inferior  to  the  regular  tungsten-vanadium  steel  products  with 
or  without  cobalt.  After  reading  recently  that  cobalt-molybdenum- 
vanadium  high-speed  steel  was  the  latest  foreign  contribution  to  tool- 
steel  metallurgy,  some  of  the  cobalt-molybdenum-vanadium  material 
made  in  1914,  some  ingots  made  along  similar  lines  in  1919,  and  some 
of  the  European  steel  were  used  in  exhaustive  and  carefully  conducted 
tests  made  by  the  Halcomb  Steel  Co.,  in  which  the  leading  brands 
of  American  and  foreign  manufacture  were  used.  The  molybdenum 
products  failed  to  give  satisfactory  results  and  were  rated  much  below 
the  standard  tungsten  high-speed  steels  on  the  market  today. 

For  the  modem  developments  in  the  use  of  molybdenum,  we  are 
greatly  indebted  to  C.  Harold  Wills,  of  Mar3rsville,  Mich.  Having 
become  convinced  that  there  was  abundant  ore  in  this  country,  he 
experimented  with  molybdenum  in  a  great  variety  of  combinations. 
Much  has  been  published  regarding  the  physical  properties  and  suggested 
types  of  molybdenum-alloy  steels  but  we  would  refer  to  the  papers 
by  Dr.  Geo.  W.  Sargent,*  J.  D.  Cutter,*  and  Chas.  McKnight, 
Jr.,*  the  booklet  entitled  "Molybdenum  Commercial  Steels"  by 
the  Climax  Molybdenum  Co.  and  the  booklet  of  the  Crucible 
Steel  Co.  of  America  entitled  "Almo  Steels."  While  much  of  this 
material  is  propaganda,  it  is  based  on  experiments  made  in  our  own 
laboratories  and  plants,  in  those  of  the  Carbon  Steel  Co.,  United  Alloy 
Steel  Co.  and  by  Messrs.  Wills  and  Chandler,  formerly  with  the  Ford 
Motor  Co.  The  paper  by  Doctor  Sargent  refers  to  the  work  of  Guillet, 
Saladin,  Swinden  and  Giolitti  in  reference  to  prior  use  and  manuf actiu^ 
of  chrome-molybdenum  steels  of  somewhat  similar  types  to  those  in 
which  interest  is  now  centered.    Mr.  Cutter's  paper  proposes  the  use 

*  Molybdenum  as  an  Allosring  Element  in  Structural  Steels.    Amer.  Soc.  Test. 
Mat.  (1920). 

*  Suggested  Method  for  Determining  Comparative  Efficiency  of  Certain  Combina- 
tions of  Alloy  Steels.    Tratu.  Amer.  Soc.  Steel  Treat.  (1920)  1,  18S. 

*  Molybdenum  Steels.    TroM.  Amer.  Soc.  Steel  Treat.  (1921). 
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of  a  merit  index  for  the  comparison  of  different  steels,  and  makes 
use  of  a  formula  in  which  the  elastic  limit,  ultimate  strength,  elonga- 
tion and  reduction  are  all  taken  into  consideration.  A  similar  suggestion 
appears  in  the  booklet  ''Almo  Steels,"  in  which  the  formula  is  limited 
to  the  tensile  elastic  limit  and  reduction  of  area. 

In  the  mills,  molybdenum  steel  has  been  found  to  work  satisfactorily, 
being  relatively  as  free  from  seams  and  similar  defects  as  the  older  types 
of  alloy  steels;  it  is  also  freer  from  thick  and  tenacious  scale  than  are  the 
nickel  and  chrome-nickel  types.  It  seems  to  flow  readily,  particularly 
in  drop  f orgings,  and  can  be  worked  over  quite  a  wide  range  of  tempera- 
ture, say,  from  2100^  to  2500°  F.  (1150  to  1370**  C),  though  the  higher 
temperature  would  not  be  recommended  for  steel  containing  above  0.25 
to  0.30  per  cent,  carbon. 

The  steel  seems  to  have  a  wide  safe  heat-treatment  range,  as  measured 
by  static  tests.  But  it  is  not  advisable  to  stress  this  point  as  it  leads 
to  carelessness  in  heat  treatment.  In  addition,  it  has  been  found  that 
static  tests  are  somewhat  misleading  in  this  regard.  While  many 
steels  of  high  quality  can  be  forged  or  heat  treated  through  a  consid- 
erable range  of  temperature  without  apparent  loss  in  static  qualities, 
dynamic  or  shock  tests  seem  to  indicate  that  for  every  steel  there  is  a 
temperature  at  which  the  maximum  of  static  and  dynamic  qualities  are 
obtained.  Shock-test  methods  in  this  regard  are  of  especial  value  in 
supplementing  our  knowledge  of  materials  or  even  in  detecting  faulty 
heat  treatments  that  static  tests  do  not  show.  Molybdenum  steels  seem 
to  machine  more  readily  at  a  given  Brinell  hardness  than  do  other  steels. 
This  would  mean,  of  course,  that  parts  that  must  be  heat  treated  and 
machined  afterwards  could  be  utilized  in  a  state  showing  higher  physical 
properties  than  have  been  customarily  obtainable.  The  physical  prop- 
erty on  which  molybdeniun  seems  to  exert  most  effect  is  the  reduction  of 
area,  which  is  usually  considered  a  good  measure  of  toughness. 

Molybdenum,  particularly  in  conjunction  with  chromium,  seems  to 
confer  the  property  of  deep  hardening.  This  is  to  be  expected  from  the 
observation  that  molybdenum  steels  resist  the  drawing  temperature  to 
quite  an  unusual  degree.  In  other  words,  they  require  a  higher  drawing 
temperature  to  reduce  the  physical  properties  by  the  same  amount  that 
they  would  be  reduced  in  similar  steels  without  the  presence  of  molyb- 
denum. This  indicates  that  molybdenum  tends  to  keep  the  carbon  in 
steel  in  the  combined  or  martensitic  form,  and  when  in  that  condition 
to  retard  its  passage  to  the  sorbitic  or  troostitic  state.  Some  years  ago 
the  writer  sent  to  Prof.  H.  C.  H.  Carpenter,^  then  at  the  National  Phys- 
ical Laboratory  of  Great  Britain,  a  chrome-molybdenum  steel  together 

^  H.  C.  H.  Carpenter:  Tempering  and  Cutting  Tests  of  Highnspeed  Steels.  Jn7. 
Iron  and  Steel  Inst.  (No.  3,  1906)  71,  377. 
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with  a  variety  of  commercial  highnspeed  steels  for  use  in  his  investiga- 
tions upon  the  drawing  or  softening  of  hardened  highnspeed  steels.  This 
particular  steel  contained  but  4  per  cent,  of  molybdenum,  3  per  cent, 
of  chromium,  and  about  0.47  per  cent,  carbon,  yet  it  resisted  the  draw- 
back temperature,  as  measured  by  Professor  Carpenter's  etching  method, 
to  a  greater  extent  than  any  of  the  commercial  tungsten  high-speed  steels 
used  by  him,  whether  of  American  or  British  manufacture. 

It  is  possibly  too  early  to  make  predictions,  but  the  writer  believes 
that  molybdenum  has  established  for  itself  a  permanent  place  among  the 
alloy  steels  f oimd  useful  to  the  airplane,  automobile  and  general  engineer- 
ing trades.  It  wiQ  not  wholly  displace  any  other  type  of  steel,  but  the 
effect  of  improvements  of  this  kind  and  new  products  has  been  rather  to 
extend  the  field  of  usefulness  than  to  eliminate  products  of  previously 
demonstrated  merit.  The  Bessemer  and  open-hearth  processes,  and  the 
electric  furnace  have  not  displaced  the  original  crucible  cast  steel  business. 
The  demand  for  steels  made  by  each  method  has  arisen  with  the 
process  itself. 

Not  only  does  molybdenum  below  1  per  cent,  give  no  trouble  from 
volatilization,  but  it  may  be  recovered  from  scrap  when  remelted  in  the 
open-hearth  furnace  to  a  large  extent. 

DISCUSSION 

J.  D.  Cutter,  New  York,  N.  Y.  (written  discussion). — In  his  dis- 
cussion of  the  characteristics  of  molybdenum  structural  steels.  Doctor 
Mathews  has  covered  all  the  outstanding  qualities  of  these  steels  that 
have  come  under  the  observation  of  the  writer,  except  perhaps  the  fact 
that  such  impact  tests  as  have  been  made  have  been  favorable.  Doctor 
Mathews  believes  that  these  steels  will  not  entirely  replace  any  of  the 
older  alloy  steels  but  that  they  will  supplement  and  enlarge  the  sphere 
of  usefulness  of  alloy  steels  in  general.  An  illustration  is  the  apparently 
marked  adaptability  of  some  molybdenum  steels  for  sheet-metal  parts, 
such  as  automobile  frames,  axle  housings,  rims,  etc.,  a  field  in  which 
the  other  alloy  steels  have  not  played  a  prominent  part. 

In  this  connection,  the  thought  presents  itself  that  perhaps  the 
movement  toward  standardization  of  steel  specifications  should  be 
carried  a  step  farther  and  a  single  type  of  alloy  steel  be  agreed  upon  as 
standard.  Of  course,  such  a  standard  would  apply  only  for  general 
purposes;  there  are  many  special  cases  where  the  fitness  of  a  particular 
type  of  steel  is  unquestioned.  Widely  differing  types  of  steel  are  now 
being  used  to  meet  almost  identical  conditions  and  the  preferance  of 
steel  users  for  this  or  that  type  of  alloy  steel  often  is  not  based  on  funda- 
mentals. The  writer  does  not  think  that  the  time  is  ripe  for  such  a  move 
but  offers  this  idea  as  a  possible  development  of  the  future. 
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J.  W.  Richards,*  South  Bethlehem,  Pa. — A  large  maker  of  molyb- 
denum steels  said  that  he  could  put  molybdenum  into  steel  with  less 
loss  by  using  a  molybdate  salt  than  by  using  ferro-molybdenum.  When 
we  consider  that  in  making  ferro-molybdenum  there  is  considerable 
loss  in  the  electric  furnace  in  which  the  ferro-molybdenum  is  made,  the 
total  loss  of  molybdenum  should  be  much  less  when  the  oxidized  com- 
pound is  used  directly,  if  it  is  efficiently  reduced  by  the  steel. 

George  Wm.  SARGENT,t  Pittsburgh,  Pa.  (written  discussion). — 
From  the  steel  makers'  point  of  view,  as  Doctor  Mathews  points  out, 
the  structural  molybdenum  steels  are  most  desirable  to  manufacture,  no 
unusual  difficulties  presenting  themselves  from  the  melting  to  the 
finished  bar.  The  final  yield  is  as  great,  even  greater,  than  in  the  case 
of  carbon  steels;  furthermore,  there  is  no  loss  of  molybdenum  in  the 
remelting  of  the  scrap.  The  forging  is  attended  with  no  exceptional 
features  and  the  machining  properties  are  excellent.  The  heat  treatment 
is  accomplished  with  greater  ease,  due  to  the  wide  range  of  temperature 
to  which  these  steels  may  be  heated  before  quenching,  without  deleteri- 
ously  affecting  the  physical  properties;  and  the  effect  of  a  greater  varia- 
tion in  the  drawing  back,  or  annealing,  temperature  is  less  marked  on 
the  physical  characteristics.  As  rolled  by  the  producing  mills,  the  tensile- 
test  values  are  higher  and  more  uniform  even  than  carbon  steels. 

The  Government  tests  of  armor  plate  have  shown  that  for  resistance 
to  the  passage  of  the  projectile,  these  chrome-molybdeniun  steels  surpass 
chrome-nickel  and  other  alloy  steels.  The  tensile-test  values  from  the 
transverse  and  longitudinal  specimens  are  so  nearly  the  same  that  the 
most  satisfactory  gims  and  other  armament  equipment  requiring  such 
similar  characteristics  have  been  made  of  these  steels.  Observation  has 
shown  that  where  the  tensile-test  values  in  the  longitudinal  and  trans- 
verse test  specimens  are  close  to  each  other,  the  resistance  to  shock  is 
usuaUy  good. 

Automobile  springs  of  chrome-molybdenum  steels  have  demon- 
strated their  superiority  to  the  Other  alloy  steels,  not  only  in  the  static 
and  laboratory  tests,  but  also  in  service.  Gears,  connecting-rods,  and 
crankshafts  have  proved  most  efficient  when  made  from  steel  con- 
taining, in  addition  to  molybdenum,  either  chrome  or  nickel,  or  both, 
though  the  chrome-molybdenum  combination  offers  the  greater  ease  of 
manufacture. 

Doctor  Mathews,  referring  to  the  effect  of  molybdenum,  states  that  a 
tendency  is  indicated  to  keep  the  carbon  in  the  combined  or  martensitic 
form,  and  when  the  carbon  is  in  that  condition,  molybdenum  retards  its 
passage  to  the  sorbitic  or  troostitic  state.    Whether  this  is  the  case. 


•  Professor  of  Metallurgy,  Lehigh  University, 
t  President,  Molybdenum  Ck>rpn.  of  America. 
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or  whether  the  molybdenum  retards  the  formation  of  ferrite  or  pearlite, 
preserving  a  martensitic  or  sorbitic  state  through  a  longer  range  of  anneal- 
ing temperature,  is  of  no  consequence,  except  from  a  scientific  point  of 
view.  The  result  of  the  addition  of  molybdenum  is  a  product  that 
offers  a  solution  to  some  of  the  difficult  problems  now  confronting  the 
users  of  steel. 

The  railroads  with  their  heavy  locomotives  and  larger  freight  cars 
have  about  reached  the  practical  limit  of  section  and  carbon  content  in  the 
steel  rail;  in  fact,  it  would  seem  that  these  limits  have  been  exceeded,  if 
my  deductions  made  from  the  reports  of  various  investigators*  are 
correct.  The  heavy  rail  sections  are  almost  impossible  to  roll  and 
finish  at  the  imifonn  low  temperature  required  to  give  a  homogeneous 
fine  grain  structiu'e  with  the  high  carbon  steel  necessarily  used  to  give  the 
required  carrying  capacity  and  wearing  properties.  Under  service  con- 
ditions, such  rails  develop  interior  defects  that  become  fissures  and  even- 
tually cause  sudden  breakage.  Molybdenum,  particularly  in  the 
presence  of  chromium,  tends  to  give  a  product  with  a  higher  elastic 
limit.  A  lower  carbon  may,  therefore,  be  employed,  which  would  give 
a  fine  homogeneous  uniform  grain  structure  with  the  high  finishing 
temperatures  necessary  to  the  manufacture  of  rails  of  large  section. 
The  following  tensile-test  values  are  of  interest  in  this  connection: 

Tbnsilb  Elastic  Elongation        RaDucnoN 

Strbnoth,  LnoT,  in  2  In.,  of  Abba, 

Lb.  pbb  Sq.  In.   Lb.  pbb  Sq.  In.      Pbb  Cbnt.  Pbb  Cbnt. 

No.  1  chrome-molybdenum,  as 

roUed,  1  in.  round 140,000  105,000  15.0  32.0 

No.  2  nickel-molybdenum,  as 

rolled,  1  in.  round 120,000  93,000  18.0  39.0 

Analysis 

Cabbon,      Chbomium,       Nicxbl,     Moltbdbnum 
Pbb  Cbnt.      Pbb  Cbnt.      Pbb  Cbnt.      Pbb  Cbnt. 

No.l 0.40        1.00        ....        0.35 

No.2 0.40        ....         1.50        0.40 


Rails,  therefore,  of  the  carbon  content  in  vogue  when  80  lb.  was  a 
large  section  (0.50  to  0.60  per  cent.)  with  0.50  per  cent,  chromium  and 
0.25  per  cent,  molybdenum  could  be  readily  rolled  and  finished  at  the 
necessarily  high  temperature  required  for  the  130-lb.  section,  producing 
a  uniform  fine  grain  and  with  an  elastic  limit  in  excess  of  the  0.80  per 
cent,  carbon  steel  now  in  use.  There  would  also  be  a  corresponding  in- 
crease of  hardness.  Such  rails  would  have  higher  carrying  capacity 
and  offer  less  chance  for  the  development  of  interior  defects  unde 


1 1  refer  particularly  to  the  work  of  F.  M.  Waring  and  K.  E.  Hofammann:  A.  S.  T. 
M.  (1920),  Pt.  2,  182;  James  E.  Howard,  A.  S.  T.  M.  (1920),  Pt.  2,  44;  and  the  in- 
vestigations by  the  American  Railway  Association. 
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service  conditions  and  greater  resistance  to  wear.  Such  rails  would  be 
tougher  and,  before  failure,  would  give  previous  surface  indications. 
The  first  cost  of  rails  of  this  composition  would  be  higher  than  those 
made  of  straight  carbon  steel,  but  the  results  obtained  from  the  chrome- 
molybdenum  steel  rails  would  make  them  even  cheaper  in  the  long  run, 
not  to  mention  the  security  obtained  through  their  use. 

The  tensile-test  value  of  ferrite  and  pearlite  is  low  compared  to  that 
of  semi-martensite  or  sorbite,  the  characteristic  not  only  of  molybdenum 
steels,  but  also  of  the  tungsten  and  some  of  the  higher  chrome-nickel 
steels.  Nickel  and  chrome-nickel  steels  have  been  used  for  rails,  but 
the  service  tests  were  a  disappointment  for  the  reason  that  nickel,  while 
it  toughens,  does  not  harden  and  it  is  necessary  to  keep  the  carbon 
content  that  of  the  normal  straight  carbon  rail.  The  manufacturing 
difficulties,  in  addition,  were  such  that  sound  rails  were  not  always  pro- 
duced and  the  proposition,  therefore,  was  not  safe.  This  is  but  one 
case  where  molybdenmn  will  extend  the  field  of  alloy  steels. 

Chrome-molybdenum  steels  are  no  more  difficult  to  manufacture 
than  low  straight  carbon  steels,  as  has  already  been  pointed  out  by 
Doctor  Mathews  and  others. 

On  account  of  the  greater  tensile-test  values  obtainable  from  the 
chrome-molybdenum  steels,  as  rolled,  this  material  would  seem  to 
be  especially  suited  to  a  certain  type  of  bridges,  notably  the  suspension 
of  long  span,  whether  constructed  of  eyebars  or  of  cables.  In  such, 
weight  is  an  important  factor  and  the  loading  to  a  degree  of  approaching 
elastic  limit  is  permissible.  J.  A.  L.  Waddell*  states  ''An  ideal  struc- 
tural material  is  an  alloy  steel  to  which  the  name  chromol  steel  has  been 
given,  having  the  following  composition:  0.25  per  cent,  carbon,  0.75 
per  cent,  manganese,  0.75  per  cent,  chrome,  and  0.75  per  cent,  molyb- 
denum." 

The  addition  of  molybdenum  to  cast  iron  apparently  increases 
the  tensile-test  values  and  resistance  to  shock,  and  at  the  same  time  it 
improves  the  machining  qualities.  In  cast  iron  made  with  steel  scrap 
addition,  exceptional  improvement  is  noted.  Malleable  castings  thus 
made  are  exceptionally  strong  and  tough. 

*  Comparative  Value  of  Various  Structural  Steels  for  Bridge  Building.  Genie 
Civil  (1920)  77,  74. 
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An  Experiment  in  One-piece  Gun  Construction 

Bt  p.  W.  Bridgman,*  Cambridge,  Mass. 

(New  York  Meeting  Febniary,  1020> 

During  the  war,  the  Navy  undertook  the  construction,  under  my 
direction,  of  an  experimental  gun  embod3ring  features  designed  to  lessen 
the  cost  and  time  of  production.  These  experiments  were  initiated  after 
representations  as  to  their  desirability  had  been  offered  by  myself,  by 
the  Naval  Consulting  Board,  and  by  the  National  Research  CJouncil. 
The  first  drawings  were  made  in  June,  1917,  and  the  experiment  was 
completed  in  November,  1918. 

For  the  sake  of  clearness  it  will  pay  to  recapitulate  briefly  the  funda- 
mental idea  of  gun  construction.  It  is  well  known  that  if  a  hollow  cylin- 
der is  subjected  to  internal  fluid  pressure,  the  maximum  stress  occurs  in 
liie  inside  layers,  the  outer  parts  carrying  much  less  than  their  due  share 
of  the  stress.  This  inequahty  of  stress  is  more  pronounced  the  thicker 
the  walls  of  the  cylinder.  If  such  a  cylinder  is  pushed  to  the  elastic 
limit,  failure  in  elasticity  will  take  place  long  before  the  outer  layers  have 
reached  the  limit  of  their  capacity.  Economical  use  of  the  material  would 
demand,  however,  that  all  parts  of  the  cylinder  reach  the  limits  of  their 
capacity  simultaneously.  This  may  be  brought  about,  at  least  in  cylin- 
ders of  not  too  great  thickness,  by  producing  in  the  inner  layers  an  initial 
compression,  and  in  the  outer  layers  an  initial  tension.  The  effect  of 
internal  pressure  is  at  first  to  relieve  the  compression  of  the  inside  layers, 
while  increasing  the  tension  of  the  outside  layers.  If  the  initial  stresses 
are  properly  distributed,  all  parts  of  the  cylinder  will  reach  their  elastic 
limits  simultaneously,  thus  giving  a  cylinder  of  maximum  strength  for 
its  weight. 

In  gun  construction  as  hitherto  practiced,  this  initial  distribution  of 
stress  is  produced  either  by  winding  the  inner  tube  with  wire,  a  common 
English  practice,  or  by  shrinking  hoops  over  the  inner  tube,  which  has 
been  the  standard  American  practice.  Either  process  is  long  and 
expensive,  particularly  with  the  larger  guns,  12-  or  14-in.,  which  require 

♦  Professor  of  Physics,  Jefiferson  Physical  Laboratory,  Harvard  University. 
Toi..  uKvn.— 10 
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seven  or  eight  hoops  at  the  breech,  each  of  which  must  be  machined  inside 
and  outside  to  one  or  two  thousandths  of  an  inch. 

There  is  another  possible  method  of  producing  the  desired  internal 
compression.  If  a  heavy  cylinder  is  stretched  considerably  beyond  its 
elastic  limit,  the  inner  layers  flow  and  the  outer  layers  receive  a  permanent 
stretch.  On  release  of  pressure,  the  outer  layers  shrink  back  on  the  inner, 
producing  an  internal  compression,  and,  of  course,  an  equilibrating  ten- 
sion in  the  outside  layers.  If  now  pressure  is  reapplied,  it  will  be  found 
that  the  elastic  limit  has  been  raised  to  the  previous  maximum  pressure. 
It  is  possible  to  raise  the  limit  in  this  way  to  two  or  three  times  the  value 
as  calculated  by  the  usual  theories.  This  behavior  of  cylinders  under 
high  internal  pressure  was  demonstrated  experimentally,  and  has  been 
continually  used  in  the  construction  of  apparatus  for  my  high-pressure 
experiments  at  the  Jefferson  Physical  Laboratory,  since  1906.  In  these 
experiments  I  have  accurately  measured  hydrostatic  pressures  as  high 
as  300,000  lb.  per  sq.  in.  (21,090  kg.  per  sq.  cm.),  pressures  which  would 
have  been  unattainable  except  for  this  behavior  of  thick  cylinders  when 
stretched  beyond  the  elastic  limit. 

The  entire  subject  of  the  stress-strain  relations  in  metal  strained  be- 
yond the  elastic  limit  is  at  present  beyond  the  reach  of  theory  (for  in- 
stance, if  a  heavy  cyb'nder  is  pushed  to  eventual  rupture  the  crack  starts 
at  the  outside  instead  of  the  inside  surface),  so  that  it  is  not  possible  to 
compute  exactly  the  distribution  of  stress  in  a  cylinder  stretched  as  above, 
but  approximate  theory  indicates  a  distribution  of  stress  much  like  tl^at  of 
a  built-up' gun,  and  it  is  obvious  at  any  rate  that  at  the  maximum  pres- 
sure all  parts  of  the  gun  must  be  pretty  near  the  limit  of  their  capacity. 
The  application  of  this  laboratory  method  to  gun  construction  was 
obvious,  and  I  had  long  had  it  in  mind.^  The  procedure  is  to  start  with 
a  single  forging  of  approximately  the  dimensions  of  the  finished  gun, 
subject  it  to  internal  pressure  (in  one  or  more  stages,  depending  on  the 
external  shape)  high  enough  to  stretch  it  permanently,  and  thus^  raise 
the  elastic  limit  by  producing  a  compression  in  the  inside  layers  and  a 
tension  in  the  outside  layers,  and  then  to  machine  it  to  final  dimensions. 
The  pressures  expected  for  the  steels  of  ordinary  gun  construction  would 
be  of  the  order  of  100,000  lb.  per  sq.  in.  (7030  kg.  per  sq.  cm.).  The 
firing  pressure  of  a  large  gun  is  of  the  order  of  30,000  lb.  per  sq.  in.  (2109 
kg.  per  sq.  cm.). 

On  examination,  it  appeared  that  the  fundamental  idea  of  raising  the 
elastic  limit  by  permanently  stretching  with  an  internal  application  of 
high  pes  sure  was  very  old.  The  Austrians  tried,  in  the  eighteenth  cen- 
tury^  to  accomplish  it  by  forcing  a  steel  expanding  mandrel  through  the 
bore  of  the  gun;  there  are  English  and  French  patents  dating  back  to 


1  PkU,  Mag.  (July,  1912)  24,  78. 
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the  1870'8,  and  in  this  country  there  are  the  Emery  patents  between  1900 
and  1904.  There  is  also  a  theoretical  paper  by  Turner.'  None  but  the 
Austrians,  however,  had  attempted  to  apply  the  idea  in  practise,  and  this 
fact  was  doubtless  partly  responsible  for  much  of  the  skepticism  as  to  the 
correctness  of  thp  fundamental  idea  that  was  felt  in  various  quarters. 
The  probable  reason  why  the  idea  had  not  been  practically  applied  was 
the  technical  difficulty  of  making  packings  leak-proof  at  the  pressures 
required.  In  my  experiments,  however,  I  had  developed  a  technique 
by  which  pressure  could  be  controlled  up  to  the  limit  of  the  strength  of 
the  containing  vessel.' 

Just  before  the  completion  of  the  experiments,  a  report  came  that 
the  French  had  succeeded,  during  the  war,  in  reducing  to  successful  prac- 
tise the  same  idea  by  a  method  somewhat  similar,  and  had  in  use,  on  the 
firing  line,  guns  so  constructed.  The  details  of  the  method  were  not 
imparted,  but  it  is  probable  that  the  stretching  was  performed  by  firing 
abnormally  heavy  powder  charges  in  the  gun. 

From  a  purely  scientific  point  of  view,  the  proposed  demonstration 
of  the  possibility  of  the  process  was  superfluous,  in  view  of  the  laboratory 
experiments,  but  from  an  engineering  point  of  view  it  was  possible  that 
there  might  be  unforeseen  difficulties  in  getting  homogeneous  forgings  of 
a  large  enough  size,  or  that  other  obstructions  might  arise  in  passing  from 
small-  to  large-scale  work.  In  any  event,  an  engineer  finds  it  hard  to 
resist  a  certain  satisfaction  in  a  large-scale  demonstration  which  he  does 
not  entertain  for  an  experiment  of  more  academic  dimensions. 

The  experiments  were  entirely  successful,  and  the  correctness  of  the 
fundamental  ideas  and  the  feasibility  of  construction  were  proved.  The 
gun  actually  experimented  with  was  a  3-in.  (76  mm.),  23  caliber  gun.  A 
larger  gun,  either  in  bore  or  in  length,  would  have  been  desirable,  but  the 
forging  for  this  gun  was  the  largest  that  the  Washington  Navy  Yard 
could  make,  and  the  Navy  Department  was  unwilling  to  interfere  with 
production  by  asking  any  outside  concern  for  a  larger  forging.  After 
treatment  and  final  machining,  the  gun  was  successfully  tested  for  nine 
rounds  at  21.8  tons  per  sq.  in.  (3065  kg.  per  sq.  cm.).  The  usual  test  for 
a  gun  of  this  size  is  three  rounds  at  a  slightly  less  pressure.  The  pressure, 
in  actual  firing,  is  only  13  tons  per  sq.  in.  (1828  kg.  per  sq.  cm.).  With 
regard  to  cost  and  ease  of  manufacture,  the  following  extract  is  taken 
from  a  report  of  the  Commandant  and  Superintendent  of  the  Naval 
Gun  Factory,  to  the  Bureau  of  Ordnance.  "From  this  summary,  it 
would  seem  that  the  actual  saving  of  money  would  be  inconsiderable  for 
this  type  of  gun,  but  it  is  undoubtedly  certain  that  the  saving  of  time,  if 
quantity  production  should  be  attempted  on  this  basis,  would  be  enor- 


*Tran9.  Cambridge  Phil.  Soo.  (Sept.,  1910). 

*See  Technique  of  High  Pressure  Experimenting.    Prae.  Amer.  Acad.  (Feb.,  1914) 
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mous.  Further,  in  the  larger-type  gyns,  it  is  thought  that  the  simpler 
operations  would  involve  the  saving  of  a  considerable  amount  of  money 
as  well  as  time. "  » 

Apart  from  proving  the  f easibiUty  of  gun  construction  by  this  method, 
the  experiment  has  engineering  interest  concerning  the  means  taken  for 
controlling  pressure  of  the  required  magnitude,  and  with  regard  to  the 
elastic  behavior  of  thick  cylinders  under  high  internal  pressure. 

The  general  scheme  of  the  apparatus  was  as  follows:  the  gun  was 
plugged  at  both  ends,  one  of  the  plugs  being  perforated  to  make  connec- 
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FiQ.^l. — General  assembly  view.     Pressure  is  produced  in  cylinder  C  by 

pushing;  piston  P  WITH  HEADS  OF  TESTINQ  MACmNB  T,  PRESSURE  IS  TRANSMITTED 
THROUGH  CONNECTING  PIPES  TO  INTERIOR  OF  GUN  Q.  WiRBS  R  ARE  CONNECTED  TO 
MANQANIN  RESISTANCE  CAGE.     INITIAL  PRESSURE  IS  PRODUCED  BY  HAND  PUMP  H. 

tion  with  a  pipe  leading  to  a  cylinder  and  piston  placed  between  the  jaws 
of  a  hydraulic  press.  The  interiors  of  gun  and  cylinder  were  filled  with 
a  suitable  fluid,  and  any  desired  pressure  was  produced  by  operating 
the  press. 

No  attempt  was  made  to  set  up  an  apparatus  capable  of  immediate 
commercial  use;  in  this  first  experiment,  the  sole  object  was  to  show  the 
correctness  of  the  fundamental  idea,  and  to  that  end  the  experimental 
set-up  was  designed  so  as  to  be  simple  and  inexpensive  using,  so  far  as 
feasible,  resources  already  available.  A  general  assembly  view  of  the 
apparatus  is  shown  in  Fig.  1.  For  the  press  with  which  the  piston  was 
driven  into  the  cylinder,  the  2,000,000-lb.  (907,200-kg.)  Emery  testing 
machine  of  the  Bureau  of  Standards  was  used,  the  machine  being  set  up 
for  tests  in  compression.  The  use  of  the  Emery  machine  made  it  neces- 
sary to  perform  the  actual  stretching  of  the  gun  at  the  Bureau  of  Stand- 
ards.   I  thank  Doctor  Stratton,  Director  of  the  Bureau,  for  the  use 
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of  the  press  and  the  courteous  way  in  which  the  resources  of  the 
Bureau  were  placed  at  my  disposal. 

In  Fig.  1  the  testing  machine  is  indicated  by  the  two  press  heads; 
in  use,  the  right-hand  head  was  stationary,  the  left-hand  head  moving 
toward  it,  driving  the  piston  into  the  cylinder.  The  interior  diameter  of 
the  cylinder  was  3  in.  (76.2  mm.).  The  area  of  a  circle  of  this  diameter 
is  7.07  sq.  in.  (45.6  sq.  cm.)  so  that  the  estimated  pressure  of  100,000  lb. 
per  sq.  in.  (7030  kg.  per  sq.  cm.)  in  the  gun  would  require  a  thrust  of  707,- 
000  lb.  (320,685  kg.),  exclusive  of  friction,  on  the  piston.  The  necessity  of 
a  large  press  is  therefore  evident.  The  cylinder  was  made  in  two  parts. 
The  central  part  was  22  in.  long  and  8  in.  in  diameter  (56  by  20  cm.), 
of  Cr-Ni  steel  having  an  ultimate  strength  of  275,000  lb.  per  sq.  in. 
(19,332  kg.  per  sq.  cm.)  and  an  elastic  limit  of  240,000  lb.  (16,872  kg.  per 
sq.  cm.)  with  an  elongation  of  5  per  cent.  Over  this  central  core  were 
shrunk  eight  rings  of  the  same  steel,  15  in.  (38  cm.)  outside  diameter, 
and  2  in.  (5  cm.)  thick.  It  was  necessary  to  buUd  up  the  cylinder  in  this 
way  in  order  that  all  the  metal  parts  might  be  comparatively  thin,  so 
that  the  effect  of  heat  treatment  might  extend  throughout  the  mass  of 
the  metal.  The  piston  was  of  glass-hard  tool  steel,  13  in.  long  and  2.995 
in.  diameter  (33  by  7.607  cm.).  I  have  found  in  all  my  work  that 
pistons  which  are  to  take  a  pure  thrust  are  much  better  left  glass-hard. 


Fig.  2. — Details  of  packing  plug  of  gtundbr.   Piston  P  pushes  plug  toward 

LIQUID  AT  L.      A  18  soft  STSBL,  B  SOLDSB,  C  SOFT  BUBBBR,  D  HARDENED   STEEL.      E 
IS  UNSUPPORTED  AREA  BACK  OF  THE  PLUG. 

The  packing  plug,  driven  by  the  piston  into  the  cylinder,  is  shown  in 
Fig.  2.  Its  principle  is  such  that  the  pressure  in  the  packing  is  automati- 
cally maintained  any  desired  percentage  higher  than  the  pressure  in  the 
liquid,  making  leakage  impossible.  It  has  been  fully  described  in  the 
paper  on  technique  already  cited.  The  plug  consists  essentially  of  a 
plunger  with  a  stem,  the  packing,  which  is  ordinary  soft  rubber,  being 
placed  around  the  stem.  The  rear  end  of  the  stem  slides  in  a  hardened 
steel  ring  of  such  thickness  that  this  end  of  the  stem  is  left  without  longi- 
tudinal support.  The  principle  of  operation  is  as  follows.  Since  the 
plunger  is  in  equilibrium  at  any  stated  pressure,  the  total  force  exerted 
by  the  liquid  in  one  direction  on  the  plunger  head  must  be  balanced  by 
the  total  force  in  the  other  direction  exerted  by  the  annular  shaped  pack- 
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ing.  But  fche  area  on  which  the  liquid  acts  is  greater  than  that  on  which 
the  packing  acts,  so  that  the  intensity  of  pressure  in  the  packing  is  greater 
than  that  in  the  liquid.  In  particular,  if  the  diameter  of  the  stem  is  one- 
half  that  of  the  plunger  head,  the  area  of  the  rii^  is  75  per  cent,  that  of  the 
head,  so  that  the  pressure  in  the  packing  is  33  per  cent,  greater  than  that 
in  the  liquid.  This  principle  of  an  unsupported  area  (in  this  case  the  free 
end  of  the  stem  shown  at  E)  is  capable  of  the  most  varied  modification, 
and  by  the  use  of  it  any  problem  in  high-pressure  packing  may  be  solved. 
In  Fig.  2  the  various  auxiliary  packing  rings  of  steel  or  solder  keep  the 
rubber  in  place. 

The  connecting  pipe  leading  from  the  cylinder  was  1^  in.  (3.18  cm.) 
outside  diameter,  and  H  ^-  (3.2  mm.)  inside  diameter.  It  was  made  of 
the  same  Cr-Ni  steel  as  the  cylinder,  drilled  from  the  solid  rod,  and  turned 
to  final  dimensions,  on  centers,  after  drilling.  Because  of  the  difficulty 
of  drilling  longer  holes  of  a  diameter  smaller  than  ^  in.,  the  pipe  was 
made  in  30-in.  lengths.  Two  lengths  were  necessary  to  lead  from  the 
cylinder  to  the  axis  of  the  gun,  and  these  were  connected  by  a  right- 
and  left-handed  coupling,  of  obvious  design.  The  packing  at  the  ends  of 
the  pipe  used  the  same  principle  of  unsupported  areas  as  just  described, 
but  the  details  were  different,  the  packing  material  in  this  case  being  soft- 
steel  rings.  The  details  of  this  pipe  packing  are  shown  in  Fig.  10, 
page  639,  of  the  paper  on  technique.^ 

The  gun  is  shown  in  position  in  a  heavy  steel  yoke,  by  which  the  plugs 
at  both  ends  were  prevented  from  blowing  out.  The  two  ends  of  this 
yoke  were  forgings  of  mild  steel,  21  in.  (53  cm.)  square  and  12  in.  (30  cm.) 
thick.  There  were  fotir  tie  rods  of  mild  steel,  5  in.  (12.7  cm.)  in  diameter 
and  93^  ft.  (2.9  m.)  long.  The  right-hand  head  of  the  yoke  was  pierced 
centrally  to  allow  entrance  of  the  connecting  pipe  to  the  breech  of  the 
gun.  This  pipe  made  connection  at  one  end  to  a  right-angled  coupling 
piece  D,  to  which  the  pipe  was  brought  from  the  cylinder,  and  at  one 
end  connected  with  the  interior  of  the  gun.  The  packing  on  the  gun 
end  of  this  pipe  was  essentially  like  that  shown  for  the  cylinder.  The 
stem  of  the  plunger  was  here  replaced  by  the  straight  shank  of  the  con- 
necting pipe,  and  the  head  of  the  plunger  by  a  head  turned  on  the  pipe. 
The  packing  plug  at  the  muzzle  end  of  the  gun  was  essentially  a  duplicate 
of  that  for  the  cylinder,  except  that  the  conical  steel  parts  were  made 
longer  and  more  tapering  to  take  up  the  stretch  during  application  of 
pressure.  Some  means  of  providing  for  a  follow-up  by  the  packing  during 
stretch  is  essential,  and  the  method  shown  was  entirely  successful. 

The  right-angled  coupling  D,  besides  connecting  the  pipes  from 
cylinder  and  gun,  contained  two  other  essential  parts  of  the  apparatus. 
At  the  right-hand  end  of  this  coupling,  connection  was  made  through  a 
check  valve  to  a  hand  pump,  the  function  of  which  was  to  produce  an 

*Proc,  Amer.  Acad.  (Feb.,  1914). 
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initial  pressure  throughout  the  apparatus  before  the  press  started  to 
drive  the  piston  into  the  cylinder.  Without  this  precaution,  so  much  of 
the  stroke  of  the  piston  would  have  been  wasted  in  squeezing  out  air 
bubbles  and  in  giving  the  initial  rather  large  compression  to  the  trans- 
mitting liquid,  that  it  would  not  have  been  possible  to  reach  the  desired 
maximum  pressure  in  the  one  stroke  to  which  the  apparatus  was  limited. 
The  hand  pump,  which  was  one  I  had  specially  constructed  for  my 
experimental  work,  gave  an  initial  pressure  of  20,000  lb.  per  sq.  in. 
(1406  kg.  p^  sq.  cm.). 

The  check  valve  was  of  obvious  design,  consisting  of  a  carefully 
ground,  hardened  steel  cone  of  about  90^  angle,  held  tightly  c^ainst  its 
seat  by  a  very  heavy  spring.  It  probably  was  not  absolutely  leak 
tight,  but  any  leakage  was  not  fast  enough  to  be  perceptible  with  ap- 
paratus of  this  scale,  although  it  might  be  more  troublesome  with 
smaller  apparatus. 

Beside  the  connection  to  the  low-pressure  pump,  the  right-angled 
coupling  contained  the  device  for  measuring  pressure.  It  would  have 
been  easier  if  the  pressure  could  have  been  computed  from  the  area  of  the 
piston  and  the  total  thrust  on  the  jaws  of  the  testing  machine,  but  the 
friction  was  so  great  as  to  make  this  impossible.  For  instance,  at  an 
actual  pressure  in  the  gun  of  80,000  lb.  per  sq.  in.,  the  calculated  pressure, 
makiBg  no  allowance  for  friction^  was  110,000  lb.,  showing  a  loss  by  fric- 
tion of  30,000  lb.  per  sq.  in.  (27.3  per  cent,  of  the  calculated)  or  210,000 
lb.  total  thrust  in  the  machine.  It  was  therefore,  necessary  to  measure 
the  pressure  in  the  gun  directly.  For  this  measurement,  no  ordinary 
type  of  gage,  such  as  a  Bourdon,  is  suitable,  because  of  insufficient 
strength  and  too  great  elastic  hysteresis.  In  my  laboratory'  experiments, 
I  had  successfully  used  a  manganin  resistance  gage,  and  this  was  used 
successfully  here.  This  method  of  measuring  pressures  utilizes  the  change 
in  resktance  of  a  metal  under  pressure.  Manganin  is  particularly  suita- 
ble because  of  the  linearity  of  the  relationship,  and  the  negligible  efiFects  of 
temperature  changes.  The  magnitude  of  the  variation  in  resistance  is 
about  1.6  per  cent,  for  100,000  lb.  per  sq.  in.  (7030  kg.  per  sq.  cm.). 
With  modem  commercial  apparatus,  a  change  of  this  magnitude  may  be 
easily  mea8xu*ed  with  the  required  accuracy.  Details  of  the  method  may 
be  found  on  page  640  of  the  paper  on  technique,  ^  and  also  in  another  paper.  * 
For  the  actual  details  of  the  method  of  measuring  resistance  employed  in 
connection  with  this  gage,  and  for  the  apparatus,  I  am  indebted  to  E. 
L.  Purrington,  of  the  Bureau  of  Standards. 

The  approximate  dimensions  of  the  gun,  of  a  type  now  superseded, 
are  shown  in  Fig.  3.    This  gun  is  especially  simple  in  that  the  outride, 

*  The  Measurement  of  Hydrostatic  Pressures  up  to  20,000  kg.  per  Square  Centi- 
meter.   Proc  Amer.  Acad.  (Dec,  1911)  47. 


152  EXPERIMENT  IN  ONE-PIECE   GUN   CONSTRUCTION 

over  the  r^ion  in  which  the  greatest  powder  pressure  is  exerted,  consists 
of  two  cylinders  of  outside  diameters  7.5  and  5.3  in.  (19  and  13.5  cm.), 
respectively.  The  extreme  muzzle,  which  is  conical,  need  not  be  con- 
sidered, because  when  the  projectile  has  reached  this  part  of  the  gun,  the 
powder  pressure  has  dropped  so  low  as  to  make  unnecessary  any  treat- 
ment of  this  portion. 

It  was  necessary  to  apply  the  pressure  in  two  stages,  first  to  the  breech 
alone,  and  second  to  the  muzzle  and  breech,  because  a  pressure  high  enough 
to  stretch  the  breech  sufficiently  would  have  stretched  too  much  and  prob- 
ably ruptured  the  muzzle.  The  two-stage  application  of  pressure  was 
accomplished  as  follows.  The  packing  toward  the  muzzle  was  first  placed 
at  the  region  of  decrease  of  outside  diameter  from  7.5  to  5.3  in.,  and  held 
in  this  position  by  hardened  steel  blocks  filling  up  the  rest  of  the  bore  of 
the  gun  to  the  extreme  muzzle.  Thrust  was  transmitted  through  these 
blocks  to  the  left-hand  head  of  the  yoke.  The  region  open  to  pressure 
was  thus  restricted  to  the  breech  end  of  the  gun,  which  thereupon  stretched 


c 


FlQ.  3. — SCALB  DRAWING  OF  THB  [qW  BBFORB  TEBATBiENT.  ThE  OVER- ALL 
LENGTH  IS  77  IN.  (196.6  CM.)  INSIDE  DIAMETER  AT  ii,  2.7  IN.  (6.86  CM.);  INSIDE  DIAM- 
ETER AT  B  2.6  IN.  (6.6  CM.),  AND  OUTSIDE  DIAMETER  7.5  IN.  (19  CM.);  INSIDE  DIAMETER 
AT  C  2.6  IN.  AND  OUTSIDE  DIAMETER  5.3  IN.  (13.5  CM.). 

to  the  required  amount.  Pressure  was  then  released,  the  blocks  retain- 
ing the  left-hand  packing  plug  were  removed,  and  pressure  was  reapplied. 
The  left-hand  packing,  now  unsupported,  was  driven  to  the  left  by  the 
pressure  until  stopped  by  the  left-hand  head  of  the  yoke,  leaving  the 
breech  and  the  muzzle  accessible  to  pressure,  which  was  then  reapplied 
with  sufficient  force  to  stretch  the  muzzle.  This  pressure  being  less 
than  that  previously  applied  to  the  breech,  because  of  the  smaller  dimen- 
sions of  the  muzzle,  no  additional  permanent  effect  was  produced  at 
the  breech. 

The  packing  evidently  had  to  be  of  such  design  that  it  would  allow 
considerable  stretch  of  the  inside  without  leak,  and  could  be  moved  from 
one  position  to  the  other  without  too  great  force  and  without  leakage; 
it  must  also  be  used  a  second  time  in  the  new  position,  again  without  leak. 
The  packing  here  illustrated  satisfactorily  answered  these  requirements. 
The  maximum  pressure  required  to  overcome  its  friction  was  35,000  lb. 
per  sq.  in.  (2460  kg.  per  sq.  cm.)  and  after  the  sticking  point  was  passed 
a  pressure  of  2000  lb.  per  sq.  in.  moved  it  easily. 

The  details  of  the  actual  stretching  were  as  follows.  Four  applica- 
tions of  pressure  in  all  were  made.  The  first  of  these,  to  the  breech 
alone,  was  made  on  June  20,  1918,  with  unsuccessful  results.    Through 


p.    W.   BRIDGMAN  153 

some  misunderstanding,  the  kerosene  specified  as  the  filling  fluid  was  not 
provided,  and  it  was  necessary  to  use  a  substitute  having  untried  proper- 
ties. The  danger  was  that  the  oil  might  freeze  under  the  high  pressure, 
and  thus  refuse  to  transmit  the  pressure.  This  was  actually  what 
happened.  The  total  thrust  applied  by  the  Emery  machine  was 
ly300;000  lb.,  corresponding  to  180,000  lb.  per  sq.  in.  in  the  cylinder, 
making  no  allowance  for  friction;  of  this  pressure,  only  95,000  lb.  per 
sq.  in.  was  recorded  by  the  manganin  gage,  and,  judging  by  the  elastic 
behavior,  only  78,000  lb.  reached  the  inside  of  the  gun.  Under  the  ex- 
treme thrust,  the  pipe  ruptured  at  the  end  nearest  the  cylinder,  the  cylinder 
itself  was  somewhat  scored  on  the  inside,  and  the  piston  was  slightly 
upset.  Repairs  were  made,  and  the  next  application  of  pressure,  this 
time  with  the  proper  transmitting  medium,  was  made  to  the  breech  on 
July  26,  1918.  On  the  morning  of  July  27  the  packing  was  driven  back 
to  the  muzzle,  and  in  the  afternoon  pressure  was  applied  to  both  breech 
and  muzzle,  stretching  the  latter.  On  the  morning  of  July  29,  pressure 
was  reapplied  to  the  entire  gun  as  a  check  on  the  raising  of  the  elastic 
limit.  The  gun  was  then  dismantled  and  sent  to  the  Naval  gun  factory 
for  finishing.  It  was  turned,  inside  and  out,  rifled,  the  breech  mechanism 
put  in  place,  and  the  final  firing  tests,  already  mentioned,  were  made  late 
in  November,  1918. 

The  manner  of  yield  during  application  of  pressure  now  remains  to 
be  described  as  this  offers  some  interesting  features  relating  to  the  strength 
of  materials.  Measurements  to  0.0001-in.  (0.0025  mm.)  were  made  with 
a  micrometer  on  the  outside  diameter  of  the  gun  at  a  number  of  points, 
during  and  after  each  application  of  pressure,  and  on  the  inside  diameter 
before  and  after  the  complete  treatment.  Interest  in  the  results  them- 
selves would  have  warranted  more  careful  measurements,  but  I  did  not 
feel  justified  in  making  a  more  elaborate  study  than  was  demanded  by 
the  needs  of  the  moment. 

In  Fig.  4  is  shown  the  relation  between  external  diameter  (mean  of 
three  readings  at  the  center  of  the  breech  section)  and  pressure,  during  the 
initial  application  of  pressure  to  the  breech  on  June  20.  Beyond  55,000 
lb.  per  sq.  in.  the  observed  curve  showed  a  break,  due  to  the  incipient 
freezing  of  the  transmitting  oU,  so  that  the  recorded  pressures  corre- 
sponding to  the  measured  diameters  were  too  high.  It  is  possible,  how- 
ever, to  estimate,  from  the  behavior  on  the  next  application  of  pressure, 
that  a  maximum  pressure  of  78,000  lb.  per  sq.  in.  (5483  kg.  per  sq.  cm.) 
was  reached  on  the  first  application.  The  probable  course  of  the  true 
curve  between  55,000  and  78,000  is  shown  dotted  in  the  figure.  A  total 
set  of  0.0037  in%  (0.094  mm.)  on  the  outside  diameter  was  produced  by  the 
first  application.  The  feature  of  particular  interest  in  Fig.  4  is  that  there 
is  no  evidence  of  an  elastic  limit  anywhere,  on  increasing  pressure,  but  the 
stress-fitrain  curve  from  the  beginning  shows  pronoimced  curvature. 
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This  is  not  surprising  In  this  material,  which  could  not  have  been  left 
by  the  forging  in  a  state  of  complete  ease. 

The  linear  relation  to  be  expected  between  stre&a  and  strain  in  a  cyl- 
inder of  these  dimensions  may  be  computed  from  the  theory  of  elasticity 


Fia.  4. — First  application  of  pii£3bcbb  to  thb  brbech.     The  incbhasb  of 

0VT3IDB  DIAMETER  (ORDINATE)  IS  8H0WN  IN  INCHES  AOAINST  the  internal  PRBBBURK 

(abscissa)  in  thodsandb  of  pounds  per  square  inch. 

as  given  in  any  textbook.  (See,  for  example.  Love's  "Elasticity,"  p. 
141.)     We  have  for  the  radial  displacement  U, 

^  r'  '^  ~  2(X  +  ^)(V  -  r,»)      2(X  +  /.) 

2pCro*  -  r,*)* 
where  p  is  the  internal  pressure,  rj  internal  and  ro  external  radius,  X  and 
n  the  two  elastic  constants.    The  longitudinal  strain  of  the  cylinder  e 
is  connected  with  the  longitudinal  fiber  stress  Zt  by  the  relation 
Z.  _      X      y      pTi*       .  ^  (3X  -H  2;.);;. 
X  +  p      To'  —  ri*  X  -h  i» 

In  a  cylinder  mounted,  as  this  was,  bo  that  the  thrust  on  the  end  plugs  was 
taken  by  an  outside  frame,  we  have,  n^ecting  friction,  2%  =  0. 
Taking  as  average  values  for  the  elastic  constants  of  steel 
,1=    8.2  X  10" 
I  =  1.12  X  10'» 

we  find  that  e  =  -  2.59  X  10"*  for  100,000  lb.  per  aq.  in.  That  is,  the 
gun  shortens  under  internal  pressure  applied  as  above.  With  this 
value  for  e,  we  find 

fll'ilxlS-}    'orlOO,0001b.per.,.iB. 
Substituting  now  the  numerical  values  of  7.5  in.  for  the  outside  diameter, 
and  2.6  in.  for  the  inside  diameter  (the  gun  was  made  0.4  in.  small  on 
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the  inside  to  allow  for  Btretoh)  we  find  t/  -  3.4  X  10-»  for  100,000  lb. 
per  sq.  in.  That  is,  the  outside  diameter  shoiild  increase  0.0068  in. 
(0.173  mm.)  under  100,000  lb.  per  sq.  in.  (7030  kg.  per  sq.  cm.)  internal 
pressure.  The  slope  of  the  initial  part  of  the  curve  in  Fig.  4  is  much  less 
than  this,  while  that  of  the  latter  part  during  stretch  is,  of  course,  much 
greater.  The  recovery  after  release  of  pressure  was,  however,  at  the 
rate  of  0.0080  in.  (0.203  mm.)  per  100,000  lb.    That  is,  the  first  applica- 


PrcMure 
Fio.  5. — Second  application  or  pitxBsuKa  to  bbebch.    Incbiasb  of  octsidb 
DiAHBTBB  (obdinate)  is  shown  in  incbbs  aoainbt  1NBI9E  PBESBQRE  (abbcissa)  in 
TBOuaANse  OF  podni>b  peb  bqdabe  inch.    Results  are  sbown  on  two  scales; 

LKPT-HAND  scale  applies  TO  OPPEB  CDBTE,  WHICH  SHOWS  STRAIN  BEPOBE  PBO- 
NOOHCED  FLOW  HAS  BEOUN,  AND  BIOHT-BAND  BCAUI  APPLIES  TO  LOWEB  CDBTE,  WHICH 
SHOWS  BTBAIN  DtJBlNO  BOTH  STAGES  OP  ELASTIC  TIELD  AND  OP  PLOW. 

tion  of  pressure,  in  spite  of  some  permanent  set,  has  left  the  metal  with 
effective  elastic  constants  approaching  those  of  a  state  of  ease. 

The  elastic  limit  to  be  expected  on  the  maximum  stress  theory  can 
be  easQy  computed.    At  the  inner  surface  we  have 

To'  —  ri' 
where  d|  is  the  circumferential  fiber  stress.  The  elastic  limit  of  this  steel 
was  about  60,000  lb.  per  sq.  in.  (4218  kg.  per  sq.  cm.).  Substitutii^  this 
value  for  6*  gives  46,500  lb.  per  sq.  in.  (3269  kg.  per  sq.  cm.)  as  the  ex- 
pected elastic  limit  of  a  cylinder  initially  without  internal  stress  and  in  a 
state  of  complete  ease. 

The  results  of  the  second  application  of  pressure  to  the  breech,  on 
July  26,  are  shown  in  Fig.  5.  Pressure  was  pushed  to  a  maximum  of 
94,000  lb.  per  sq.  in.  (6609  kg.  per  sq.  cm.)  producing  an  additional  perma- 
nent set  of  0.053  in.  (1.35  mm.)  on  the  outside.    This  additional  set  took 
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place  almost  entirely  above  85,000  lb.  In  the  diagram,  the  results  are 
plotted  on  two  scales;  on  a  large  scale  showing  the  results  to  85,000  lb., 
and  on  a  scale  five  times  smaller  to  show  the  flow  and  set.  It  is  evident 
that  the  initial  stress-strain  relation  is  much  more  nearly  linear  on  the 
second  than  on  the  first  apidication  of  pressure.  The  beet  straight  line 
through  the  points  up  to  73,000  lb.  has  a  slope  of  0.0072  in.  per  100,000 
lb.,  which  is  cl(»e  to  the  theoretical  elastic  rate.  The  rate  of  recovery 
after  release  of  pressure  was  at  the  rate  of  0.0103  in.  per  100,000  lb., 
which  is  considerably  more  than  the  elastic  rate.  This  is  to  be  explained 
by  hysteresis  effects,  which  are  always  especially  prominent  in  metal 
which  has  been  recently  severely  str^ned. 

The  stress-strain  relations  on  the  next  application  to  the  breech,  on 
July  27,  are  shown  in  Fig.  6.  The  muzzle  was  being  treated  durit^  this 
application,  so  that  it  was  not  possible  to  reach  the  old  maximum  of 


Fio.  6. — Thibd  application  of  PRBasuRB  to  the 
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94,000  lb.,  78,000  lb.  (5483  kg.  per  sq.  cm.)  being  all  that  was  required  to 
give  the  muzzle  the  desired  stretch.  The  breech  received  an  additional 
stretch  of  0.0023  in.  (0.058  mm.)  during  this  third  application.  The 
stress-strain  relation  shows  just  as  pronounced  curvature  as  it  did  on  the 
first  application.  This  is  evidently  an  effect  of  the  previous  severe  strain- 
ing and  considerable  flow  produced  by  94,000  lb. ;  the  interior  of  the  metal 
had  been  thrown  into  a  state  of  disturbed  internal  equilibrium.  A  state 
of  ease  may  be  recovered  after  such  treatment  by  prolonged  resting;  it  is 
also  known  that  the  speed  of  recovery  is  greatly  increased  by  moderate 
heating.  The  elastic  recovery  on  release  of  pressure  after  the  third 
application  was  at  the  rate  of  0.0076  in.  per  100,000  lb.,  again  approaching 
the  theoretical  rate. 

The  results  of  the  fourth  application  to  the  breech,  on  July  2d,  are 
shown  in  Fig.  7.  One  observed  point  was  discarded  because  it  was  so  far 
off  the  curve  that  it  was  evident  that  a  blunder  had  been  made  in  reading. 
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Two  readingB  were  made  with  decreasing  pressure,  an  observation  not 
previously  made.  The  relation  between  stress  and  strain  is  now  much 
more  nearly  linear.  The  whole  cycle  of  operations  forms  an  open  byBtere* 
sis  loop,  such  as  is  quite  characteristic  of  the  behavior  of  heavy  masses 
of  metal  strained  far  beyond  the  elastic  limit.  I  have  elsewhere'  shown 
examples  of  such  loops  obtained  under  other  conditions.  The  perma- 
nent stretch,  after  this  fourth  application,  was  only  0.0007  in.  (0.018 
mm.).  In  such  cases  as  the  present,  the  conventional  terminology  breaks 
down,  but  it  ia  to  be  questioned  whether  such  slight  permanent  altera- 
tions of  dimensions  as  have  been  shown  after  the  first,  third,  and 
fourth  applications  of  pressure  are  correctly  characterized  as  set,  in  the 
understood  sense  of  the  word,  but  are  not  rather  to  be  recognized  as  a 
result  of  the  internal  accommodation  that  has  evidently  taken  place,  as 
shown  by  the  character  of  the  stresa-atraJn  curve  under  increasing  stress. 


Fia,  7. — Fourth  appucation  of  PKBeBcaB  to  i 

or  OUTBIDK  DIAMETEB  (OBDIHATE)  IS  SHOWN  IN  INCBK8  AQAINBT 
BDBB  IN  THOCSANDS  OF  FOUNDB  PXB  BQTTABII  INCH. 

The  result  of  the  initial  application  of  pressure  to  the  muzzle  is  shown 
in  Fig.  8.  As  in  Fig.  6,  results  are  plotted  on  two  scales,  a  larger  scale 
for  the  points  before  pronounced  set  occurred,  and  a  scale  five  times 
smaller  showing  set.  Just  as  in  the  case  of  the  breech,  the  stress-strain 
relation  on  the  initial  application  was  not  even  approximately  linear,  but 
the  curve  started  with  pronounced  curvature,  passing  into  the  region  of 
Bow  without  abrupt  change  of  direction. 

The  diameters  of  the  muzzle  were  5.3  in.  (13.5  cm.)  outside,  and 
2.6  in.  (6.6  cm.)  inside.  Applying  computations  similar  to  those  for  the 
breech,  we  find  that  the  longitudinal  strain  is  a  shortening  of  6.0  X  10~* 
for  100,000  lb.  per  sq.  in.,  that  the  theoretical  elastic  increase  of  diameter 
is  0.0111  in.  (0.28  mm.)  per  100,000  lb.,  and  that  the  theoretical  elastic 
limit,  on  the  maximum  stress  basis,  is  37,000  lb.  (2600  kg.  persq.  cm.). 
The  maximum  stress  applied  was  78,000  lb.  The  rate  of  recovery  after 
release  of  pressure  was  0.0119  in.  (0.3  mm.)  per  100,000  lb.  persq.  in., 
much  more  nearly  the  theoretical  rate  than  was  shown  by  the  thicker 
'PAyt-fos.  (1912)84,11. 
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breeoh,  in  spite  of  the  fact  that  the  set  was  relatively  and  absolutely 
greater,  0.0767  in.  (1.95  mm.)  against  0.0530  in.  (1.35  mm.). 
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Fia.  8. — FiBST  ArPLiCATtON  or  pbesbubb  to  uuiil&.  Incbeabb  op  outbids 
DiAMBTBa  (ormnatb)  ra  bsown  in  inches  aqainbt  intbbnal  pbbbsijbb  in  thousands 

OF  POUNDS  PBR  SQUABB  INCH.  RESULTS  ARB  SHOWN  ON  TWO  HCALBS;  LBPI^BAND 
BCALB  APPLIES  TO  UPPBB  CDKVE,  WHICH  SHOWS  STRAIN  BBPORB  PRONOUNCED  PLOW 
HAS  BBQUN,  AND  RiaHT-SAND  SCALB  APPLIES  TO  LOWER,  WHICH  SHOWS  STRAIN  DURINO 
BTAOES  BOTH  OP  BLASnC  TIELD  AND  OP  PLOW. 

The  result  of  the  second  application  of  pressure  to  the  muzzle  is  shown 
in  Fig.  9.  The  initial  relation  between  stresa  and  strain  is  linear  within 
the  limits  of  error  of  measurement,  with  a  slope  of  0.0106  in.  (0.27  mm.) 
per  100,000  lb.  The  agreement  with  the  calculated  value  is  probably 
within  the  limits  of  error  of  the  values  assumed  for  the  elastic  constants. 
This  linear  relation  is  in  striking  contrast  with  the  curvature  shown  in 
Fig.  5,  taken  under  corresponding  conditions  at  the  breech.  This  agrees 
with  all  my  previous  experience  that,  after  Sow,  equilibrium  is  attained 
much  more  rapidly  in  small  than  in  large  masses  of  metal,  and  that  ac- 
commodation effects  are  always  much  less  prominent.  Briery,  the  explana- 
tion of  this  is  that  in  the  smaller  mass  of  metal  there  is  less  room  to  set  up 
those  internal  stresses  and  inhomogeneities,  the  releasing  of  which  causes 
the  accommodation  effects. 

The  previous  pressure  maximum  of  78,000  lb.  was  slightly  exceeded 
on  the  second  application,  pressure  being  pushed  to  82,000  lb.  The 
slight  additional  set  of  0.0039  in.  (0.1  mm.)  on  the  second  application  was 
almost  entirely  produced  by  this  excess  pressure.  On  release  of  pressure, 
there  were  pronounced  hysteresis  effects,  doubtless  the  result  of  the 
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Blight  additional  flow  produced  by  the  excess  4000  lb.    The  total  re- 
covery OQ  release  was  at  the  same  average  rate  as  the  linear  rate  on  appli- 
cation of  pressure,  namely  0.106  in.  (2.7  mm.)  per  100,000  lb.  per  sq.  in. 
After  completion  of  the  stretching,  the  bore  was  measured  at  theNavy 
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FiQ.  9. — Sbcond  application  of  presbubb  to  tbb  uueele.     The  inckeasb  op 
onraiDS  DiAUETXB  (ordinate)  is  shown  in  inches  against  the  internal  presburb 

IN  THODBANDS  OP  POCKDa  PER  SQUARE  INCH. 

Yard.  Fig.  10  shows  the  internal  permanent  stretch  at  various  points  of 
thebore.  Theminimumat33in.  corresponds  to  the transitionfrom  breech 
to  muszle.  With  the  experience  gained  from  this  first  trial  it  would  evi> 
dently  be  possible  to  improve  the  position  of  the  packing  plugs  so  that  the 


Fia.  10. — Total  intebnal  stretch  after  treatment,  in  inches  (ukuin.^te) 
AS  niKCTiQN  of  position,  in  inches,  on  axis  op  odn  {abbcisba).  Crosses  show 
POSITION  or  packing  durino  applications  of  psesscbe  to  breech  along,  and 
a  IN  CTRCLKB  POSITION  of  packing  during  application  of  pressorb  to  both 


stretch  of  breech  and  muzzle  would  join  each  other  continuously.  The 
minimum  at  48  in.,  on  the  other  hand,  must  have  been  an  intrinsic  irregu- 
larity due  to  a  local  hardness  in  the  forging.  However,  the  stretch  at  all 
points  of  the  bore  was  sufficiently  great  so  that  local  irregularities  had 
no  bad  effect,  as  shown  by  the  final  firing  tests. 
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From  a  comparison  of  the  final  outside  and  inside  dimensions,  some 
idea  can  be  gained  as  to  whether  there  was  any  permanent  change  of 
density  of  the  metal.  At  the  center  of  the  breech  section,  the  computed 
metal  added  to  the  outside  of  the  cylinder  agreed  with  that  taken  from 
the  inside  to  within  0.7  per  cent,  but  at  the  muzele  the  agreement  was 
only  within  14  per  cent.  However,  the  accuracy  of  the  computation  at 
the  muzzle  is  not  high  because  of  the  inhomogeneity  of  the  metal,  and, 
in  particular,  the  possibility  must  be  recognized  that  the  figure  did  not 
remain  circular;  not  enough  measurements  were  made  to  be  sure  of  this 
point.  Within  the  limits  of  error,  there  was  no  great  change  of  density. 
It  is  a  result  of  my  previous  experience  that  hydrostatic  pressure, 
as  such,  produces  no  permanent  change  of  density,  unless  the  metal  has 
actual  pores.  Under  such  conditions  of  strain  as  were  employed  here, 
the  density  shows  a  slight  tendency  to  decrease,  if  anything. 

Summary 

1.  With  regard  to  gun  fabrication,  it  has  been  demonstrated  by 
actual  construction  and  firing  tests  that  it  is  possible  to  make  a  gun  from  a 
single  forging,  producing  the  required  distribution  of  internal  stresses  by 
a  preliminary  application  of  hydrostatic  pressure  so  high  as  to  strain  the 
material  considerably  beyond  its  yield  point.  The  great  simpli^ty  of 
construction  by  this  method  leads  to  the  expectation  of  important  econo- 
mies of  time  and  money  if  quantity  production  should  be  attempted. 

2.  The  technique  of  controlling  the  pressures  required,  which  are  of 
the  order  of  100,000  lb.  per  sq.  in.  (7030  kg.  per  sq.  cm.),  has  been 
described  as  applied  to  the  experimental  gun.  The  essence  of  the  tech- 
nique is  a  packing  which  automatically  becomes  tighter  at  higher  pres- 
sures. There  is  no  reason  to  think  that  the  technique  should  not  be 
successfully  applied  on  a  commercial  scale. 

3.  The  behavior  of  the  hollow  cylinders  composing  the  gun,  when 
stretched  by  heavy  internal  pressure,  has  been  described.  Such  cylin- 
ders flow  and  receive  permanent  set  under  pressures  which  may  be  about 
twice  the  elastic  limit  computed  according  to  the  simple  theories.  After 
once  stretching,  the  cylinder  receives  little  or  no  further  permanent  set  up 
to  the  previous  pressure  maximum.  Within  this  range  of  pressure,  the 
cylinder  behaves  in  a  manner  approaching  that  of  perfect  elasticity,  but 
with  very  marked  disturbances,  of  which  hysteresis  and  accommodation 
effects  are  the  most  prominent.  These  disturbances  tend  to  disappear 
with  time.  The  approach  to  perfectly  elastic  behavior  is  much  closer  for 
thin  than  for  thick  cylinders.  A  valid  theory  of  the  stress-strain  rela- 
tions under  such  conditions  is  much  to  be  desired,  but  has  not  yet  been 
formulated. 
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Fedebico  GiOLim,  RitoU,  Italy. — In  the  last  year  of  the  war  we 
turned  out  many  guns  in  one  piece  by  applying  the  principle  outlined. 
At  first,  we  hod  some  difficulty  in  making  large  guns,  because  of  the  neces- 
sity of  making  a  big  press  for  keepiog  the  pressure  in  the  gun;  we  solved 
that  di£Sculty  by  the  device  here  shown.    The  same  principle  was  applied 
ID  France,  in  the  last  two  years,  for  the  cold  relining  of  guns.    For  ap- 
plying  the  pressure  in  the  gun,  we  used  a  device  umilar  to  the  one  shown 
in  the  accompanying  illustration.    A  cylinder  A,  a  little  smaller  than  the 
inside  diameter  of  the  tube  was  inserted  and  the  apace  between  the  cylinder 
and  the  tube  was  closed  by  U-ehaped  leather  bands, 
B;  the  Tings  were  able  to  stand  very  high  pressures 
without  displacing,  and  were  used  in  the  big  guns 
to  keep  the  pressure  inside  of  the  tubes.    In  that 
way  we  succeeded  in  expanding  the  metal  of  lO-in. 
guns  manufactured  in  the  regular  way,  and  many 
of  our  guns  were  made  by  this  process.     It  is 
unnecessary  to  put  on  any  particular  press  to  keep 
the  pressure  inside  of  the  gun. 

Hbnbt  D.  Hibbard,  Plainfield,  N.  J. — About 
20  or  30  years  ago,  the  Bofors  Works,  Sweden, 
made  guns  which  were  cast  in  one  piece  and  simply 
annealed;  teats  showed  them  to  be  practically  un- 
breakable.    According  to  the  reports  published  at 
that  time,  they  were  tested  by  increasing  charges 
until,  finally,  the  gun  was  entirely  filled  with  shot, 
the  last  one  projecting  from  the  muzzle.    They  put  that  up  against  a 
great  block  of  iron  and  £red,  with  the  reeult  that  the  gun  went  pirouetting 
off  throt^  the  trees  and  became  the  projectile  while  the  shot  stayed 
behind.    It  seemed  as  if  the  strength  was  all  that  could  be  desired,  yet 
for  some  reason  or  other  the  manufacture  of  the  guns  was  discontinued. 
A  gun  of  that  kind  treated  as  described  by  Mr.  Bridgman  might  prove  to 
be  the  ideal  gun  and  be  produced  even  more  cheaply  than  the  forged  gun. 

P.  W.  Bbidouan. — I  never  heard  of  that  gun  and  so  can  say  nothing 
about  it;  but  I  would  Uke  to  call  attention  to  the  fact  that  the  most 
difiScult  problem  is  not  to  produce  a  gun  of  sufficient  strength,  but  to 
produce  a  gun  that  will  not  stretch.  Any  gun  can  have  its  elastic  limit 
raised  during  firing  by  an  automatic  application  of  this  process  that  I 
have  applied,  the  exploding  charge  of  powder  supplying  the  pressure,  but 
you  will  have  to  stretch  the  gun  to  do  it.  The  important  problem  is  to 
raise  the  elastic  limit  rather  than  the  ultimate  strength. 
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Manufacture  of  Semisteel  for  Shells 

By  Frank  E.  Hall,*  M.  S.,  Buffalo,  N.  Y. 

(New  York  Meeting,  February,  1920) 

The  needs  of  the  World  War  showed  the  necessity  of  a  metal  stronger 
than  cast  iron  which  would  supplement  the  supply  of  steel.  So 
patriotic  metallurgists  were  spurred  to  new  efforts  to  improve  the  status 
of  that  half-breed  of  the  metal  world  that  had  been,  more  or  less  errone- 
ously, christened  semisteel.  As  a  result,  it  was  developed  that  for 
certain  purposes  semisteel  was  superior  to  steel  in  the  manufacture  of 
shells. 

Steel,  because  of  its  greater  strength  and  toughness,  is  able  to  carry  a 
greater  charge  of  explosive,  weight  for  weight;  consequently,  a  steel  shell 
can  be  expected  to  cause  greater  destruction  when  used  against  forti- 
fications or  other  inanimate  objects,  while  semisteel,  because  of  its 
comparative  brittleness  and  its  resulting  greater  fragmentation,  is 
capable  of  inflicting  more  serious  loss  of  life  when  used  against  opposing 
forces  of  men.  Therefore,  each  has  its  proper  place  in  the  economy 
of  war. 

For  the  present  purpose,  steel  may  be  defined  as  a  comparatively 
pure  iron  whose  physical  nature  is  modified  by  small  amounts  of  carbon, 
silicon,  sulfur,  phosphorus,  manganese,  and  possibly  other  rarer  elements; 
while  cast  iron  generally  is  limited  to  approximately  93  per  cent,  of  iron, 
the  remainder  consisting  of  larger  percentages  of  carbon,  silicon,  sulfur, 
phosphorus,  and  manganese.  Semisteel  may  be  defined  as  cast  iron  in 
which  the  carbon  and  silicon  have  been  reduced  to  as  low  a  point  as  is 
consistent  with  maintaining  the  nature  of  gray  iron,  and  in  which  the 
remaining  elements  are  adjusted  so  as  to  give  the  greatest  strength. 

The  fact  that  the  addition  of  steel  scrap,  in  varying  percentages, 
is  the  means  used  to  reduce  the  carbon,  together  with  the  fact  that  a 
considerable  increase  in  strength  results,  is  probably  the  explanation  of 
the  origin  of  the  name  semisteel.  That  ordinary  grades  of  steel  show 
from  three  to  four  times  the  tensile  strength  of  cast  iron  is  due  to  the  fact 
that  the  crystals,  or  grains,  of  cast  iron  are  interspersed  with  flakes  of 

^Director  of  Laboratories,  American  Radiator  Co. 


FRANK   E.    HALL  163 

graphitiG  carboiii  which  break  up  the  continuity  of  the  mass  and  form 
surfaces  of  cleavage,  which  weaken  the  whole  structure.  Ordinarily 
about  3  per  cent,  of  graphitic  carbon  is  present  in  cast  iron,  but  as  the 
specific  gravity  of  graphite  is  2.15  and  of  cast  iron  7.20,  the  space  occupied 
by  the  graphite  is  upward  of  10  per  cent.;  so  when  it  is  considered  that 
the  graphite  is  present  in  flakes,  or  plates,  and  not  in  grains,  the  reduction 
in  strength  is  easily  understood.  The  production  of  semisteel  involves  a 
reduction  of  graphitic  carbon  to  approximately  2.40  per  cent.  In 
addition,  the  reduced  silicon  content  and  other  factors  entering  into  the 
situation  tend  to  change  the  flakes  of  graphite  into  finer  particles  of 
more  compact  shape,  rendering  the  structure  more  homogeneous  and, 
consequently,  stronger.  It  is  easily  possible  to  double  the  strength  of 
ordinary  cast  iron  by  the  addition  of  steel  scrap  and  the  proper  manipula- 
tion of  the  controlling  constituents. 

Chemical  Requirements  of  Semisteel 

A  number  of  features  are  of  pressing  importance  in  securing  consistent 
results.  Foremost  among  them  are  the  careful  control  of  the  chemical 
composition  of  the  metal  and  extreme  care  in  maintaining  uniformly  the 
proper  melting  conditions  as  well  as  the  conditions  surrounding  the 
pouring  and  subsequent  heat  treatment  of  the  castings.  As  increased 
strength  is  the  main  object  sought,  the  carbon  and  silicon  must  be 
reduced.  The  extent  to  which  this  reduction  may  be  carried  is  limited 
by  the  size  of  the  casting,  the  material  of  which  the  mold  consists,  the 
subsequent  heat  treatment,  and,  to  some  extent,  by  the  percentage  of 
sulfur  and  manganese  contained.  The  lower  the  total  carbon,  the 
greater  is  the  tendency  of  the  carbon  to  remain  in  the  combined  state  for 
any  given  silicon  content;  so  in  order  to  safeguard  the  castings  from 
'' chilling  white"  it  is  necessary  to  increase  silicon  as  the  total  carbon 
decreases.  A  generally  accepted  rule  is  that  for  a  shell  of  155  mm.  in 
diameter  or  larger,  the  total  carbon  plus  the  silicon  should  be  maintained 
at  approximately  4.40  per  cent.,  although  it  will  be  seen  from  the  analyses 
in  Table  1  that  excellent  results  have  been  secured  with  a  total  consider- 
ably below  this  figure. 

The  total  carbon  is  more  difiicult  to  control  than  is  the  silicon,  for 
in  the  cupola,  carbon  is  absorbed  from  the  fuel  in  varying  amounts, 
depending  on  the  conditions  surrounding  the  melting.  As  a  result 
the  total  carbon  is  always  greater  than  the  calculated  amount,  and 
it  is  not  always  possible  to  forecast  accurately  the  reduction  that  will 
result  from  the  use  of  a  given  amount  of  steel  scrap.  The  silicon,  on 
the  other  hand,  loses  more  through  oxidation  than  is  the  case  in  melting 
ordinary  gray  iron;  and  while  a  better  control  of  the  silicon  content  is 
possible  than  of  the  carbon,  the  variations  are  such  that  accurate  and 
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rapid  laboratory  methods  are  imperative  in  order  that  as  close  control 
of  the  composition  as  possible  may  be  maintained. 

In  addition  to  the  requirement  for  high  tebsile  strength,  the  manu- 
facture of  shells  demands  a  certain  degree  of  toughness,  or  freedom  from 
excessive  brittleness,  to  insure  against  breaking  in  the  gun.  This  feature 
involves  carrying  a  low  phosphorus  content,  in  addition  to  the  pre- 
caution against  allowing  the  total  of  the  carbon  and  silicon  to  become  so 
low  that  brittleness  will  result.  In  order  to  meet  the  present  require- 
ments in  this  respect,  a  phosphorus  content  not  to  exceed  0.120  per  cent, 
is  desirable. 

The  effect  of  manganese  is  practically  the  same  as  in  the  case  of 
ordinary  gray  iron  and,  as  in  the  case  of  other  low-silicon  castings,  is 
preferably  carried  from  0.75  to  1.00  per  cent. 

Sulfur,  never  a  desirable  constituent,  tends  to  increase  abnormally 
in  semisteel,  due  to  a  number  of  conditions.  Chief  among  these  is 
the  ready  absorption  of  this  element  by  the  steel  scrap,  which  necessarily 
consists  of  moderatensized  pieces.  As  these  become  red  hot  before  the 
larger  pieces  of  pig  iron  and  require  greater  heat  to  melt,  they  remain 
longer  in  contact  with  the  sulfurous  gases  from  the  fuel.  As  the  latter 
is  required  in  greater  amount  in  order  to  insure  the  proper  melting  of  the 
steel  scrap,  it  naturally  furnishes  more  sulfur.  The  rigid  requirements 
of  the  manufacture  of  semisteel  shells  involve  a  larger  percentage  of 
remelt  than  in  ordinary  practice,  which  also  tends  to  a  higher  sulfur 
content,  so  that  special  care  is  needed  in  the  selection  of  materials  and 
attention  to  the  details  of  the  process  to  insure  as  low  a  percentage  of 
sulfur  as  possible. 

In  Table  1  are  given  a  number  of  selected  analyses  with  the  results  of 
the  accompanying  tensile  and  impact  tests  and,  in  some  cases,  the  Brinell 
hardness.  These  analyses  have  been  selected  to  cover  as  wide  a  varia- 
tion as  possible  within  working  limits  and,  in  a  few  cases,  special  portions 
of  heats  have  been  shown  in  which  the  impact  test  fell  below  requirements. 

Semisteel  Requirements  of  U.  S.  Ordnance  Department 

It  is  perhaps  fair  to  remark  that  there  was  some  uncertainty  as  to 
just  what  was  necessary  in  regard  to  the  strength  of  shells  to  meet  the 
requirements,  so  recourse  was  had  to  the  tests  developed  in  France  for 
like  purposes,  with  such  modifications  as  it  was  thought  would  simplify 
their  application  to  our  system  of  weights  and  measures.  It  is  probable 
that  further  study  in  actual  service  will  be  necessary  before  a  system  of 
tests  can  be  devised  that  will,  at  the  same  time,  safeguard  the  quality  of 
the  product  and  enable  the  manufacturer  to  produce  satisfactory  shells 
without  suffering  an  abnormal  penalty  in  rejected  material.  The  tests, 
as  finally  outlined,  were  as  follows: 
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TeMiar  CaMng. — Test  bars  ahftU  be  taken  from  the  pouring  Udle  at  each  caat 
cS  approiiiiialely  2O00  lb.  and  each  bar  shall  be  cast  in  a  vertical  mold  of  the  same 
material  as  that  in  which  the  shells  are  cast.  The  cooling  of  the  test  ban  shall  be 
performed  under  the  same  conditions  as  the  cooling  of  the  shells. 

rsFtrife-itrenirlA  Tatl. — The  teet  bar  shall  be  oast  1.25  in.  (31.7  mm.)  in  diameter, 
with  a  length  of  8  in.(20.3  cm.)  and  a  riser  of  4  in.  (10  cm.).  At  each  vdA  of  the  bar, 
for  a  distance  not  exceeding  2  in.,  the  bar  may  be  caat  with  a  maximum  diameter  <d 
1.6  in.  (38  mm.),  in  which  case  the  riser  shall  be  of  the  same  diameter.  After  removal 
of  Uie  riser,  the  test  specimen  shall  be  machined  at  its  central  portion  to  a  diameter  of 
1.128  in.  (28.$  mm.)  for  a  minimum  length  of  4  in.  (10  cm.).  The  tensile  strength 
of  the  specimen  most  be  at  leaat  32,000  lb. 

Impaet  Tut. — A  teet  specimen  1.50  in.  (38.1  mm.)  square,  and  not  exceeding 
1.52  in.  (38.6  nun.)  on  any  side,  ahaU  be  east  with  a  length  of  8  in.  (20.3  em.)  and  a 
4  in.  (10  em.)  riser  of  tha  same  area,  between  which  and  the  bar  there  may  be  a  neck 
of  decreased  area  to  permit  the  riser  to  be  readily  knocked  off.  After  removal  of 
the  riser,  the  bar  shall  be  placed  on  two  angular  supports  having  edges  with  a  radius 
of  0.08  in.  (2  mm.)  and  in  turn  supported  on  a  one-piece  anvil  we^hing  at  least  1750 
lb.  (793.7  kg.)  and  resting  on  a  concrete  or  other  solid  foundation.  A  weight  of 
25  lb.  (11.3  kg.),  having  its  bottom  curved  on  a  2-in.  (60.8  mm.)  radius,  shall  be 
caused  to  fall  exactly  on  the  middle  of  the  test  bar.  The  test  shall  begin  with  the 
weight  at  a  height  of  12  in.  (30  cm.)  and  shall  be  repeated,  always  striking  the  aame 
face  of  the  teet  bar,  with  the  height  of  the  fall  increased  by  H  io-  intervals  until 
the  bar  breaks,  llie  height  of  fall  for  causLog  rupture  shall  be  not  less  than  18  in., 
this  height  b«ng  measured  from  the  upper  surface  of  the  bar  to  the  lowest  part  of  the 
testing  weight. 

Bardnei*  Tui. — Hardness  must  not  be  lees  than  repneented  by  an  indentation 
of  4.6  nun.  diameter  on  Brinell  machines  at  3000  kilograms. 
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A  study  of  Table  1,  and  other  data  accumulated  during  a  considerable 
period  of  manufacture,  indicate  that  the  impact  test  is  more  or  less 
erratic,  as  at  present  applied,  and  a  few  comparative  tests  made  accord- 
ing to  the  United  States  specifications  on  bars  made  abroad  and  pre- 
viously tested  abroad  according  to  French  specifications  showed  a  wide 
variation;  and  that  the  United  States  test  is  more  severe  than  the  French. 

The  statement  has  at  times  appeared  that  too  high  a  tensile  strength 
was  not  advisable,  for  the  reason  that,  above  reasonable  limits,  the  impact 
test  was  likely  to  show  a  brittle  iron  and  that  the  toughest  iron  was  apt 
to  be  that  which  ran  rather  close  to  the  lower  limit  in  tensile  strength. 
While  this  statement  has  been  borne  out  in  a  very  few  cases  in  the  opera- 
tions upon  which  this  paper  is  based,  by  far  the  greater  number  of  cases 
show  an  increasing  toughness  with  increasing  tensile  strength,  as  in  the 
case  of  Nos.  11  and  13  of  Table  1;  no.  10  is  one  of  the  few  excep- 
tions mentioned. 

There  is  a  limit  to  which  the  tensile  strength  can  be  carried,  however, 
for  when  the  total  carbon  and  silicon  content  falls  much  below  4.40  per 
cent.,  the  semisteel  becomes  difficult  to  melt  and  is  sluggish  in  the  molds, 
so  that  slag  and  gases  do  not  readily  free  themselves  and  defective  cast- 
ings result.  For  example.  No.  13,  in  Table  1,  shows  a  total  carbon  and 
silicon  content  of  3.87  per  cent.  While  the  tensile  strength  was  above 
normal  and  the  impact  test  showed  good  toughness,  some  of  the  test 
bars  from  this  heat  showed  flaws  from  sluggish  metal. 

The  total  of  carbon  and  silicon  content  below  which  it  is  unsafe  to  go 
is  probably  in  the  neighborhood  of  4.00  per  cent.  It  would  not  be  wise 
to  continue  at  this  point  for  many  heats  in  succession  as,  in  addition  to 
the  liability  to  sluggish  metal,  there  is  danger  of  its  ''chilling  white" 
unless  carefully  cooled,  the  more  so  as  the  remelt  is  returned  day  after 
day.  The  best  results  appear  to  lie  between  4  and  4.40  per  cent.,  with  the 
total  carbon  remaining  as  near  3  per  cent,  as  possible  and  the  combined 
carbon  at  or  near  0.60  per  cent.  Analyses  2  and  2A  represent  respectively 
the  third  and  the  thirtieth  ladle  from  the  same  heat  and  are  reproduced 
to  show  the  tendency  to  weakness  of  the  first  metal  from  the  cupola. 

Cupola  Practice 

Second  only  to  the  necessity  for  careful  chemical  control  is  the  need 
of  a  refined  cupola  practice,  as  it  is  easy  to  spoil  an  otherwise  perfect 
mixture  for  semisteel,  by  lack  of  attention  to  details  in  melting.  It  is 
of  the  utmost  importance  that  the  coke  bed  be  thoroughly  ignited  and 
leveled  and  that  the  charges  be  placed  with  the  utmost  care  to  maintain 
compactness  and  imif ormity  and  a  proper  division  between  the  coke  and 
metal  layers;  the  cupola  should  be  kept  filled  to  the  charging  door. 

As  the  material  composing  the  charges  for  semisteel  has  a  greater 
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tendency  to  oxidation^  it  is  important  that  careful  attention  be  paid  to 
the  fluxing  of  the  cupola.  Limestone  used  alone  is  satisfactory,  provided 
the  heats  are  not  more  than  5  hr.  in  diu*ation.  It  should  be  from  7  to 
10  per  cent,  of  the  weight  of  the  metal  charge.  A  good  depth  of  slag 
should  be  carried  above  the  metal  to  admit  of  the  thorough  cleaning  of 
the  molten  metal  as  it  drips  through  this  blanket  of  slag.  For  heats 
longer  than  5  hr.,  it  is  advisable  to  substitute  fluorspar  for  a  portion  of 
the  limestone.  From  15  to  20  per  cent,  of  the  weight  of  the  limestone 
may  be  replaced  satisfactorily  by  fluorspar  on  heats  up  to  10  hr.  duration. 
It  should  be  borne  in  mind,  however,  that  fluorspar  has  about  double 
the  fluxing  capacity  of  limestone  in  making  the  substitution,  so  that 
for  every  pound  of  fluorspar  added,  2  lb.  of  limestone  should  be 
deducted. 

It  has  been  found  satisfactory  to  place  the  charge  of  flux  directly 
upon  the  coke.  The  steel,  having  a  higher  melting  point  than  pig  iron, 
should  be  charged  immediately  after  the  limestone,  and  it  should  be  fol- 
lowed, in  turn,  by  the  pig  iron  and  the  remelt.  The  metal  charge  should 
be  carefully  leveled  by  filling  the  smaller  pieces  of  the  remelt  into  the 
crevices  left  in  placing  the  pig  iron. 

More  coke  will  be  used  in  the  melting  of  semisteel  than  is  used  in  good 
gray  iron  practice,  as  the  semisteel  must  come  from  the  cupola  extremely 
hot.  Having  a  much  lower  carbon  content,  semisteel  freezes  at  a  higher 
temperature,  and  therefore  needs  to  be  handled  at  a  higher  temperature 
than  gray  iron.  For  the  same  reason,  it  should  be  handled  rapidly  and 
in  large  ladles  to  prevent  too  great  a  fall  in  temperature. 

The  great  variation  in  composition,  between  the  steel  scrap  used 
and  the  balance  of  the  charge,  necessitates  a  thorough  mixing  of  the 
m'etal  before  pouring.  To  this  end,  it  is  advisable  to  make  the  charges 
as  small  as  is  consistent  with  pronoimced  separation  of  the  layers  of 
coke  and  metal  in  the  cupola.  This  feature  is  also  governed,  to  some 
extent,  by  the  ability  of  the  charging  gang  to  maintain  proper  charging 
conditions.  The  smaller  the  charge,  the  greater  is  the  difficulty  in  keep- 
ing the  materials  properly  placed  and  the  cupola  full,  so  that  it  may 
become  necessary  to  use  slightly  larger  charges  than  would  otherwise  be 
desirable  for  the  sake  of  maintaining  the  best  charging  conditions,  espe- 
cially in  the  case  of  heats  of  long  duration.  A  cupola  lined  to  66  in. 
(167  cm.),  operated  very  successfully  on  a  2000-lb.  metal  charge  so  long 
as  the  heats  were  of  short  duration  but  when  the  time  was  increased 
materially,  it  was  found  necessary  to  double  the  charge,  using  4000  lb. 
of  metal.  In  order  to  maintain  proper  mixing  of  the  metal,  a  large  mixing 
ladle  is  advisable,  as  well  as  large  pouring  ladles  when  as  large  a  charge 
as  the  above  is  maintained. 

A  good  melting  practice  for  semisteel  demands  coke  of  good  quality 
and  a  bed  charge  approximately  36  in.  (91  cm.)  above  the  top  of  the 
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highest  tuyere  opening;  and  coke  charges  between  the  charges  of  metal 
should  range  about  1  to  8  or  1  to  7. 

Owing  to  the  inferiority  of  the  first  metal  drawn  from  the  cupola, 
it  is  advisable  to  pig  the  first  ton  or  two  of  metal  melted.  The  reason 
for  the  inferiority  of  this  metal  can  probably  be  attributed  to  several 
causes;  among  these  are  the  greater  oxidation,  resulting  in  a  low  and 
uncertain  manganese  and  silicon  content  and  the  tendency  of  the  gray 
iron  to  melt  ahead  of  the  steel.  It  is,  therefore,  advisable  to  make  sepa- 
rate analyses  of  the  first  metal,  which  is  pigged  for  remelt,  and  to  treat 
it  as  a  separate  constituent  in  calculating  the  mixtures.  In  order  to 
render  the  variation  in  this  first  metal  as  small  as  possible,  small  steel 
scrap  should  be  used  on  the  first  charge  in  order  that  it  may  melt  as 
nearly  as  possible  at  the  same  time  as  the  gray  iron. 

After  the  first  ton  or  two  of  metal  has  been  tapped  into  the  mixing 
ladle,  the  cupola  should  be  plugged  and  the  ladle  drained  so  that  the 
subsequent  metal  will  not  be  contaminated  with  the  first  metal  drawn. 
When  the  metal  is  again  tapped,  it  may  be  allowed  to  run  continuously 
and  the  molten  metal  drawn  from  the  mixing  ladle  into  the  pouring 
ladles  as  required. 

The  blast  should  be  maintained  at  a  uniform  volume  and  of  sufficient 
quantity  and  pressure  to  penetrate  to  the  center  of  the  melting  zone. 
A  satisfactory  pressure  for  a  cupola  lined  to  66  in.  has  been  found  to 
be  from  14  to  16  oz.,  which  will  result  when  approximately  30,000  cu.  ft. 
of  air  per  ton  of  metal  melted  is  supplied  and  the  charges  are  compactly 
placed. 

In  regard  to  manipulation  of  semisteel  during  and  after  pouring,  it  is 
sufficient  to  state  that  standard  foundry  practice  consistent  with  the  best 
results  in  gray  iron  should  be  maintained. 

DISCUSSION 

W.  J.Mbrtbn,*  East  Pittsburgh, Pa.  (written  discussion). — ^Although 
Mr.  Hall  claims  excellent  results  and  emphasizes  that  they  were  obtained 
through  what  he  calls  good  cupola  practice,  the  writer's  experiences  and 
also  those  of  many  other  metallurgists  in  semisteel  melting  practice 
indicate  the  converse. 

One  of  Mr.  Hall's  most  astonishing  assumptions  for  a  successful 
melt  is  the  necessity  of  elevating  the  coke  bed  to  36  in.  above  the  tuyeres, 
or  about  1  ft.,  above  the  hottest  zone  of  the  cupola,  a  fact  that  an  analysis 
of  the  melting  practice  of  his  company  readily  proves.  A  charge  of  iron 
plus  25  per  cent,  steel  for  a  66  in.  cupola,  when  properly  bedded,  should 
be  very  close  to  4000  lb.,  provided  the  charge  is  lodged  right  within  the 
melting  zone,  which  is  about  22  in.  above  the  tuyeres.    The  exceedingly 
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small  charge  of  2000  lb.  for  that  size  of  furnace  can  only  be  explained  by 
the  abnormal  position  of  the  metal  with  respect  to  the  melting  zone 
The  necessity  for  doubling  the  charge  on  a  continuous  ruUi  or  when  the 
cupola  lining  becomes  thoroughly  heated,  was  induced  by  the  underesti- 
mated weight  of  coke  between  the  charges,  a  ratio  of  1  to  8,  or  even  1  to 
7,  is  a  low  rating;  1  to  6  is  a  more  correct  rating  until  the  cupola  gets  hot. 
This  undercharging  lowered  the  upper  extremity  of  the  coke  bed  so  as  to 
bring  it  nearer,  or  within,  the  melting  zone  proper,  and  melting  then 
proceeds  more  in  accord  with  real  cupola  practice. 

To  pig  a  ton  or  two  of  the  first  iron  is  also  indicative  of  a  rather  unus- 
ual practice,  and  no  difficulty  will  be  experienced  in  getting  all  the  heat 
necessary  to  melt  the  steel  and  melt  it  hot,  or  as  the  term  goes,  "smoking 
hot,''  when  the  coke  bed  is  at  the  right  height.  The  extra  foot  of  coke 
serves  to  keep  the  charge  in  the  cooler  region  and  consequently  gets 
only  heat  enough  to  melt  the  iron  and  all  comparatively  low  fusible 
materials  of  the  charge,  leaving  the  steel  behind.  The  iron  on  its  way 
down  gets  into  contact  with  this  extra  amount  of  coke,  absorbing  from 
it  an  excessive  amount  of  carbon  and  an  extra  percentage  of  sulfur  and 
other  impurities.  It  is  readily  conceivable  that  the  iron  is  not  fit  to  be 
poured  into  a  shell  mold;  it  is  hardly  fit  for  the  commonest  gray-iron 
casting. 

Mr.  Hall's  table  of  analyses  and  tests  shows  sulfur  contents  higher 
than  any  semisteel  specification  will  permit,  and  the  conditions  set  forth 
as  being  responsible  for  this  are  the  minor  factors.  The  writer  has  had 
remelts  of  40  per  cent,  or  more  and  has  kept  sulfur  down  to  0.07  and  0.08 
per  cent.  The  writer  has  also  melted  40  per  cent,  steel  mixtures  and  was 
able  to  use  every  ounce  of  metal  melted  and  has  had  uniform  conditions 
all  through  the  heat.  He  has  at  will  varied  the  grade  of  semisteel  cast- 
ings from  40  per  cent,  mixtures  to  25  per  cent,  steel,  following  the  very 
first  or  the  second  charge,  depending  on  the  requirements  of  the  foundry 
floor.    But  it  requires  skilful  operation  and  handling  of  the  cupola. 

Table  1  of  Mr.  Hall's  paper  substantiates  the  observations  and  ex- 
periences of  the  writer  with  semisteel  meltings;  namely,  a  range  of  total 
carbon  of  2.76  to  3.00  per  cent,  with  silicon  at  1.25  to  1.40  per  cent.,  and 
manganese  1.00  per  cent,  minimum  in  a  cylinder  casting  gives  best 
results  under  impact  and  tensile  tests. 

The  effort  to  improve  the  status  of  semisteel  has  been  in  vain.  Semi- 
steel of  a  decidedly  higher  quality  has  been  made  and  used  for  diverse 
purposes  for  over  50  years  in  the  United  States,  and  for  shells,  shrapnel, 
and  other  castings  abroad. 

R.  F.  Habbington,*  Boston,  Mass. — This  so-called  semisteel,  in 
which  possibly  from  10  to  40  per  cent,  of  steel  is  used  in  conjunction  with 
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pig  iron  in  place  of  the  usual  cast-iron  scrap,  has  always  been  of  rather 
great  interest  to  the  speaker  from  the  standpoint  of  its  wear-resisting 
properties.  We  hear  a  great  deal  about  the  high  tensile  strength,  trans- 
verse load,  and  increased  deflection  obtained  through  the  use  of  steel,  as 
compared  to  metal  made  without  the  use  of  steel.  This  is  particularly 
true  in  the  case  of  the  frictional  parts  of  the  locomotive,  where  much 
material  of  both  kinds  mentioned  is  used.  The  acid  test,  so  far  as 
service  is  concerned,  is  to  a  great  extent  its  wear-resisting  qualities.  A 
considerable  tonnage  of  material  is  manufactured  in  what  are  known  as 
gray-iron  air  furnaces  or  open-hearth  furnaces;  this  material  is  used  in 
castings  where  resistance  to  wear,  toughness,  and  closeness  of  the  sections 
are  necessary.  Through  this  type  of  furnace,  similar  properties  are 
obtained  in  that  the  total  carbon  is  reduced  and  the  denseness  of  the 
material  is  greatly  increased. 

I  have  often  wondered  how  the  wear-resisting  qualities  of  these  two 
metals  would  compare;  viz.,  a  metal  made  through  the  use  of  steel  and 
one  through  the  use  of  the  open-hearth  or  air-furnace  type  of  melting 
unit.  I  know  of  no  work  in  which  an  endeavor  has  been  made  to  deter- 
mine wear-resisting  qualities  of  the  one  metal  as  compared  to  the  other; 
in  fact,  I  am  unaware  of  any  exhaustive  work  in  which  tests  to  determine 
the  wearing  quality  of  any  cast  iron  have  been  made. 

In  the  railroad  world,  considerable  stress  is  laid  upon  this  question 
of  wear  and  many  men  believe  that  the  addition  of  steel  materially  re- 
duces the  wearing  quality  of  a  metal,  compared  with  a  metal  of  the  same 
analysis  obtained  through  the  reduction  of  carbon  by  other  means. 
Some  attention  should  be  paid  to  the  theory,  as  advanced  by  the  prac- 
tical man,  and  some  effort  should  be  made  to  test  out  the  relative  wear- 
resisting  qualities  of  one  metal  as  compared  to  another.  Possibly  the 
difference  is  so  sUght  that  its  detection  would  be  difficult. 

Henry  D.  Hibbard,  Plainfield,  N.  J. — The  word  semisteel  is  much 
abused,  but  there  is  nothing  that  takes  its  place.  In  the  metallurgy  of 
iron  the  term  is  used  for  a  cupola  product  with  steel  for  a  part  of  the 
charge;  the  air-furnace  product,  where  part  of  the  carbon  of  the  iron  is 
worked  out,  making  so-called  gun  iron;  and  iron  for  malleable  iron  cast- 
ings. A  little  while  ago  I  found  that  some  dictionaries  defined  semisteel 
as  puddled  steel.  Some  other  name  should  be  devised  for  these  products, 
some  distinctive  name,  but  that  is  too  much  to  hope  for  now,  as  people 
use  ^this  term  in  connection  with  their  products  and  customers  have 
become  accustomed  to  this  name. 

R.  F.  Harrington. — Doctor  Moldenke,  in  a  talk  before  the  Boston 
Section  of  the  New  England  Foundrymen's  Association  about  a  week  ago, 
said  that  it  was  necessary  to  show  the  pubUc  the  difference  between  the 
so-called  semisteel  and  a  metal  that  contains  5  per  cent,  steel  and  one 
containing  50  per  cent.,  especially  if  the  same  price  is  charged  for  both. 
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It  seems  to  be  the  question  of  differentiating  between  a  superior  metal 
and  one  that  possibly  may  have  5,  10,  15,  or  even  20  per  cent,  steel  and 
is  far  from  satisfactory. 

Chaibman  Richards. — One  other  product  that  may  be  classed  with 
semisteel  is  the  synthetic  cast  iron  made  in  the  electric  furnace.  During 
the  war,  Keller,  Leleiix  &  Co.,  of  France,  erected  a  large  number  of 
plants  for  manufacturing  synthetic  cast  iron  from  the  large  amount  of 
steel  scrap  and  turnings  at  hand,  and  found  that  the  work  was  well 
done  in  the  electric  furnace.  The  term  "synthetic  cast  iron"  is  not  bad, 
because  it  means  cast  iron  that  is  partly  manufactured  in  the  process  of 
melting. 

Thomas  Gilmorb,*  Jr.,  New  York,  N.  Y. — Occasionally,  I  have  use 
for  molds  made  of  white  iron,  but  have  found  it  practically  impossible 
to  get  the  kind  of  material  desired  from  foundrymen.  Though  samples 
submitted  by  them  are  good,  the  material  actually  furnished  will  vary 
from  an  ordinary  soft  gray  iron  to  sash-weight  iron  and  yet  a  fine-grained 
bright  crystalline  iron  has  excellent  wearing  quaUties  when  used  in 
connection  with  very  abrasive  materials,  such  as  flue  dust,  iron  borings 
and  steel  turnings,  especially  where  high  pressures  are  applied  and  there 
is  friction.  Under  such  conditions,  the  above  iron  will  compare  favorably 
in  wearing  qualities  with  such  materials  as  manganese  or  chrome-nickel 
steel,  which  are  often  used,  and  the  cost  is  much  less. 

*  Chief  Engineer,  General  Briquetting  Co. 


172  BfANUFACTURE   OF  QUN  STEELS   AND   FINE  STEELS 


Acid  Open-hearth  Process  for  Manufacture  of  Gun 

Steels  and  Fine  Steels* 

Bt  W.  p.  BARBA,t  Philadblphia,  Pa.,  and  Hbnbt  M.  Howe,  t  Bedford  Hills,  N.  Y. 

(New  York  Maetinc  Febnuuy.  1932) 

Intbodttction  bt  Ck>MFOBT  A.  Adaub** 

When  this  country  went  into  the  war,  but  two  concerns,  The  Bethlehem  Steel  Co. 
and  The  Midvale  Steel  and  Ordnance  Co.,  knew  how  to  make  steel  fit  for  great  cannons 
and  at  these  concerns  there  were  relatively  few  men  who  knew  the  whole  art.  For- 
tunately, certain  of  these  men  put  their  knowledge  at  the  service  of  the  Government, 
and  proceeded  to  instruct  the  metallurgists  at  the  arsenals  and  at  various  steel  works. 

Doctor  Howe,  then  chairman  of  the  Engineering  Division  of  the  National  Re- 
search Council,  suggested  that  this  work  might  be  facilitated,  and  the  number  of 
effective  gun-steel  makers  thereby  increased,  if  a  detaQed  description  of  the  best 
practice  could  be  written,  giving  the  reasons  for  the  various  steps,  and  issued  with  the 
endorsement  of  a  committee  composed  of  those  who  were  evidently  the  most  corn* 
potent  authorities.  It  was  thought  that  something  would  be  gained  by  clarification 
of  the  subject,  and  something  by  the  eminent  authority  of  the  members  of  the  com- 
mittee. To  that  end,  the  Engineering  Divisbn  appointed  a  committee,  consisting  of 
the  gentlemen  whose  names  follow,  to  mention  only  those  in^o  retained  their  oonneotion 
with  it. 

At  this  time  there  were  serious  difficulties  in  the  manufacture,  for  the  Government, 
of  aircraft  and  high-speed  engine  crankshafts,  of  certain  ordnance  forgings,  and  of 
shells  for  both  the  Army  and  Navy.  This  Committee  was  asked  to  study  and  report 
upon  these,  with  a  view  to  betterment  of  practice.  There  were  indications  that  the 
soiuiie  of  some  of  the  difficulties  went  back  to  the  melting  of  the  steel  and  the  pro- 
duction of  the  ingot.  Hence,  the  committee  first  studied  steel  melting  and  ingot 
production,  in  order  to  guide  the  wartime  manufacturers  to  an  even  larger  percentage 
of  useful  production  from  the  steel  initiaUy  melted. 

Committee  on  Steel  Ingots 

W.  P.  Barba,  chairman.  Ordnance  Dept.,  U.  S.  A.  (formerly  Vice  Pres.  &  Gen.  Mgr., 

Midvale  Steel  Co.,  Philadelphia). 
George  K.  Burgess,  Chief  of  Division  of  Metallurgy,  U.  S.  Bureau  of  Standards, 

Washington,  D.  C. 
Henry  M.  Howe,  Then  Chairman  Engineering  Division,  National  Research  Council. 

*  Report  of  Progress  to  the  Steel  Ingot  Committee  of  National  Research  Coimcil. 
t  Chairman  of  Conmiittee. 

%  Honorary  Chairman  of  Engineering  Division  of  National 'Research  Council* 
**  Chairman  of  Engineering  Division  of  National  Research  Coimcil, 
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E.  F.  Kenney,  Metallurgical  Eogr.,  Midvale  Steel  and  Ordnance  Co.,  Philadelphia, 

Pa, 
Dorsey  A.  Lyon,  Bureau  of  Mines,  Pittsburgh,  Pa. 
Theo.  W.  Robinson,  Vice-President,  Illinois  Steel  Co.,  Chicago,  HI. 
A.  A.  Stevenson,  The  Standard  Steel  Works  Co.,  Philadelphia,  Pa. 
Bradley  Stoughton,  Secy.,  Amer.  Inst,  of  Mining  and  Metallurgical  Engineers,  New 

York,  N.  Y. 
W.  R.  Walker,  Asst.  to  the  President,  U.  S.  Steel  Corpn.,  New  York,  N.  Y. 
Frank  D.  Carney,  of  Carney  A  Lindemuth,  Consulting  Engineere,  New  York,  N.  Y. 
The  Conunittee  deputed  the  authors  of  this  paper  to  prepare  the  proposed  report, 
which  they  did  forthwith.  This  was  a  few  weeks  before  the  armistice  in  1018.  The 
paper  was  completed  soon  after,  so  that  it  represents  the  work  of  the  authors  in  the 
autunm  and  winter  of  1918^  but  its  publication  has  been  delayed  by  several  causes. 

General  Outline  of  Report 

In  sections  1  to  11  inclusive,  we  give  a  condensed  statement  of  our 
subject,  in  particular  indicating  the  chief  ends  to  be  held  in  view  in 
conducting  the  open-hearth  process  for  gun  steel,  while  in  the  remainder  of 
the  paper  we  elaborate  this  matter. 

1.  Composition. — In  order  to  comply  with  the  physical  tests  of 
American  ordnance  specifications,  the  composition  of  nickel-steel  pieces 
for  cannon  and  shafting  should  lie  within  the  following  limits,  the  exact 
composition  varsring  with  the  part  of  the  gun  which  the  piece  in  question 
is  to  form,  whether  tube,  jacket,  hoop,  or  other. 

Pbb  Cbht.  Pbb  Cairr. 

Carbon 0.35  to  0.50    Manganese 0.50  to  0.75 

Phosphorus below  0.05       Silicon 0.15  to  0.30 

Sulfur below  0.05       Nickel 2.60  to  3.75 

For  ease  of  exposition  we  have  asstmied  a  specific  carbon  content,  0.35 
per  cent. 

The  steel  should  be  brought  at  the  moment  of  teeming^  to  the  desired 
composition  in  every  respect. 

(a)  The  manganese  and  silicon  must  be  brought  to  the  desired  propor- 
tion. In  order  to  do  this,  the  bath  should  be  freed  from  oxygen  as  nearly 
as  possible  and  certainly  to  a  constant  degree.  This  freedom  from 
oxygen  is  important  also  for  lessening  or  preventing  segregation,  blow- 
holes, and  structural  metallurgical  weakness. 

(6)  Phosphorus  and  sulfur  must  be  below  the  prescribed  limit,  and  to 
this  end  the  stock  must  be  sufficiently  free  from  them. 

(c)  The  chromium  and  nickel  must  be  within  the  prescribed  limits. 

2.  Temperature  must  be  accurately  regulated,  for  reasons  which  will 
appear  in  the  following  paragraphs. 


^  Throughout  this  paper  tapping  refers  to  pouring  the  steel  from  the  furnace  into 
the  ladle,  and  teeming  or  pouring  to  pouring  it  from  the  ladle  into  the  mold. 
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3.  Segregation  must  be  restrained,  and  to  that  end  the  steel  must  be 
poured  at  a  relatively  low  temperature^  and  must  be  free  from  oxygen. 

4.  Columnar  crystaUizaiion  must  be  restrained  and  the  size  of  the 
dendrites  kept  down.  To  this  end  the  teeming  temperature  should  be 
relatively  low. 

5.  Piping  Must  be  Restrained, — To  this  end  the  ingots  should  be  cast 
with  the  large  end  up,  and  at  as  low  a  temperature  and  as  rapid  a  rate  as 
the  ingot  sizes  and  the  chemistry  of  the  steel  permit. 

6.  External  Cracking  Should  be  Prevented. — Here  we  may  note  that 
there  are  two  periods  of  brittleness.  First,  when  the  steel  is  cooling 
toward  the  solidus,  and  thus  is  a  viscous  solid,  an  intimate  mixture  of  a 
large  proportion  of  already  solid  pasty  particles  and  a  relatively  small 
proportion  of  still  molten  steel.  Second,  at  the  blue  heat.  The  tendency 
in  any  given  layer  to  crack  in  this  period  is  often  exaggerated  by  the 
simultaneous  expansion  which  the  deeper  seated  and  slightly  hotter 
layers  are  undergoing  in  passing  through  the  recalescence. 

We  guard  against  this  external  cracking. 

(a)  By  tapering  the  mold  so  strongly  that  the  ingot  frees  itself  from 
it  readily  during  the  contraction  period  immediately  after  pouring,  and 
hence  is  readily  withdrawn. 

(6)  By  pouring  at  a  relatively  low  temperature  and  slowly,  first  so 
that  as  the  molten  steel  rises  in  the  mold,  the  thickness  of  the  already 
solidified  walls  may  increase  fast  enough  to  withstand  the  increasing 
ferrostatic  pressure;  and  second,  that  the  size  of  the  columnar  crystals  and 
the  dendrites  may  be  restrained. 

(c)  By  fluting  or  otherwise  shaping  the  outer  surface  of  the  ingot, 
which  has  little  power  of  stretching,  so  that  it  can  bend  horizontally  and 
thus  acconunodate  itself  to  the  resistance  of  the  slower  cooling  and  hence 
slower  contracting  interior. 

7.  Internal  Cracks  Indudir^  Flakes  Must  be  Restrained. — (a)  By  inter- 
rupting the  relatively  rapid  cooling  in  the  mold  and  replacing  it  with 
slower  cooling  in  ashes  as  soon  as  the  ingot  has  solidified  sufficiently  to  be 
moved  without  danger  of  cracking.  When  the  ingots  are  cast  with  the 
small  end  up,  their  molds  may  be  stripped  before  they  have  cooled  far 
enough  to  make  it  expedient  to  bury  them  in  ashes.  If  this  is  done,  the 
time  between  stripping  and  burying  them  forms  a  third  portion  of  cooling. 

(6)  By  saddening'  and  thereby  toughening  the  ingot  very  carefully,  so 
as  to  prevent  cracking  it  mechanically  in  forging  or  rolling. 

*  This  represents  American  practice.  In  section  39,  we  consider  the  reasons  which 
favor  the  opposite  course  of  pouring  at  a  high  temperature,  as  is  done  in  Ck>ntinental 
Europe. 

'  To  sadden  an  ingot  means  to  substitute  strong  cohesion  and  toughness  for  its 
initial  fragility  due  to  its  having  a  very  coarse  crystalline  sugar-like  structure.  This 
may  be  done  by  giving  it  a  succession  of  light  reductions  under  a  hammer  or  press,  or 
in  a  rolling  mill.     "Sadden"  is  evidently  closely  related  to  "sodden." 
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(c)  By  retarding  the  heating  of  the  ingot  for  forging  and  that  of  the 
forgings  themselves,  so  as  to  lessen  the  thermal  stresses. 

(d)  By  as  great  freedom  from  inclusions  as  possible. 

8.  Retention  of  Inclusions  Must  he  Restrained, — (a)  By  deoxidizing 
the  molten  steel  as  fully  as  possible  by  means  of  the  carbon  of  the  pig 
iron,  because  the  product  of  its  oxidation  is  gaseous  and  escapes,  whereas 
those  of  all  other  deoxidizing  agents  are  solid  or  molten  and  tend  to 
remain  as  inclusions.  In  order  that  as  much  as  possible  of  the  deoxida- 
tion  should  be  done  by  carbon,  the  working  temperature  during  refining 
must  be  held  as  high  as  the  safety  of  the  roof  will  permit. 

(&)  The  nearly  complete  deoxidation  by  carbon  should  be  followed  by 
further  deoxidation  by  silicon.  The  manganese  should  not  be  added  till 
after  this  silicon  has  done  its  work  of  deoxidation,  in  order  that  as  little  as 
possible  of  it  may  oxidize.  This  is  both  so  that  the  manganese  content  of 
the  product  may  be  as  nearly  constant  as  possible,  and  that  as  little  man- 
ganese oxide  as  possible  may  form  to  corrode  the  siliceous  hearth  of  the 
furnace  and  form  inclusions  of  manganese  silicate  with  the  silica  so  eaten 
away.  This  postponement  clearly  tends  to  lessen  the  oxidation  of 
manganese;  first,  by  shortening  its  stay  in  the  furnace  and,  second,  by 
pre-deoxidizing  the  bath  with  the  silicon. 

(c)  The  steel  should  be  held  in  the  ladle  a  moderate  length  of  time  to 
allow  the  inclusions  to  rise  to  the  surface,  and  also  for  the  much  more 
important  purpose  of  permitting  the  finished  steel  to  fall  to  the  proper 
temperature  for  casting  into  a  successful  ingot. 

9.  Hot  and  Cool  Pouring. — American  practice,  which  is  the  chief 
subject  of  this  paper,  may  be  sunmied  up  briefly  as  refining  hot  but 
pouring  cool.    We  have  now  seen  four  reasons  for  cool  pouring: 

1.  That  it  is  thought  to  restrain  segregation; 

2.  That  it  restrains  the  size  of  the  dendrites; 

3.  That  it  lessens  piping; 

4.  That  it  lessens  or  prevents  external  cracking. 

On  the  other  hand,  it  certainly  favors  the  retention  of  inclusions, 
by  shortening  the  time  available  for  their  rising  to  the  surface  in  the 
ladle.  Their  opportunity  to  rise  is  really  good  only  so  long  as  the  steel  is 
completely  molten.  As  soon  as  it  cools  to  the  liquidus,  it  ceases  to  be 
wholly  molten  and  becomes  an  emulsion  of  an  ever-increasing  quantity 
of  pasty  particles  of  metal  which  have  already  solidified. 

10.  The  Furnace  Itself  Must  Be  Protected.— To  this  end, 

(a)  Its  hearth  should  be  protected  from  iron  oxide  by  covering  it, 
before  charging  the  scrap,  with  about  half  of  the  pig  iron  used. 

(b)  The  working  temperature  of  the  furnace  must  be  maintained 
during  the  melting  and  refining  periods  at  the  highest  point  consistent 
with  safety  to  the  furnace:  First,  so  as  to  shorten  the  melting  period, 
during  which  the  hearth  is  exposed  to  the  attack  of  the  iron  oxide,  because 
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it  is  not  fully  covered  by  the  molten  charge;  second,  so  as  to  stimulate  the 
deoxidizing  action  of  the  carbon  of  the  bath  during  the  refining  period. 

11.  Recapiiidatian. — There  are  reaUy  only  four  purposes  served  by 
these  various  precautions,  with  their  many  subprecautions,  viz.:  To 
make  the  ingots: 

(a)  of  proper  and  uniform  composition, 

(6)  of  proper  macro-  and  microstructure,  and 

(c)  sound,  that  is  free  from  pipes,  blowholes,  cracks,  and  rough- 
ness, and 

(d)  to  prolong  the  life  of  the  furnace. 

Detailed  Discussion  of  Report 

12.  General  Course  of  Acid  Open-hearOi  Process. — The  foregoing 
sections  teach  that  the  general  aim  of  the  process  is  to  melt  and  decarburize 
the  initial  charge;  to  remove  the  oxygen  incidentally  introduced  in  this  de- 
carburization;  to  bring  the  charge  to  a  high  temperature  in  order  to  favor 
the  deoxidation;  to. push  this  deoxidation  further  by  means  of  silicon;  and 
to  complete  it  by  means  of  an  addition  of  manganese  sufficient  both  for 
this  purpose  and  for  leaving  in  the  steel  the  manganese  content  required. 
While  doing  this  last  we  lower  the  temperature  to  that  suitable  for  teem- 
ing, taking  care  that  the  bath  temperature  remains  so  high  that  the  man- 
ganese reaction  may  complete  itself,  and  we  then  teem  the  steel  into 
ingots  free  from  inclusions  and  other  mechanical  defects.  Thus  we 
"refine  hot  but  pour  cool." 

13.  The  rati;  mcUerials  of  the  acid  open-hearth  process  are  pig  iron, 
scrap  steel,  and  in  standard  American  practice  a  little  iron  ore. 

The  ratio  of  pig  to  scrap  is  usually  spoken  of  as  if  these  two  materials 
formed  the  whole  charge.  Thus  the  40:60  ratio  refers  to  the  use  of  40 
parts,  by  weight,  of  pig  iron  to  60  parts  of  scrap  apart  from  the  small 
quantity  of  ore  used.    This  40:60  ratio  is  the  one  assumed  in  this  report 

This  pig-scrap  ratio  varies  widely  from  100  parts  of  pig,  as  in  the 
t3rpical  pig-and-ore  or  Siemen's  process,  to  only  about  10  parts  as  in 
some  European  practice.  To  this  important  ratio  we  will  return  in 
Sections  33  to  35,  after  fixing  our  ideas  by  considering  the  standard 
American  practice,  which  is  the  chief  subject  of  this  paper,  and  the 
Continental  practice.  Suffice  it  here  to  say  that,  as  the  function  of  the 
ore  is  to  oxidize  the  silicon  and  the  excess  of  carbon  over  that  needed  in  the 
product  plus  that  incidentally  removed  in  the  necessarily  strongly 
oxidizing  process  itself,  the  quantity  of  ore  used  increases  with  the  ratio 
of  pig  to  scrap,  from  zero  in  the  typical  French  and  Italian  non-oring  low- 
pig  practice  to  the  large  quantity  needed  for  canying  out  the  typical  pig 
and  ore  process. 

Not  more  than  10  per  cent,  of  the  whole  charge  should  be  in  the  form 
of  turnings,  lest  the  rapidity  and  the  indeterminateness  with  which  they 
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oxidise  introduce  an  indeterminate  quantity,  of  iron  oxide  into  the 
charge.  Here,  as  in  all  other  respects,  the  working  conditions  should  be 
brought  as  nearly  as  possible  to  a  fixed  standard,  because  it  is  difficult  to 
compensate  for  the  results  of  even  minor  variations  in  procedure. 

When  pig  iron  is  relatively  expensive  it  may  be  replaced  partly,  or 
even  wholly,  as  a  means  of  introducing  the  needed  carbon,  by  charcoal, 
anthracite,  or  petroleum  coke,  when  these  latter  may  be  had  sufficiently 
free  from  sulfur. 

14.  Method  of  Charging. — Half  the  pig  iron  should  be  spread  upon  the 
hearth,  the  scrap  should  be  placed  upon  this,  and  the  other  half  of  the  pig 
iron  on  top  of  the  scrap.  The  reasons  for  this  arrangement  are,  first,  that 
the  hearth  should  be  protected  by  a  layer  of  pig  iron  from  being  cut  by  the 
oxygen-bearing  drops  of  molten  scrap.  As  this  molten  metal  trickles 
down,  drop  by  drop,  over  the  oxidized  surface  of  the  scrap  immediately 
beneath,  it  is  almost  certain  to  become  strongly  charged  with  oxide,  and 
hence  to  corrode  the  bottom,  unless  this  is  prevented  by  causing  it  to 
trickle  over  a  layer  of  pig  iron  below  it.  The  carbon  and  silicon  of  this 
pig  iron  will,  of  course,  react  energetically  with  these  drops  of  molten 
oxygen-bearing  iron,  to  deprive  them  of  their  oxygen. 

Second,  the  purpose  of  covering  the  scrap  with  the  remainder  of  the 
pig  iron  is  to  protect  it  from  the  cutting  effect  of  the  flame,  which  thus 
is  utilized  for  oxidizing  the  carbon  and  silicon  of  the  pig  iron,  instead  of 
being  employed  viciously  to  oxidize  the  scrap  and,  thereby,  to  cause  it  to 
attack  the  hearth  and  poison  the  bath  with  oxides,  as  just  indicated. 

15.  Composition  of  Charge. — The  carbon  content  of  a  charge  of  40  per 
cent,  pig  and  60  per  cent,  scrap  is  about  2  per  cent.  In  melting,  this 
should  fall  to  about  1.25  per  cent. 

16.  Phosphorus  and  Sulfur. — For  gun  steel,  the  content  of  these 
impurities  diould  be  as  low  as  possible,  hardly  over  0.05  per  cent,  of 
each.  In  the  case  of  small  ingots,  less  than  26  in.  in  diameter  and  weigh- 
ing less  than  15,000  lb.,  a  very  slight  increase  in  the  phosphorus  and 
sulfur  content  might  be  considered,  but  not  in  the  case  of  large  ingots, 
because  in  these  the  local  concentration  of  phosphorus  and  sulfur,  both  in 
the  axial  segregate  and  in  the  interdendritic  or  local  segregates,  more 
easily  causes  a  prohibitorily  large  content  of  these  impurities  locally, 
resulting  in  black  ghost  lines. 

17.  Manganese. — (a)  It  is  well  that  there  should  be  from  1  to  lyi  per 
cent,  of  manganese  present  in  the  initial  charge.  Some  of  this  oxidizes 
during  melting,  but  an  appreciable  amount  remains  in  the  molten  metal 
and  aids  both  in  the  removal  of  sulfur  in  the  form  of  manganese  sulfide 
and  in  lessening  the  oxygenation  of  the  bath.  By  this  latter  effect,  it 
lessens  the  loss  of  manganese  in  the  final  additions. 

(b)  This  restriction  of  the  oxygenation  of  the  bath,  even  to  the  end  of 
the  process  by  an  initial  manganese  content  as  small  as  1  per  cent.,  is 
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surprising.  The  intensity  of  the  deoxidizing  conditions  needed  in  making 
ferromanganese  in  the  blast  furnace  shows  how  readily  manganese  oxidizes  ; 
hence  we  should  expect  the  initial  manganese  to  be  oxidized  rapidly  during 
the  oxidizing  stages,  both  in  melting  down  when  the  upper  half  of  the  pig 
iron  trickles  down  drop  by  drop  over  the  oxidized  crusts  of  the  metal 
beneath  it  in  a  strongly  oxidizing  atmosphere,  and  also  in  the  inten- 
tionally oxidizing  stage,  Period  II. 

18.  Nickel, — The  nickel  content  of  the  initial  charge  should  be  some- 
what less  than  that  required  in  the  final  product,  so  that  it  may  be  recti- 
fied by  additions  of  nickel  at  a  convenient  stage  in  the  process. 
Rectifying  by  the  subtraction  of  nickel  is,  of  course,  impossible. 

19.  Chromium. — Unless  chromium  is  absolutely  required  by  the  speci- 
fications, it  is  advised  that  not  more  than  0.05  per  cent,  of  it  should  be 
present  in  the  mixture,  because  of  the  difficulty  of  overcoming  its  tendency 
to  cause  inclusions  and  consequent  laminations.  Chrome  steels,  as  such, 
are  not  discussed  here. 

20.  Graphical  RepreserUatian. — ^Fig.  1  is  an  attempt  to  express  the 
various  stages  of  this  process  graphically.  Vertical  distances  represent 
temperature,  and  horizontal  time.  For  convenience,  the  process  may  be 
divided  into  five  periods  as  follows: 

I.  Melting  the  charge. 

II.  Accelerating  the  oxidation  of  the  carbon  in  excess  of  that  needed 
in  the  product  by  oring  and  raising  the  temperature  to  the  high  point 
needed  for  the  ensuing  deoxidation  of  the  metal. 

III.  Carrying  the  deoxidation  as  far  as  this  can  be  done  by  means  of 
the  carbon  of  the  bath  and  high  temperature. 

IV.  Carrying  the  deoxidation  still  farther  by  adding  ferrosilicon  while 
the  bath  is  still  at  a  high  temperature  and  cooling. 

V.  Continued  cooling,  adding  ferromanganese,  to  complete  the 
deoxidation  and  give  the  product  the  desired  manganese  content,  tapping, 
and  teeming. 

21.  Period  I,  Melting. — (a)  In  the  first  period,  the  liquidus  BC  refers 
to  the  average  melting  point  of  the  charge  from  time  to  time.  The 
melting  point  of  the  scrap  is,  of  course,  much  above  that  of  the  pig  iron. 

(b)  The  more  strongly  curved  line  AA  represents  the  actual  tempera- 
ture of  the  metal.  Starting  completely  solid  and  at  room  temperature  at 
the  origin,  it  rises  gradually  diuing  the  first  period,  at  the  end  of  which  it 
crosses  line  BC,  so  that  the  actual  temperature  of  the  metal  coincides 
with  its  liquidus,  or  temperature  of  complete  fusion. 

(c)  The  rise  of  temperature  should  be  as  rapid  as  possible  so  as  to 
shorten  this  period,  in  the  early  part  of  which  the  hearth  is  attacked 
more  or  less  seriously  by  the  oxide  of  the  melting  metal  which 
trickles  down. 

22.  Period  II,  Oring. — (a)  When  the  charge  is  completely  melted. 
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it  should  contain  0.90  to  1.20  per  cent,  of  carbon.  We  have  now  to 
remove  this  carbon  rapidly.  The  first  step  is  to  add  about  10  lb.  of 
limestone  per  ton  of  charge,  both  that  the  slag  may  be  fluid  and  that  the 
carbon  dioxide  given  off  may  start  the  metal  boiling.  This  boiling 
should  continue  from  this  point  on  until  very  near  the  end  of  the  process, 
in  order  to  transfer  to  the  lower  part  of  the  charge  the  heat  reflected 
from  the  roof  against  the  slag  floating  on  the  metal.  It  has  often  been 
proved  that  a  "quiet  bath"  may  be  very  heterogeneous  in  composition. 
If  the  circulation  is  not  sufficiently  rapid,  it  should  be  assisted  chemically 
or  mechanicsJly.  Mechanical  stirring  with  rods  is  most  beneficial  from 
every  point  of  view  and  is  usual. 

What  may  be  called  "chemical  stirring"  is  that  brought  about  by  the 
evolution  of  carbon  dioxide  from  the  limestone  and  of  carbon-monoxide 
gas  within  the  bath  itself  by  the  reaction  between  the  iron  oxide  in  the 
slag  and  in  the  metal  with  the  carbon  of  the  metal.  This  reaction  is 
brought  about  by  the  introduction  of  iron  ore,  or  "oring." 

(b)  In  about  45  min.  after  complete  fusion,  the  charge  should  be  so  hot 
that  we  may  begin  oring.  The  quantity  of  ore  needed  is  usually  28  to 
33  lb.  per  ton  of  charge  and  is  usually  added  in  several  portions.  A  rich, 
pure,  low-phosphorus  Lake  Superior  hematite  may  weU  be  used.  The 
ore  should  not  be  charged  before  the  metal  has  passed  so  far  above  its 
liquidus  that  there  is  no  chance  of  its  being  locally  so  chilled  by  the  ore 
itself,  and  by  those  features  of  the  reaction  which  are  endothermic,  that 
this  reaction  will  not  take  place  actively.  Hence  the  very  considerable 
gap  between  lines  AA  and  BC  when  the  oring  begins. 

(c)  At  about  2  hr.  and  45  min.  from  the  beginning  of  Period  II,  the 
carbon  should  have  fallen  to  about  0.65  per  cent.  This  should  bring 
this  period  to  a  close,  because  the  time  between  the  arrival  of  the  carbon 
at  this  content  (0.65  per  cent.)  and  its  arrival  at  the  final  content  (0.35 
per  cent.)  is  only  about  enough  to  insure  an  approximately  thorough 
removal  from  the  charge  of  the  oxygen  which  has  incidentally  been  incor- 
porated into  it  in  this  second  or  oring  period. 

23.  Period  III,  Deoxidizing  or  Refining  by  Carbon. — The  object 
in  this  period  is  to  carry  on  the  removal  of  the  oxygen  from  the  metal  by 
means  of  the  carbon  still  present,  and  of  the  very  high  temperature  which 
gives  that  carbon  its  needed  energetic  action  on  the  oxygen.  The  obser- 
vations of  Doctor  Burgess  indicate  that  the  temperature  of  the  metal 
at  this  time  is  about  1670°  C,  which  is  about  as  high  a  temperature  as 
the  metal  can  be  brought  to  without  endangering  the  roof  or  shortening 
its  life  unduly. 

24.  Appearance  of  the  Slag. — We  have,  at  present,  no  direct  means  of 
following  the  removal  of  the  oxygen  from  the  molten  metal,  nor  indeed 
do  we  know  how  much  residual  oxide  is  compatible  with  the  needed 
excellence  of  the  product.     Instead  we  rely  on  the  removal  of  iron  oxide 
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from  the  slag,  on  the  principle  that  as  the  iron-oxide  content  of  the  metal 
falls,  that  of  the  slag  decreases  with  it.  And,  in  general,  the  iron  oxide 
distributes  itself  between  metal  and  slag  in  proportions  tending  to  reach 
an  equilibriumi  the  ratio  of  which  doubtless  varies  with  the  temperature, 
the  carbon  content  of  the  metal,  and  other  conditions. 

Fortunately,  the  appearance  of  the  slag  gives  so  close  an  indication 
of  its  content  of  ferrous  oxide  that  the  open-hearth  process  need  not  be 
held  back  to  allow  a  direct  chemical  determination  of  that  oxide  to  be 
made.  This  appearance  may  be  noted  in  a  slag  cake  about  3^  in.  deep 
and  3  in.  in  diameter.  But  such  cakes  are  seldom  made,  because  suffi- 
cient information  can  be  had  from  the  thin  layer  of  slag  which  adheres 
to  the  shank  of  the  test  ladle  used  to  secure  the  many  samples  of  metal 
required  for  observation  during  the  process.  The  outer  surface  of  this  slag 
is  dark  brown,  hke  that  of  glazed  drain  tiles,  probably  because  its  ferrous 
oxide  is  converted  into  ferric  oxide  in  passing  through  the  air.  The  cross 
section  is  rather  waxy.  The  steel  makers  speak  of  its  having  an  increas- 
ing degree  of  vitreousness  as  the  ferrous-oxide  content  of  the  slag  de- 
creases. To  the  layman,  it  suggests  rather  an  increasing  degree  of 
waxiness.    But  with  this  understood,  we  may  speak  of  its  vitreousness. 

The  color  of  the  interior  of  the  slag  sample,  apart  from  the  rather 
constant  dark  brown  of  the  crust,  is,  next  to  its  vitreousness,  the  best 
indication  of  the  progress  of  deoxidation.  A  slag  rich  in  iron  oxide,  and 
hence  overlying  a  bath  rich  in  oxygen,  is  dark  brown  to  black.  As  the 
oxygen  is  removed  from  the  metal  and  the  ferrous  oxide  from  the  slag, 
this  color  grows  continuously  paler,  to  a  yellow,  a  gray,  and  if  the  deoxida- 
tion is  complete  in  the  electric  furnace,  even  to  a  white. 

By  the  middle  of  Period  III,  when  the  carbon  content  has  fallen  to 
about  0.45  per  cent.,  the  ferrous-oxide  content  of  the  slag  should  be 
reduced  to  about  18  or  20  per  cent.,  and  its  color  should  be  a  clear,  pale 
lemon  yeUow  in  the  case  of  a  charge  initially  nearly  free  from  manganese; 
and  of  a  like  tint,  but  more  greenish,  in  the  case  of  a  charge  containing 
initially  about  1  to  lyi  per  cent,  of  manganese,  as  indeed  is  very  desirable. 
The  manganese  oxide  adds  a  strong  greenish  cast  and  sometimes  a  dark 
greenish  central '' streak"  to  the  color  which  the  ferrous  oxide  gives  itself. 
In  this  case  the  }i  to  ^^  in.  thick  section  of  the  slag  sample  has  five 
differently  colored  layers,  two  dark  brown  outer  ones,  then  two  of  the 
characteristic  yellow,  then  a  central  darker  cloudy  greenish  "streak," 
merging  into  the  yellow  ones. 

26.  Period  III,  Continued. — In  the  remaining  half  of  Period  III,  the 
continuing  removal  of  the  iron  oxide  is  recognized  by  the  change  in  the 
color  of  the  slag  from  yellow  toward  gray,  in  case  the  charge  contained 
initially  1  to  1^  per  cent,  of  manganese.  This  color  indicates  that  the 
ferrous  oxide  of  the  slag  has  been  reduced  to  about  15  per  cent.,  and  this 
in  turn  that  the  metal  is  as  thoroughly  deoxidized  as  it  can  be  by  the 
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action  of  its  carbon  alone.  The  color  and  the  texture  of  the  slag 
referred  to  are  typical  only  of  the  average  practice,  and  both  are  affected 
by  the  volume  of  the  slag,  which  depends,  first,  on  the  content  of  silicon 
and  manganese  in  the  charge;  second,  on  the  rapidity  with  which 
the  charge  is  melted;  and  third,  on  the  character  and  composition  of 
the  bottom. 

During  Period  III,  a  certain  quantity  of  silicon  is  reduced  from  the 
slag  by  the  carbon  of  the  metal,  which  should  now  have  a  silicon  content 
of  about  0.12  per  cent.  This  increase  in  the  silicon  content  of  the  metal, 
at  least  up  to  0.12  per  cent.,  is  recognized  by  a  progressively  increasing 
compactness  of  the  test  ingots  of  the  metal  and  their  freedom  from  gas 
cavities.  This,  in  turn,  is  due  rather  to  the  decrease  of  iron  oxide  in  the 
metal  than  directly  to  the  increase  of  silicon  content.  It  has  been 
reported,  lately,  that  the  silicon  content  of  the  metal  at  this  point,  as 
determined  by  chemical  analysis,  may  include  an  important  quantity  of 
silica.  One  of  us  has  good  evidence  that,  in  good  practice,  the  increase  of 
silicon  content  is  not  merely  apparent  but  real,  and  any  content  of  silica 
is  negligibly  small. 

26.  Period  IV,  Deoxidizing  by  Silicon, — (a)  A  sample  of  metal  is  now 
taken  for  the  ''go  ahead"  test,  that  is,  a  test  ingot  for  a  combustion 
determination  of  the  carbon  present  in  the  charge.  This  test  should 
show  that  the  carbon  is  now  about  0.35  per  cent.,  or  very  close  to  that 
aimed  at  in  the  final  product,  so  that  we  may  safely  go  ahead  with  all 
preparations  for  tapping.  To  insure  that  the  carbon  in  the  product  will 
be  very  close  to  that  found  in  the  "go  ahead"  test,  we  now  arrest  the 
decarburization  by  two  distinct  steps.  First,  at  the  time  of  drawing  this, 
we  make  an  addition  of  ferrosilicon,  which  will  be  attacked  by  any 
oxygen  still  present  in  preference  to  the  remaining  carbon.  After  this 
we  decrease  the  temperature  by  lowering  the  damper  and  shutting  off  the 
air  and  gas,  so  that  the  only  circulation  through  the  melting  chamber  is 
due  to  leakage.  We  here  act  on  the  principle  that  the  oxidation  of  the 
carbon  is  favored  by  a  high  temperature  and  opposed  by  a  low  one,  as  is 
well  known  to  be  true  in  the  Bessemer  process.  A  visible  drop  in  tempera- 
ture is  shown  at  once  by  the  changed  appearance  of  the  surface  of  the 
slag  which,  by  the  time  the  laboratory  reports  are  received,  will  probably 
show  a  few  dark  cool  points. 

(6)  The  ferrosilicon,  which  may  be  of  the  11-per  cent,  silicon  grade, 
is  added  while  the  temperature  is  still  so  high  that  it  melts  almost 
immediately  and  quietly,  that  it  attacks  quickly  any  oxides  remaining, 
and  that  the  resultant  silicates  coalesce  readily,  rise  to  the  slag,  and  leave 
the  bath,  which  becomes  very  quiet,  and  practically  ceases  bubbling. 

(c)  The  cooling  must  not  go  so  far  as  to  interfere  with  the  prompt 
melting  of  the  ferromanganese  in  Period  V,  and  its  reducing  any  residual 
oxide.    The  precaution  is  easy  to  carry  out  successfully. 
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27.  Period  V,  Adding  Ferromanganese  and  Tapping, — (a)  At  the  end 
of  about  38  min.,  Period  IV  comes  to  an  end,  and  by  this  time  the  ferro- 
silicon  should  have  completed,  as  far  as  it  can,  the  deoxidation  of  the 
metal.  We  now  charge  the  ferromanganese.  This  addition  is  purposely 
delayed  until  the  bath  is  thoroughly  deoxidized,  in  order  to  prevent  any 
considerable  loss  of  manganese,  primarily  in  order  that  the  small  loss  of 
'manganese  may  testify  to  the  thoroughness  of  the  deoxidation  caused 
by  the  action  of  temperature  and  carbon  in  Period  IV,  and  secondarily 
because  any  considerable  loss  is  likely  to  be  an  indeterminate  one  and 
thus  to  lead  to  irregularities  in  the  composition  of  the  product.  Of  this 
manganese,  a  very  small  quantity  may  be  consumed  in  still  further  reduc- 
ing the  ferrous  oxide  of  the  metal,  but  most  of  it  remains  in  the  metal, 
giving  it  the  physical  qualities  called  for.  At  the  end  of  about  12  min., 
the  diffusion  of  manganese  should  be  so  complete  that  we  may  tap  the 
charge  into  a  ladle,  in  which  the  temperature  falls  still  further,  nearly  to 
the  liquidus.  The  steel  is  held  in  the  ladle  long  enough,  say  20  min.  for 
60-ton  charges  which  are  to  be  poured  into  very  large  ingots,  to  bring  it 
to  the  relatively  low  temperature  which  is  desired  in  American  practice, 
as  explained  in  Sections  37  and  38.  We  now  teem.  This  brings  us  to  the 
end  of  Period  V,  and  therefore,  to  the  end  of  the  whole  operation. 

28.  Indications  for  Period  V. — The  reduction  of  the  ferrous-oxide  con- 
tent of  the  slag  to  15  per  cent,  or  less  and  the  change  of  its  color  to  gray 
at  tapping  time  are  trustworthy  indications  that  the  deoxidizing  work 
of  the  process  has  been  thoroughly  done.  In  order  that  this  may  occur 
with  the  normal  rate  of  decarburization,  the  ferrous-oxide  content  of  the 
slag  should  have  fallen  at  least  as  low  as  18  per  cent.,  and  it  should  be 
yellow,  when  the  carbon  content  of  the  metal  has  fallen  to  0.45  per  cent. 
These  numbers  refer  to  nqpmal  standard  conditions,  especially  as  to  the 
weight  and  composition  of  the  slag,  and  they  may  be  changed  materially 
by  any  one  of  various  departures  from  the  normal.  For  instance,  to 
"run"  or  melt  the  roof  seriously  adds  silica  to  the  slag,  and  by  thus 
diluting  its  iron  oxide  Ughtens  its  color. 

But  if  the  initial  charge  contains  about  1  to  1.25  per  cent,  of  man- 
ganese, as  is  to  be  desired,  the  resultant  manganous  oxide  of  the  slag 
affects  these  colors  decidedly,  giving  them  a  greenish  tint.  Under  these 
conditions,  a  proper  degree  of  removal  of  ferrous  oxide  is  indicated  if  the 
slag  is  greenish  yellow  when  the  carbon  content  of  the  metal  has  fallen  to 
0.45  per  cent.,  and  greenish  gray  at  tapping  time.  This  greenish  yellow 
slag  may  contain  15  per  cent,  or  less  of  FeO. 

29.  Loss  of  Manganese  on  Addition  of  Ferromanganese. — (a)  A  further 
and  extremely  important  indication  that  the  metal  has  been  thoroughly 
deoxidized  before  the  ferromanganese  is  added  is  given  by  the  loss  of 
manganese  in  this  reaction,  which  should  not  much  exceed  10  per  cent,  of 
the  added  manganese.     At  some  well-conducted  works,  after  adding  0.73 
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per  cent,  of  manganese  to  a  bath  containing  0.10  per  cent.,  there  is  found 
in  the  ingots  about  0.65  per  cent.,  representing  a  loss  of  0.18  per  100  of 
steel,  or  4.61  per  100  manganese. 

(b)  Such  inferences  from  the  loss  of  manganese  can  be  trustworthy 
only  when  the  conditions  in  general,  and  in  particular  the  time  between 
adding  the  ferromanganese  and  determining  the  residual  manganese,  are 
strictly  constant. 

(c)  If  a  larger  proportion  of  the  added  manganese  is  lost,  taking  into 
account  the  length  of  time  between  adding  ferromanganese  and  teeming, 
it  is  good  evidence  that  the  ferrous  oxide  had  not  been  thoroughly  removed 
from  the  steel.  It  is  recommended  that  this  point  be  watched  with 
great  care. 

30.  Reasons  for  Procedure  in  Deoxidizing  Bath  of  MoUen  Steel. — (a)  At 
the  end  of  the  oring,  Period  II,  the.bath  of  molten  steel  is  richly  charged 
with  oxygen,  probably  in  the  form  of  ferrous  oxide  FeO,  and  the  next 
task  is  to  remove  this  oxygen  as  completely  as  possible.  This  means 
transferring  the  oxygen  from  the  ferrous  oxide  to  one  or  another  agent, 
such  as  carbon,  silicon,  or  manganese,  each  of  which  in  its  turn  becomes 
oxidized.  The  procedure  should  be  such  as  to  cause  as  much  of  this 
oxygen  to  be  removed  by  carbon  and  as  little  as  possible  by  silicon  and 
manganese,  because  the  oxide  of  carbon  is  gaseous  and  escapes  spon- 
taneously, whereas  those  of  silicon  and  manganese  are  molten.  They  are 
liable  to  remain  entangled  in  the  solid  metal  in  the  form  of  inclusions, 
which  weaken  and  embrittle  it  greatly. 

(6)  In  order  that  as  much  as  possible  of  the  oxygen  should  be  removed 
by  the  carbon,  it  is  necessary  to  work  at  as  high  a  temperature  as  possible,- 
because  the  power  of  the  carbon  to  combine  with  the  oxygen  increases 
with  the  temperature.  Hence  the  temperature  of  the  metal  is  raised  as 
rapidly  and  as  high  as  is  consistent  with  safety  to  the  roof  of  the  furnace. 

(c)  As  the  quantity  of  iron  oxide  remaining  in  the  bath  decreases,  the 
carbon  of  the  bath,  finding  itself  no  longer  fully  occupied  in  deoxidizing 
iron  oxide,  attacks  the  silica  of  the  slag  and  hearth,  introducing  silicon 
into  the  molten  metal.  By  the  time  that  this  action  has  raised  the 
silicon  in  the  bath  to  about  0.12  per  cent.,  the  power  of  the  carbon  to 
remove  further  oxygen  has  become  so  far  exhausted  that  the  further 
deoxidation  of  the  dissolved  iron  oxide  by  this  carbon  has  become  so  slow 
that  it  becomes  expedient  to  use  a  stronger  deoxidizing  agent.  Our 
choice  naturally  lies  between  manganese  and  silicon. 

(d)  In  the  acid  open-hearth  process,  to  which  this  paper  refers,  silicon 
should  be  used  here,  chiefly  because  the  silica  which  it  forms  does  not 
attack  the  hearth  of  the  furnace  as  the  manganous  oxide  resulting  from  the 
use  of  manganese  does,  forming  manganese  siUcate. 

It  is  true  that,  in  careless  hands,  the  use  of  silicon  may  cause  the 
formation  of  very  harmful  inclusions  of  silica,  but  if  the  care  and  skill 
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appropriate  to  the  manufacture  of  cannon  steel  are  used  we  believe  that 
this  danger  can  be  avoided  fully.  Of  course  whatever  deoxidizing  agent 
we  use  we  must  provide  for  the  removal  of  its  oxidized  products.  In  the 
case  of  carbon,  these  products  escape  spontaneously  because  they  are 
gaseous.  In  the  case  of  manganese,  they  escape  readily  because  the 
resultant  silicates  of  manganese  are  fusible  over  a  wide  range  of  composi- 
tion, so  that  they  coalesce  easily  into  masses  so  large  that  they  rise 
quickly  to  the  surface  by  gravity.  But  the  product  of  the  oxidation  of 
silicon,  silica,  is  infusible  by  itself  at  the  open-hearth  temperature. 
Hence  should  any  of  it  remain  uncombined  with  metallic  oxides  its  indi- 
vidual particles  would  stay  suspended  as  a  fine  emulsion  and,  persisting 
in  the  finished  product,  injure  it  greatly.  Hence  the  use  of  silicon  pre- 
supposes the  presence  of  enough  oxide  of  iron  or  manganese  to  form  with 
the  resultant  silica  a  fusible  and  hence  a  coalescing  product,  which  will 
remove  itself  freely  by  gravity.  This  is  in  harmony  with  the  general  pro- 
cedure, using  siUcon  for  nearly  but  not  quite  the  last  of  the  deoxidation, 
when  the  resultant  silica  finds  residual  oxides  to  combine  with,  and  then 
completing  the  deoxidation  with  manganese,  the  products  of  the  oxida- 
tion of  which  are  fusible  and  hence  self-removing. 

(e)  Moreover  the  quantity  of  silica  resulting  from  the  removal  of  one 
part  of  oxygen  from  the  molten  metal  by  silicon  is  clearly  far  less  than  the 
quantity  of  manganese  silicate  resulting,  first,  from  the  oxidation  of 
manganese  to  manganese  oxide  by  that  oxygen,  and,  second,  from  the 
formation  of  manganese  silicate  by  the  scouring  action  of  the  manganous 
oxide  on  the  hearth.^ 

That  manganese  silicate  does  form,  if  manganese  instead  of  silicon 
is  added  at  this  stage,  has  been  proved  directly  by  dissolving  quan- 
tities of  the  resultant  metal  large  enough  to  yield  enough  inclusions  for 
chemical  anal3rsis. 

(/)  A  welcome  effect  of  the  silicon  added  at  this  stage,  when  the 
oxygen  content  of  the  bath  has  become  so  low,  is  that  it  practically  arrests 
the  oxidation  of  the  carbon,  probably  by  combining  by  preference  with 
that  oxygen.  Indeed,  we  now  have  the  appearance  of  complete  equilib- 
rium, with  no  further  transfer  of  any  of  the  elements  present  from  metal  to 
slag.  This  arrest  of  the  progressive  oxidation  of  the  carbon,  manganese, 
and  silicon  simplifies  the  conduct  of  the  process  by  assuring  us  that  the 
content  of  these  elements  found  in  the  ''go  ahead"  test  will  persist  and 


*  One  part  of  oxygen  would  yield  by  the  reaction  20  +  Si  =  SiOi  (2  X  16  +  28.4; 
4-  2  X  16  »  1.9  parts  of  silica;  whereas  by  the  reaction  O  +  Mn  +  SiOt  »  MnSiOi, 
it  would  yield  (55  +  28.4  +  3  X  16)  -s-  16  =  8.2  parts  of  manganese  silicate  if  of 
that  composition,  or  about  four  times  as  much.  Indeed  the  difference  in  favor  of 
silicon  is  likely  to  be  still  greater,  because  each  molecule  of  manganous  oxide  being 
released  in  the  presence  of  an  unlimited  excess  of  the  silica  of  the  hearth,  is  likely  to 
combine  with  more  than  one  molecule  of  that  silica. 
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occur  in  the  ingots,  practically  undiminished  in  the  case  of  carbon,  and 
but  slightly  diminished  in  that  of  manganese. 

(g)  Parenthetically,  in  operating  on  a  basic  hearth,  whether  that  of 
a  basic  open-hearth  furnace,  or  that  of  a  basic  electric  furnace,  reasoning 
the  converse  of  that  in  Section  30  (d)  and  (e)  leads  us  to  use  manganese 
instead  of  silicon  for  removing  the  bulk  of  the  oxygen  left  at  the  end  of 
Period  III,  when  the  carbon  has  done  its  work  of  deoxidation  as  thoroughy 
as  it  can.  The  removal  by  silicon  of  the  oxygen  left  at  this  stage  would 
yield  silica,  which  would  attack  the  basic  hearth,  corroding  it  and  thereby 
yielding  inclusions  of  silicate  of  lime,  magnesia,  or  whatever  bases  con- 
stitute the  hearth.  As  before,  the  quantity  of  these  inclusions  of  silica 
plus  base,  resulting  from  the  removal  by  silicon  of  a  given  quantity 
of  oxygen  from  the  metal,  would  exceed  the  quantity  of  manganous  oxide 
formed  in  performing  that  same  deoxidation  by  means  of  manganese.^ 
Attention  should  be  called  to  recent  practice  where  ferrosilicon  is  used 
as  a  preliminaiy  addition  in  basic  steel  melting  both  in  open-hearth  and 
in  electric  furnaces  with  basic  hearths. 

(h)  Returning  to  the  study  of  the  acid  open-hearth  process,  manganese 
in  the  form  of  f erromanganese  is  now  added  and  stirred  in,  both  to  push 
still  farther  the  removal  of  oxygen  from  the  bath  and  to  give  the  metal  the 
intended  manganese  content. 

(t)  Looking  back  on  this  deoxidation  as  a  whole,  we  note  first  that 
carbon  is  the  most  desirable  deoxidizing  agent,  because  its  oxides  are 
gaseous  and  cannot  form  inclusions;  second,  that  silicon  is  next  in  merit  in 
acid  furnaces,  because  it  leaves  less  inclusions  than  manganese;  and 
third,  manganese  is  the  last  addition  to  make  in  such  furnaces,  because  it 
is  the  strongest  and  can  remove  most  of  the  remaining  oxygen. 

(j)  Accordingly,  by  maintaining  a  very  high  temperature  we  enable  the 
carbon  to  do  as  much  as  possible  of  the  work  of  deoxidizing.  We  then  use 
silicon  to  do  as  much  of  the  remaining  deoxidation  as  it  will;  and  only  then 
do  we  add  manganese  to  complete  the  little  deoxidation  still  to  be  done, 
and  to  give  the  product  the  needed  manganese  content. 

(k)  It  is  interesting  that  the  manganese  silicate  formed  on  adding 
ferromanganese  to  imperfectly  deoxidized  steel  is  more  abundant  in  the 
deeper  seated  parts  of  the  ingot,  especially  of  large  ones,  thanrin  the  crust, 
probably  because  of  the  fusibility  of  the  manganese  silicate  itself.    In 


*  One  part  of  oxygen  removed  by  the  reaction  O  +  Mn  =  MnO  would  yield 
(55  +  16)  -s-  16  »  4.4  parts  of  manganese  oxide,  whereas  if  removed  by  the  reaction 
20  4-  Si  +  3CaO  =  Ca.SiOi  it  would  yield  (3  X  40.1  +  28.4  +  6  X  16)  +  2  X  16 
s  7  parts  of  lime  silicate  if  of  that  composition. 

The  numbers  of  course  have  no  claim  to  precision.  They  are  based  on  the  assump- 
tion that  tricalcio  silicate  results,  with  nearly  three  parts  of  lime  to  one  of  silica,  which 
agrees  with  H.  H.  Campbell's  analysis  of  basic  open-hearth  slag.  (**  Manufacture  and 
Properties  of  Iron  and  Steel,"  205.    1907.) 
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short,  this  silicate  migrates  like  the  segregating  elements,  carbon,  phos 
phorus,  and  sulfur.  In  such  steel,  an  excessive  quantity  of  this  sUicate 
forms,  because  the  abnormal  quantity  of  oxygen  present  in  the  bath 
oxidizes  a  correspondingly  great  quantity  of  manganese  to  manganese 
oxide,  which  in  turn  dissolves  from  the  hearth  a  correspondingly  great 
quantity  of  silica. 

This  concentration  of  the  manganese  silicate  in  the  deep-seated,  and 
therefore  last  solidifying,  parts  may  be. referred  jointly  to  segregation 
proper,  and  to  the  greater  length  of  time  available  there  for  the  coales- 
cence of  the  manganese  silicate,  under  the  churning  action  of  the  convection 
currents  in  this  imperfectly  deoxidized,  and  hence  wild,  steel,  into  par- 
ticles large  enough  for  detection.  This  coalescence,  though  it  would  not 
affect  the  quantity  of  the  manganese  silicate  found  by  chemical  analysis, 
would  increase  that  detected  by  the  microscope. 

31.  The  use  of  aluminum,  titanium^  vanadium,  and  like  deoxidizers  for 
the  specific  purpose  of  removing  the  last  of  the  oxygen  from  the  bath, 
as  distinguished  from  their  legitimate  and  growing  use 'for  introducing 
some  of  these  elements  as  essential  constituents  of  an  alloy  steel,  should 
be  discouraged.  It  affords  so  easy  a  way  of  covering  up  imperfect 
deoxidization  in  the  normal  way,  chiefly  by  carbon,  then  by  siUcon,  and 
last  by  manganese,  as  to  form  a  constant  temptation  to  slovenly  working, 
and  especially  to  sUghting  the  thorough  deoxidation  by  carbon  at  a 
prolonged  high  temperatiu^e.  The  oxide  products  of  deoxidation  by 
these  elements  are  not  gaseous,  and  hence  tend  to  form  inclusions.  We 
do  not  discuss  the  manufacture  of  alloy  steels  other  than  nickel  steel. 

32.  Continental  Low-pig  Process, — Instead  of  using  about  40  per  cent, 
of  pig  iron,  as  in  the  American  practice  just  described  in  Sections  7  to 
20,  and  thus  having  in  the  bath  when  first  melted  far  more  carbon  than 
is  needed  in  the  product,  then  removing  this  excess  of  carbon  with  ore, 
and  then  removing  the  oxygen  introduced  by  this  ore,  the  typical  French 
and  Italian  practice  is  to  use  much  less  pig  iron,  sometimes  so  Uttle  that 
the  charge  when  first  melted  has  only  about  0.10  to  0.20  per  cent,  more 
carbon  than  is  needed  in  the  product.  In  this  practice,  the  use  of  ore  is 
avoided  altogether,  because  the  slight  excess  of  carbon  present  will  be 
removed  spontaneously  in  bringing  the  charge  to  tapping  temperature, 
by  the  action  of  the  furnace  atmosphere  and  of  the  iron  oxide  which  is 
taken  up  during  melting,  and  distributes  itself  between  metal  and  slag 
in  proportions  approaching  equilibrium.  Thus  here,  quite  as  in  Ameri- 
can practice,  metal  and  slag  contain  iron  oxide  which  has  to  be  removed. 
Part  of  this  removal  is  done  by  such  excess  of  carbon  as  there  is,  but  if 
this  excess  is  very  small,  it  has  to  be  helped  out  by  adding  pig  iron  in 
some  works,  coke  in  others,  and  both  in  stiU  others. 

The  pig  iron  is  added  when  the  carbon  has  fallen  to  about  that 
sought  in  the  product,  and  the  work  of  deoxidation  then  proceeds  by 
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means  of  the  carbon  and  silicon  thus  introduced.  In  some  works,  a 
second  and  even  a  third  lot  of  pig  iron  is  added  when  the  carbon  content 
again  falls  to  the  point  sought. 

Coke,  when  added,  rests  on  the  slag,  and  deoxidizes  it  directly.  In 
some  works,  the  slag  is  given  a  predetermined  composition  favoring 
its  deoxidation,  and  through  this  the  deoxidation  of  the  metal,  by 
additions  of  lime  and  limestone,  day,  sand,  and  fluorspar  to  give  fluidity. 

These  steps  should  enable  us  to  make  use  of  coke  as  an  additional 
and  very  energetic  remover  of  iron  oxide.  For,  instance,  in  some  French 
works,  the  coke  treatment  is  continued  not  only  until  the  slag  is  green, 
but  until  the  iron  oxide  has  been  so  far  removed  from  the  metal  that  it 
hardly  reacts  at  all  on  the  carbon,  and  hence  the  bath  is  completely 
quiet.  Even  after  this,  the  charge  is  held  for  1  hr.  at  a  very  high  tem- 
perature to  aUow  the  inclusions  to  rise,  and  the  removal  of  the  iron  oxide 
to  progress  still  farther. 

33.  Advantages  and  Disadvantages  of  Oring. — (a)  Now  that  we  have 
examined  at  length,  Sections  7  to  20,  the  standard  American  high-pig  or 
oring  practice,  and  have  glanced.  Section  32,  at  the  Continental  low- 
pig  or  oreless  practice,  let  us  here  bring  together  on  one  hand  the  advan- 
tages of  oring.  that  it  enables  us  to  use  a  larger  proportion  of  the  some- 
times cheaper  source  of  iron,  pig  iron;  that  it  facilitates  the  proce^,  by 
means  of  the  boil  which  it  induces;  and  that  it  increases  the  yield;  and 
on  the  other  hand  its  disadvantages  of  introducing  into  the  molten  bath 
iron  oxide  which  must  needs  be  thoroughly  removed.  Here,  too,  we 
should  look  at  the  advantage  of  high-pig  practice,  that  in  it  the  slag  color 
is  a  more  trustworthy  indication  of  the  condition  of  the  metal;  and  at  its 
disadvantages,  that  in  it  there  is  a  thicker  blanket  of  slag  interposed 
between  what  might  be  called  the  two  working  surfaces,  that  of  the 
metal  and  that  of  the  slag  itself,  and  that  it  works  more  slowly  than 
low-pig  practice. 

(6)  It  is  self-evident  both  that  oring  enables  us  to  increase  the  ratio 
of  pig  to  scrap  and  that  this,  in  and  by  itself,  is  desirable  if  pig  iron  is 
cheaper  than  scrap.  In  arriving  at  their  true  relative  cost,  we  may  be 
influenced  by  the  existence  or  lack  of  a  supply  of  molten  pig  to  pour  into 
the  open  hearth,  by  the  slower  working  in  high-pig  practice,  and  by  like 
considerations.  In  American  open-hearth  works,  it  is  rare  that  pig  is 
enough  cheaper  than  scrap  to  make  it  truly  economical  to  use  appreciably 
more  than  the  40:60  ratio,  which  we  have  advised  for  sted  of  this 
carbon  content. 

(c)  A  second  merit  of  oring,  and  the  high-pig  practice  in  which  it  is 
used,  is  that  the  oxygen  of  the  ore,  in  oxidizing  the  excess  of  carbon  of  the 
charge,  keeps  the  charge  in  rapid  ebullition,  and  thus  simplifies  the 
melter's  difl^cult  task  of  keeping  his  roof  within  the  narrow  range  of 
temperature  between  that  needed  to  heat  the  charge  hot  enough  through 
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and  through,  and  the  only  slightly  higher  temperature  which  would 
destroy  the  roof. 

The  boiling  carries  down  into  the  metal  and  through  it  the  heat 
reflected  upon  the  upper  surface  of  the  slag  from  the  flame  and  the  roof , 
thus  both,  heating  the  metal  and  cooling  the  roof.  If  the  bath  is  still, 
this  heat  is  in  large  part  reflected  back  from  the  slag  to  the  roof. 

Because  the  difficulty  of  this  transfer  of  heat  from  roof  and  flame  to 
metal  increases  with  the  thickness  of  the  slag  layer,  the  boil  is  especially 
needed  when  there  is  much  slag;  that  is,  in  high-pig  practice,  in  which 
the  silica  from  the  ore  and  from  the  oxidation  of  the  silicon  of  the  pig 
implies  a  correspondingly  great  quantity  of  slag.  This  consideration 
cautions  us  not  to  claim  imdue  weight  for  the  boil  as  an  advantage  of  the 
high-pig  oring  practice,  remembering  the  obvious  reply  that  it  is  this 
practice  itself  that  gives  the  boil  its  importance,  both  for  transferring 
the  heat  into  the  metal  and  for  making  the  metal  effectively  accessible  to 
chemical  treatment  applied  to  the  upper  surface  of  the  slag. 

(d)  The  oxygen  of  the  ore,  in  oxidizing  the  carbon  and  silicon  of  the 
pig  iron,  leaves  the  iron  with  which  it  is  initially  united,  by  such  reactions 
as  Fe,04  +  4C  =  3Fe  +  4C0.  Part  of  the  iron  so  left  adds  itself  to 
the  molten  bath  and  so  increases  the  yield  of  iron.  In  making  fine  steel, 
this  saving  is  rarely  of  great  moment  in  comparison  with  the  features  of 
the  practice  which  influence  the  quality. 

(e)  Turning  from  the  merits  to  the  disadvantages  of  the  high-pig  or 
oring  practice,  the  thicker  blanket  of  slag  which  it  implies,  as  shown  in 
(c),  may  reasonably  be  held  to  oppose  the  complete  deoxidation  of  the 
bath,  so  essential  to  high  quality;  for  the  oxygen  strives  ever  to  dis- 
tribute itself  between  metal  and  slag  in  a  ratio,  fixed  for  given  conditions 
even  though  varying  with  the  conditions,  so  that  the  metal  can  be 
deoxidized  only  as  the  slag  is. 

Moreover,  this  equilibrium  ratio  is  not  between  the  total  quantity 
of  oxygen  in  metal  and  slag,  respectively,  but  between  the  percentage  of 
oxygen  in  each,  so  that  the  percentage  to  which  the  iron  oxide  of  the  slag 
must  be  lowered  in  order  to  bring  about  a  given  thoroughness  of  deoxida- 
tion of  the  metal  is  independent  of  the  quantity  of  slag.  Hence,  the  more 
slag  there  is  the  greater  is  the  work  of  deoxidizing  it  thoroughly  enough 
to  induce  a  given  thoroughness  of  deoxidation  of  the  metal.  It  may  be 
that  the  thoroughness  regularly  attainable  is  inversely  as  the  quantity 
of  the  slag,  a  small  quantity  being  susceptible  of  more  thorough  deoxida- 
tion than  a  large  one. 

(f)  The  objection  which  is  urged  strongly  against  oring,  that  which 
seems  to  have  led  to  its  exclusion  from  the  standard  French  and  Italian 
practice,  is  that,  by  introducing  oxygen  into  the  molten  metal,  it  increases 
the  difficulty  of  thorough  deoxidation,  and  indeed  lessens  the  practicable 
thoroughness  of  deoxidation  of  the  metal. 
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These  two  objections  {e)  and  (/)  may  well  be  taken  together,  as  two 
aspects  of  a  single  objection.  Their  validity  is  not  self-evident.  To 
deoxidize  a  greater  quantity  of  slag  as  thoroughly  as  a  smaller  one  should 
indeed  take  longer,  but  it  does  not  follow  that  the  practicably  attainable 
thoroughness  of  deoxidation  is  less  with  the  larger  quantity.  Again,  in 
purification  of  any  kind,  whether  by  washing  or  deoxidation,  it  is  the  last 
stage,  the  final  degree  of  thoroughness,  that  calls  for  the  technical  skill. 
The  greater  the  needed  thoroughness  of  deoxidation,  the  stronger  must 
be  the  deoxidizing  conditions. 

But  while  the  validity  of  these  objections  is  not  self-evident,  neither 
is  their  invalidity.  Rather  than  belittle  or  ignore  them  we  should 
diligently  seek  evidence  as  to  their  true  weight.  Such  evidence  should  be 
found  in  the  iron-oxide  content  of  the  slag,  and  the  physical  properties 
of  the  steel,  in  oring  and  in  oreless  practice  respectively,  though  in  this 
comparison  it  is  hard  to  make  the  oring  the  sole  variable. 

The  thorough  purification  of  the  metal  from  oxygen,  both  that  formed 
in  melting  and  any  introduced  as  ore,  needs  indeed  our  most  careful 
attention,  as  is  shown  by  the  length  at  which  we  describe  it  in  Sections 
23  to  30. 

34.  Appearance  of  Slag  in  Oring  and  Oreless  Practice. — ^American 
metallurgists  have  found  a  serious  objection  to  low-pig  practice  in  the 
diminished  trustworthiness  of  the  appearance  of  the  slag  as  a  guide  to 
the  thoroughness  of  the  deoxidation  of  the  metal.  The  reason  for  this 
is  evident.  In  the  American  practice,  it  is  the  metal  itself  that,  through 
its  carbon  and  silicon,  initiates  the  removal  of  ferrous  oxide.  These 
deoxidize  the  ferrous  oxide  in  the  metal  and  thereby  induce  a  correspond- 
ing removal  of  ferrous  oxide  from  slag  to  metal,  following  the  principle  that 
this  oxide  always  tends  to  distribute  itself  between  slag  and  metal  in 
an  attempt  to  approach  equilibrium.  Hence  the  removal  of  iron  oxide 
from  the  metal  here  precedes  its  removal  from  the  slag,  and  hence  a  cer- 
tain degree  of  removal  of  this  oxide  from  the  slag,  as  indicated  by  its 
color,  is  trustworthy  evidence  that  the  corresponding  removal  from  the 
metal  has  already  taken  place. 

But  when  we  proceed  by  adding  coke,  or  other  form  of  carbon  to 
the  slag,  it  is  in  the  slag  that  the  removal  of  iron  oxide  is  initiated.  Only 
after  the  coke  has  begun  removing  this  oxide  from  the  slag  does  the 
iron  oxide  in  the  metal  rise  into  the  slag  to  replace,  in  part,  that  which 
the  slag  has  just  lost,  in  the  attempt  to  approach  an  equilibrium  distribu- 
tion of  the  oxide  between  slag  and  metal.  Here,  then,  the  removal  of  iron 
oxide  from  the  slag  precedes  that  from  the  metal  and  may  precede  it 
materially.  Thus  a  given  thoroughness  of  removal  of  iron  oxide  of  the 
slag  is  not  such  good  evidence  that  the  corresponding  removal  from  the 
metal  has  already  occurred. 

A  natural  answer  may  be  that  a  suitable  time  allowance  should  be 
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made  for  this  lagging  of  the  metal  behind  the  slag  in  its  loss  of  iron  oxide, 
and  that  a  fuller  removal  of  this  oxide  from  the  slag  should  be  required 
when,  in  coke  practice,  the  removal  is  initiated  in  the  slag  than  in  the 
American  practice  in  which  it  is  initiated  in  the  metal. 

To  be  accurate,  even  in  coke  practice,  while  the  coke  is  initiating 
this  removal  in  the  slag,  the  carbon  of  the  metal  is  also  carrying  it  on  there. 

35.  Summary  of  Advantages  and  DtsadvantOrges. — We  aim  rather  to 
expose  than  impose  practice.  Now  that  we  have  seen  the  advantages  and 
disadvantages  of  these  two  practices,  the  oring  and  the  oreless,  we  may 
well  remember  that  excellent  as  the  restilts  of  our  American  fine-steel 
practice  are,  it  has  evolved  under  the  American  high-pig  traditions,  and 
that  there  has  been  no  fair  chance  to  compare  exhaustively  and  conclu- 
sively the  features  in  which  those  two  practices  differ.  This  is  as  true  of 
the  temperature  differences  as  of  those  of  oring.  Such  a  comparison 
should  be  to  the  interest  of  all  concerned,  the  public  included.  Each 
operator  will  reach  the  best  results  with  the  practice  to  which  he  is  accus- 
tomed, but  this  does  not  indicate  that  he  might  not  get  still  better  results 
with  some  modification  of  his  practice,  once  he  is  well  accustomed  to  it. 

The  following  numbers  may  serve  as  a  nucleus  for  the  data  needed 
for  such  a  comparison  as  we  have  just  referred  to.  The  physical  proper- 
ties caUed  for  in  the  first  line  are  those  required  by  the  specifications  of  the 
United  Stiates  Government  for  gun  steel,  whereas,  if  we  are  advised  cor- 
rectly, thofie  of  the  second  line  are  specified  by  some  foreign  governments. 

AlfBRICAN    AND    OnE    FoBEIGN    SPECIFICATION    FOR    CaNNON    StEEL 

TsNBiLB       Elastic  Limit,    Ex^onoation    Contraction 
St&bngth,  Lb,    Lb.  fbb  8q.  in  2  In.,  or  Abba, 

PBB  Sq.  in.  In.  Pbb  Cbnt.       Pbb  Cbnt« 

American 95,000  66,000  13  30 

Foreign 92,000  67,000  14  not  specified 

We  further  understand  that  where  an  elastic  limit  as  low  as  52,800  lb. 
to  the  square  inch  is  accepted,  provided  the  contraction  of  area  is  at  least 
26.4  per  cent.,  the  foreign  practice  also  makes  use  of  the  impact  test,  but 
we  believe  that  the  test  prescribed  would  not  in  fact  reject  any  metal 
which  passes  the  American  specifications.  Recently  wide  experimentation 
has  been  made  in  impact  tests  in  addition  to  the  foregoing,  and  much 
new  light  has  been  obtained. 

Teeming,  Molds,  Etc. 

36.  The  Ladle. — A  good  deal  of  metal  rich  in  inclusions  is  likely  to 
accumidate  on  the  very  bottom  of  the  ladle  and  particularly  about  the 
stopper,  because  the  relatively  cool  ladle  bottom  cools  the  steel  first 
tapped  upon  it,  and  thus  thickens  it,  and  impedes  the  rising  of  the  inclu- 
sions which  it  contains.  Therefore,  the  first  300  or  400  lb.  of  steel  which 
run  through  on  raising  the  stopper  should  be  poured  into  an  old  mold  set 
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up  beside  the  regular  ones,  and  should  be  treated  as  scrap.  The  ladle 
should  then  be  brought  over  the  regular  molds,  but  in  doing  this  at  so 
early  a  stage  before  the  stopper  and  nozzle  have  become  highly  heated,  care 
should  be  taken  not  to  close  the  stopper  tightly  lest  it  should  stick  in  the 
pasty  metal  when  we  try  to  reopen  it. 

37.  Temperature  and  Rate  of  Pouring. — (a)  These  need  to  be  governed 
accurately  so  as  to  steer  between  two  grave  dangers,  that  of  causing 
external  cracks  in  the  ingot  from  too  hot  or  too  fast  pouring;  and  that  of 
causing  external  roughness  and  of  increasing  the  quantity  of  inclusions  by 
too  cold  pouring. 

(b)  As  the  first  part  of  the  liquid  steel  is  poured  into  its  mold,  its 
outer  layer  which  is  in  immediate  contact  with  the  cold  iron  walls  of  the 
mold  cools  down  quickly  through  the  transfer  of  its  heat  to  those  walls, 
with  the  consequence  that  a  thin  crust  of  soUd  steel  soon  forms  on  the 
outside  of  the  mass,  and  thickens  progressively.  As  it  thickens  the  pouring 
of  the  steel  continues,  so  that  the  top  of  the  column  of  steel  in  the  mold 
rises  continuously.  Thus  as  the  crust  of  solid  steel  encasing  the  still 
liquid  interior  of  the  ingot  progressively  thickens,  it  is  exposed  to  a  con- 
tinuously increasing  hydrostatic,  or  ferrostatic,  pressure. 

This  increase  may  be  so  rapid  that  the  hydrostatic  pressure  outstrips 
the  increasing  strength  of  the  solid  crust  of  the  ingot,  and  thus  bursts  it, 
forming  one  or  more  external  cracks.  These  form  all  the  more  readily 
because  at  this  stage  the  mold  itself  is  rapidly  growing  hotter,  and  there- 
fore expanding  and  drawing  away  from  the  ingot  crust,  the  outer  layers  of 
which  are  cooling  and  hence  contracting. 

Both  hot  pouring  and  fast  pouring  increase  the  tendency  of  the  hydro- 
static pressure  to  outstrip  the  strength  of  the  crust,  and  thus  to  crack 
it — hot  pouring  because  it  retards  the  thickening  of  the  crust,  and  fast 
pouring  because  it  accelerates  the  increase  of  the  hydrostatic  pressure. 
This  is  one  of  the  most  important  reasons  for  the  American  practice  of 
cold  pouring,  the  other  reason  being  that  it  gives  quick  solidification 
and  shortens  the  pipe. 

This  race  between  thickening  and  strengthening  of  the  crust  on  one 
hand,  and  the  hydrostatic  pressure  on  the  other  is  illustrated  by  Fig.  2, 
which  shows  a  series  of  parafiin  ingots  poured  at  different  rates  and 
emptied  as  soon  as  they  were  poured  full.  Note  that  the  thickness  of  the 
walls,  and  especially  of  the  lower  part  of  the  walls,  at  the  moment  when  the 
mold  is  thus  filled  completely,  increases  greatly  from  left  to  right,  with  the 
length  of  time  occupied  in  pouring.  Thus  in  ingot  5,  poured  in  10  min., 
the  walls  have  reached  a  fair  thickness.  In  ingots  7  and  8,  poured  still 
more  slowly,  this  thickness  is  still  greater. 

Here  cool  pouring  is  the  equivalent  of  slow  pouring.  Each  favors 
the  thickening  of  the  solid  crust  relatively  to  the  lengthening  of  the 
column  of  molten  steel,  and  each  thus  guards  against  external  cracking. 
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This  leads  to  the  Bimple  rule  that  the  steel  should  be  poured  at  so  low  a 
temperature  and  ao  dowly  that  the  solid  walls  at  the  lower  part  of  the 
ingot  will  thicken  fast  enough  to  resist  the  progressively  increasing  hydro- 
static pressure  caused  by  the  gradual  rise  of  the  upper  surface  of  the  metal. 
An  additional  and  closely  related  effect  of  the  slow  pouring  is  to 
shorten  the  pipe.    This  is  because  the  stee!  cools  more  slowly  in  the  ladle 


FiQ.  2. — Pboqbebsivb  thicebnino  of  waixb  of  pabaffin  inoot  and  inckkabe 

OF  TAPBK,   AT  UOMBNT  WHEN  MOLD  IS  COUPLBTBLZ  F1UJJ>,  WITH  TIUE  OCCUPIED    IN 

FOUBiNQ.    Mold  emptied  as  soon  ab  fuu» 

than  in  the  molds,  so  that  slow  pouring  prolongs  the  period  during  which 
we  add  fresh  hot  steel  to  the  ingot  top,  while  the  lower  part  of  the  ingot  is 
cooling  by  transferring  heat  into  the  mold  walls.  In  general,  slow  pouring 
makes  for  keeping  the  ingot  top  hot. 

(c)  A  further  objection  to  hot  pouring  is  that  to  raise  the  temperature 
of  the  molten  steel  is  to  raise  the  temperature  to  which  it  heats  the  mold 
walls  at  any  given  Ihstant,  hence  to  retard  the  cooling  of  the  steel,  and 


Fig.  2a. — Slow  todsiko  bhoetbns  t 


in  particular  to  retard  its  passage  through  the  solidification  range.  In 
this  way  hot  pouring  leads  to  a  greater  degree  of  differentiation  in  solidify- 
ing,  to  the  formation  of  larger  dendrites,  and  to  a  higher  degree  of  enrich- 
meot  by  segregation  in  the  interdendritio  spaces  and  probably  in  the 
axial  region.  The  crucible  steel  maker  long  ago  noticed  the  marked  col- 
umnar  structure  of  ingots  poured  too  hot,  and  called  those  with  this 
structure  "scorched." 
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38.  Cool  Pouring, — (o)  If,  on  the  other  hand,  the  eteel  is  too  cold 
when  it  is  poured,  or  is  poured  so  slowly  that  it  becomes  too  cold  before  the 
whole  of  it  has  entered  the  mold,  two  serious  troubles  arise.  First,  the 
extremely  slow  rising  of  the  upper  surface  of  the  molten  metal  in  contact 
with  the  cold  mold  easily  causes  the  surface  to  crust  over  momentarily  for 
a  short  distance,  somewhat  as  sketched  in  Fig.  3.  These  slight  crustings 
may  not  be  entirely  effaced  by  the  metal  poured  in  later  if  the  steel  is 
extremely  cold. 

(6)  Another  and  still  more  serious  damage  by  too  cold  pourii^  is  the 
retention  of  inclusions.    Steel  poured  so  cool  that  the  thickness  of  the 
solid  walls  of  steel  gradually  forming  in  the  mold 
increases  fast  enough  to  resist  the  progressively 
increasing  hydrostatic  pressure,  must  evidently  be 
very  near  its  solidus  as  it  enters  the  mold.    At  any 
rate,  it  must  be  well  below  its  liquidus,  and  there- 
fore it  must  be  an  emulsion  of  particles  of  solid 
Fio.  3.— SrosBODOH-    ^**^'  supported  in  molten  steel.    This  point  must  be 
NESS  DUB  TO  TOO  COOL     gTaspcd  clearly.    The  lower  the  temperature  is  the 
OETOosLOWTEEMiNo.     ^^^^^  ^jj  j^  ^j^^  proportion  of  solid  particles  to 
molten  steel;  and  the  more  viscous  therefore  .will  be  the  emulsion  of 
which  the  steel  itself  consists.     Evidently  this  viscosity  impedes  the 
attempt  of  the  particles  of  slag  to  rise  to  the  surface. 

(c)  Another  danger  in  the  top  pouring  of  ingots  at  too  low  a  temperature 
is  that,  should  the  nozzle  leak,  so  that  its  spittings  form  a  thin  sheet 
which  sohdifies  on  the  side  of  the  mold  above  the  Ifivel  of  the  steel,  the 
metal  poured  later  may  not  be  hot  enough  to  remelt  this  sheet,  which  thus 
remains  to  form  a  discontinuity.  As  it  melts  at  its  bottom,  it  may  fall 
down  into  the  molten  metal  below,  or  tilt  over  and  catch  on  the  opposite 
side  of  the  mold.  Evidences  of  this  have  frequently  been  observed  and 
thoroughly  traced  to  this  cause. 

39.  Summary. — To  sum  up  the  three  advantages  of  cool  pouring  which 
we  have  now  seen,  that  it  restrains  segregation  probably  both  axial  and 
interdendrltic,  the  size  of  the  dendrites,  and  the  tendency  to  external 
cracking,  outweigh  its  disadvantage  of  favoring  the  retention  of  inclusions 
in  the  opinion  of  American  open-hearth  experts,  but  not  in  that  of  Con- 
tinental European  ones  and  at  least  some  of  the  British,  who  purposely 
pour  their  gun  steel  extremely  hot.  Indeed,  even  their  workmen  regard 
the  external  cracking  to  which  hot  pouring  leads  as  a  favorable  symptom, 
for  the  cracks  can  be  chipped  out  while  the  greater  freedom  from  inclusionB 
persists.  In  our  opinion  the  question  is  an  open  one,  to  be  decided  by 
careful  observation.  Yet  because  our  paper  ia  to  describe  American 
practice,  we  shall  continue  to  speak  of  cool  pouring  as  among  the  aims 
of  the  process. 

Cool  pouring  is  considered  further  in  Section  47. 
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40.  Noies  on  Pouring. — (a)  The  interval  between  tapping  and  teeming 
and  the  rapidity  of  teeming  are  governed  by  the  melter's  judgment  as  to 
the  temperature  at  which  the  steel  left  in  the  furnace,  and  by  the  size  and 
number  of  ingots  into  which  the  charge  in  the  ladle  is  to  be  poured.  The 
length  of  time  occupied  in  teeming  each  ingot  should  be  recorded  carefully 
for  the  melter's  guidance  in  future  cases.  If  the  ingots  show  external 
cracks,  referable  to  too  hot  pouring,  he  would  infer  that  he  had  poured  too 
fast  for  the  actual  temperature  of  the  steel.  If,  on  the  other  hand,  the 
ingots  show  the  characteristics  which  we  associate  with  too  cool  and  hence 
too  slow  pouring,  such  as  an  excessive  quantity  of  inclusions,  he  infers  that 
for  the  existing  conditions  he  has  teemed  too  slowly.  Laps  and  cold  shuts 
on  the  comers  of  the  ingot  are  clear  evidence  of  too  slow  pouring. 

(6)  Each  heat  of  steel,  and  each  ingot  of  each  heat,  forms  in  itself 
a  problem  for  the  melter,  whose  judgment  and  experience  are  now  called 
into  operation,  since  it  is  well  nigh  impossible  fully  to  lay  down  rules 
governing  the  pouring.  In  all  cases  the  melter,  who  should  be  the  most 
experienced  man  available  in  the  estabUshment,  should  himself  watch  the 
steel  in  each  ingot  as  it  is  rising  in  the  mold,  and  judge  the  temperature 
of  the  metal  and  the  speed  of  pouring  required  for  each,  carefully  record- 
ing the  Actual  time  and  the  conditions  of  the  resultant  ingot.  The 
proper  rate  of  pouring  cannot  be  predetermined;  rather  it  is  estimated 
by  the  melter,  with  his  experience  in  mind,  from  the  observed  tempera- 
ture of  the  steel  as  it  rises  in  the  mold. 

(c)  It  is  obvious  that  top-poured  ingots  are  difficult  to  watch  in  the 
way  just  mentioned.  This  matter  will  be  discussed  more  fully  when 
top  and  bottom  pouring  are  considered  (Section  55). 

(d)  The  temperature  of  the  steel  in  the  ladle  falls  continuously  from 
the  beginning  to  the  end  of  teeming,  with  the  efifect  that  though  the  metal 
was  slightly  above  its  liquidus  on  entering  the  ladle,  it  falls  to  materially 
below  it  before  the  teeming  is  completed,  so  that  some  skull  often  remains. 
This  skull  represents  metal  too  pasty,  and  hence  too  near  the  solidus,  to 
flow  over  the  bottom  of  the  ladle.  Its  presence  is  a  sign  that  the  tem- 
perature and  rate  of  teeming  have  been  correct. 

41.  Breaking  Cream. — It  is  a  common  saying  that  the  appearance  of 
bottom-poured  steel  as  it  rises  in  the  mold  should  be  that  of  ''breaking 
cream.''  This  is  readily  understood  when  we  remember  that  the  metal 
poured  at  the  proper  temperature  is  an  emulsion  much  like  that  of  the 
suspended  butter  fat  of  thick  cream.  Both  are  subject  to  crusting  over 
with  a  very  thin  crust.  In  the  case  of  steel,  this  crust  caused  by  the 
cooling  effect  of  the  air  in  the  neighborhood  of  the  mold  is  quickly 
remelted  by  the  hot  steel  rising  from  below,  if  the  pouring  temperature 
is  proper. 

42.  Stop-pours. — (a)  We  should  pour  the  steel  into  each  mold  without 
the  slightest  interruption,  lest  we  form  a  "stop-pour,"  a  slight  freezing  of 


196  MANUFACTURE  OF  QUN  STEELS  AND  FINE  STEELS 

the  upper  surface  of  the  metal  where  it  touches  the  mold,  and  fail  to 
remelt  it  completely  when  we  resume  the  pouring.  This  is  especially 
important  in  the  cool  pouring  recommended  in  this  paper. 

(b)  Stop-pours  may  be  made  both  in  bottom-pouring  and  in  top- 
pouring  practice,  and  sometimes  are  difficult  to  detect,  especially  if  the 
stoppage  is  very  short.  In  any  event,  when  a  stoppage  has  occurred  and 
the  resultant  stop-pour  has  escaped  detection,  it  is  likely  to  be  discovered 
if  the  ingot  is  forged,  but  if  the  ingot  is  rolled  discovery  is  much  more 
difficult.  Always  after  a  stoppage  there  is  certain  to  be  a  defect  in  the 
surface,  extending  to  unknown  depths  into  the  section.  For  gun  pur- 
poses, and  others  in  which  the  ends  only  can  be  inspected  and  tested,  a 
stop-poured  ingot  never  should  be  considered  for  use.  There  are, 
of  course,  occasions  when  for  bar  steel  or  billet  production,  a  stop- 
poured  ingot  can  be  carried  forward  and  the  stop-poured  part  cut  out 
and  discarded. 

43.  Piping. — (a)  The  reasons  for  the  existence  of  the  pipe  are  already 
familiar,  namely,  that  at  an  early  stage  in  the  solidification  the  crust  of 
the  ingot  has  done  a  greater  proportion  of  its  total  cooling,  and  hence  of 
its  total  contraction,  than  has  occurred  in  the  deeper  seated  layers,  and 
thus  has  been  stretched  by  their  resistance.  Because  these  deeper 
seated  layers  therefore  have  from  this  time  on  a  greater  range  of  tem- 
perature to  cool  through  than  the  crust  has,  they  will  undergo  more 
contraction  than  it.  This  excess  of  contraction  of  the  interior  plus  the 
stretching  of  the  crust  are  represented  by  the  presence  of  an  axial  cavity, 
or  pipe,  unless  indeed  it  is  compensated  for  by  the  formation  of  blow- 
holes or  gas  cavities. 

(b)  One  of  us*  has  already  shown  that  the  pipe  forms  in  the  last 
solidifying  part  of  the  ingot,  whether  that  is  at  the  top  or  bottom  or  at 
the  side.  Clearly  it  is  well  to  have  the  pipe  occur  at  one  end  of  the  ingot 
so  as  to  affect  only  a  short  part  of  its  length,  and  that  end  is  preferably 
the  top  for  obvious  reasons. 

Hence  the  various  devices  for  concentrating  the  heat  at  the  ingot 
top,  or  otherwise  causing  the  solidifying  of  the  top  to  lag  behind  that  of 
the  parts  below,  so  that,  as  fast  as  the  pipe  tends  to  form,  it  may  be  filled 
by  still  molten  metal  from  above.  Among  these  devices,  are  "hot-tops" 
to  the  molds,  sink  heads,  having  the  large  end  of  the  ingots  uppermost, 
pouring  slowly,  at  a  low  temperature,  and  at  the  top  of  the  ingot  espe- 
cially at  the  last,  and  of  making  the  mold  walls  thicker  below  than  above, 
so  that  they  may  cool  the  bottom  of  the  ingot  faster  than  the  top.  This 
will  be  considered  further  in  Section  65,  on  top  and  bottom  pouring. 

44.  Top  lag,  or  the  lagging  of  the  upper  part  of  the  ingot  in  the  process 
of  cooling,  may  here  be  studied  a  little  more  closely  because  it  helps 

•  H.  M.  Howe  and  Bradley  Stoughton:  Tram,  (1907)  88|  117. 
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explain  why  small  ingots  are  nearly  alwa3r8  top  poured  throughout,  though 
larger  ones  are  not  (Section  55). 

In  any  given  transverse  slice  EE',  Fig.  4,  of  a  solidifying  ingot,  the 
temperature  rises  continuously  as  we  pass  from  the  outside  toward  the 
axis,  while  it  simultaneously  rises  continuously  as  we  pass  from  this 
slice  upwards.  The  tendency  to  form  an  axial  cavity  or  pipe  proves  that, 
while  this  tendency  exists,  the  slice  EE'  as  a  whole  is  contracting  faster 
than  the  crust  of  the  ingot.  The  parts  E  and  E'  are  held  apart  by  the 
rigidity  of  the  crust,  and  the  excess  of 
contraction  of  the  crust  gives  the  dif- 
ferent parts  of  the  slice  a  tendency  to 
draw  apart,  as  sketched  by  the  arrows 
A  and  B.  This  tendency,  imless  re- 
strained, causes  the  pipe  D. 

Lest  it  be  thought  that  this  ten- 
dency to  crack  open  at  the  axis  is 
confined  to  the  temperature  range 
between  the  Uquidus  and  the  solidus, 
a  range  indeed  of  great  weakness,  let 
us  remember  that  pure  substances, 
pure  metals, pure eutectic  liquids,  etc., 
in  which  the  solidus  and  the  liquidus 
coincide  and  there  is  no  freezing  range 
but  only  a  true  freezing  point,  also 
pipe.  Indeed  this  case  is  not  needed 
to  convince  us  that  the  slice  EE'  may 
crack  at  its  axis  and  may  thus  tend  to 
start  a  pipe  at  any  temperature  at 
which  the  stretch  AB  caused  by  the 
resistance  of  the  rigid  ingot  crust  to 
the  contraction  of  the  sUce  because 
of  its  faster  cooling,  exceeds  the 
stretching  power  of  the  metal;  or  in 

other  words,  when  the  stress  so  induced  exceeds  the  existing  strength  of 
the  metal.    This  range  of  temperature  may  extend  far  below  the  soUdus. 

46.  Pipe-Closing  Period. — Imagine  that  the  slice  EE'  is  completely 
isolated  from  the  mass  of  metal  above  and  below  by  the  planes  which 
form  its  top  and  bottom.  In  this  case  the  pipe  D,  representing  the  excess 
of  induced  stretch  over  capacity  for  stretch,  persists.  But  if,  having  thus 
imagined  the  creation  of  D,  we  next  consider  the  actual  conditions  in 
which  no  such  planes  exist,  we  see  that  all  of  the  metal  above  this  plane 
which  is  still  hot  enough  to  have  any  appreciable  capacity  for  flow,  begins 
sagging  down  to  close  D,  as  suggested  by  arrows  C  and  C,  quite  as  the 
faces  of  a  prism  of  soft  jelly  sag  when  the  mold  in  which  it  has  set  is  with- 
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drawn.  The  curved  lines  of  flow  of  such  concrete  masses  are  not  to  be 
confused  with  the  angle  of  repose  of  discrete  ones  like  sand.  Note 
that  the  sides  of  the  funnel-shaped  part  of  any  pipe  are  curved  and 
not  straight. 

Thus  in  every  imaginary  horizontal  layer  there  is  the  pipe-forming 
tendency,  representing  the  excess  of  induced  stretch  over  capacity  for 
stretch,  and  the  pipe-closing  tendency,  representing  the  sagging  of  the 
overlying  mass,  and  chiefly  of  its  axial  and  periaxial  parts,  which  are  the 
hottest  and  hence  the  most  mobile. 

The  pipe  will  stretch  down  to  the  layer  in  which  the  sagging  of  the 
overlying  mass  just  fails  to  compensate  fully  for  the  pipe-forming  ten- 
dency. Clearly  the  quantity  of  sagging  down  into  any  given  layer  must 
increase  with  the  volume  of  mobile  metal  above  the  layer,  and  with  its 
mobility,  and  this  latter  in  turn  increases  with  the  steepness  of  the 
vertical  thermal  gradient  from  this  layer  up.  In  other  words,  in  any 
given  horizontal  layer,  the  pipe-closing  tendency  increases  with  the 
mobility  and  hence  with  the  temperature  of  the  metal  above,  and  these 
increase  with  the  rapidity  of  rise  of  temperature  from  this  layer  up. 
Hence  the  importance  of  concentrating  the  heat  at  the  top  of  the  ingot, 
thus  increasing  the  volume  and  mobility  of  the  metal  available  for  sagging 
down  into  any  given  layer,  thus  raising  the  position  of  the  layer  the 
sagging  into  which  barely  equals  in  volume  the  volume  which  the  pipe- 
forming  tendency  represents,  and  thus  in  fine  shortening  the  pipe. 

Because  the  tendency  to  pipe  is  inversely  as  the  steepness  of  the 
vertical  thermal  gradient  in  the  upper  part  of  the  ingot,  and  because  this 
steepness  is  inversely  as  the  size  of  the  ingot,  other  things  being  equal, 
the  tendency  to  pipe  and  the  depth  of  the  pipe  are  greater  in  small  than  in 
large  ingots.  This  result  represents  also  the  longer  time  available  in 
large  ingots  for  the  sluggish  process  of  sagging. 

46.  Stub  Ingot  Pouring. — In  making  "stub"^  tire  ingots,  that  is,  those 
the  length  of  which  is  only  60  to  100  per  cent,  of  their  diameter,  each 
making  a  single  tire,  the  Standard  Steel  Works  Co.  combines  various 
steps  for  causing  the  cooling  of  the  ingot  top  to  lag  and  thereby  shorten- 
ing and  raising  the  pipe,  and  raising  and  concentrating  the  segregate  so 
effectively  that  a  discard  of  only  3  per  cent,  suffices  to  remove  all 
unsound,  piped,  and  harmfully  segregated  metal.  This  discard  is  the 
small  disk  punched  out  of  the  axis  of  the  bloom  into  which  the  ingot  is 
forged  in  working  it  into  the  shape  of  a  tire. 

Here  the  cooling  of  the  bottom  is  hastened  by  the  broad,  thin,  cheese 
shape  of  the  ingot  which  exposes  entended  bottom  surface  to  the  cold 
thick  bottom  of  the  mold;  and  the  cooling  of  the  top  is  retarded  by  a 
layer  of  carbonaceous  matter,  which  in  burning  yields  much  heat  yet 
without  causing  material  carburization. 

^Lawford  H.  Fry:  Year  Book  Amer.  Iron  and  Steel  Inst.  (1019)  435. 
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47.  Cod  Pouring  Raises  the  Pipe. — Section  37  shows  that  in  top  pour- 
ing we  may  raise  the  pipe  by  pouring  slowly.  Cool  pouring  has  a  like 
effect,  as  we  will  now  explain.  First,  let  us  recognize  that  the  molten  steel 
cools  down  much  more  slowly  in  the  ladle  than  in  the  molds.  With  this 
in  mind  the  effect  of  cool  pouring  in  raising  or  even  eliminating  the  pipe 
can  be  made  clear  by  considering  two  imaginary  extreme  cases. 

First  let  us  suppose  that  the  steel  when  top  poured  into  the  mold 
is  so  extremely  cool  that  it  solidifies  very  rapidly,  indeed  almost  immedi- 
ately. In  this  case,  the  early  poured  steel  solidifies  very  early  in  the 
pouring,  and  is  thus  anchored  in  place  at  the  bottom  of  the  mold.  Each 
subsequent  addition  in  like  manner  becomes  anchored  approximately  at 
the  height  in  the  mold  which  it  occupied  when  poured.  These  successive 
lots  thus  cool  down  by  the  transfer  of  their  heat  into  and  through  the 
mold  walls.  Because  the  first  poured  lot  starts  this  cooling  earlier  than 
the  later  ones,  it  will  at  any  given  instant  be  the  coolest,  and  each  of 
the  successive  lots,  from  the  bottom  upwards,  will  be  hotter  at  any  given 
instant  than  the  one  next  below  it.  Thus  solidification  and  the  formation 
of  the  pipe  proceed  from  below  upwards,  so  that  each  layer,  as  it  enters  the 
mold,  finds  the  pipe  already  formed  or  forming  in  that  beneath  it,  and  thus 
has  the  best  possible  opportunity  to  fill  it.  Indeed  this,  like  any  other 
means  of  causing  the  solidification  of  the  top  to  lag  behind  that  of  the 
lower  parts,  clearly  tends  to  raise  the  pipe. 

In  bottom  pouring  the  same  is  true,  save  that  here  we  must  conceive 
that  the  steel  is  at  all  times  hot  enough  to  keep  a  channel  open  through  the 
earliest  potured  and  earliest  frozen  layers  at  the  bottom. 

Turning  now  to  the  opposite  extreme,  let  us  suppose  that  the  steel 
is  so  hot  that  none  of  it  freezes  before  the  whole  ingot  is  poured.  In  this 
case  the  falling  or  rising  stream  keeps  the  whole  mass  in  motion,  so  that  the 
parts  poured  first  become  mixed  with  the  rest,  and  that  the  progressive  rise 
of  temperature  from  the  bottom  upwards,  so  favorable  to  the  raising  and 
shortening  of  the  pipe,  is  reduced  to  a  minimum. 

The  principle  which  governs  these  two  extreme  cases  applies  to  any 
intermediate  one.  The  cooler  the  steel  the  more  of  the  early  poured  parts 
will  solidify  and  become  anchored  in  the  lower  part  of  the  mold,  and  the 
more  rapid  will  be  the  rise  of  temperature  at  any  given  instant  from 
the  bottom  toward  the  top,  and  hence  the  shorter  and  higher  up  wiU 
be  the  pipe. 

48.  Shape  of  Molds. — In  designing  the  molds  there  are  four  important 
ends  to  be  sought : 

(a)  That  they  shall  have  enough  taper  to  prevent  the  ingots  from 
sticking  to  them,  but  no  more. 

(6)  That  the  crust  of  the  ingot  shall  not  be  cracked  transversely  by  its 
inevitably  cooling  and  contracting  faster  than  the  deeper  seated  layers. 

(c)  That  it  shall  not  be  cracked  longitudinally  by  the  same  cause. 
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45''0cfagon 
4O'*0ctagon 


(d)  That  the  pipe  shall  be  shortened  and  raised  as  far  as  possible, 
or  better  still  eliminated. 

Let  us  consider  the  means  to  certain  of  these  ends. 

49.  Ta'per. — (a)  Fig.  5  shows  the  taper  of  ingots  of  five  sises,  taken 
from  current  good  practice.  The  taper  is  almost  the  same  in  all  of 
these,  varying  from  0.40  to  0.43  in.  in  diameter  to  the  running  foot 
(see  Table  1). 

(b)  On  pouring  the  ingot  into  its  mold,  its  skin  solidifies  when  its 

temperature  is  much  above  that  of 
the  mold  so  that  the  ingot  in  cooling 
has  a  greater  range  of  temperature 
through  which  to  cool  than  the  mold, 
and  hence  contracts  more.  This  ex- 
cess of  contraction  of  the  ingot  would 
naturally  cause  a  gap  between  them, 
so  that  it  might  be  expected  that, 
were  both  perfectly  smooth,  no  taper 
would  be  needed.  In  fact,  neither  is 
quite  smooth.  The  ingot  especially  is 
likely  to  have  roughnesses  which  may 
cause  it  to  stick  in  the  mold.  More- 
over, part  at  least  of  the  gap  to  be  ex- 
pected between  ingot  and  mold  is 
effaced  by  the  stretching  of  the  ingot's 
crust  caused  by  the  resistance  to  its 
contraction  by  the  slower  cooling  and 
contracting  deeper  seated  layers,  as 
well    as   by   the  stretching  due  to 

ferrostatic  pressure. 

(c)  It  is  to  afford  the  clearance  needed  for  easy  stripping  that  the 
taper  is  given. 

(d)  The  amount  of  taper  should  be  the  minimum  which  experience 
shows  is  needed  to  enable  carefully  poiu^d  ingots  to  be  removed  from  care- 
fully prepared  molds,  because  any  great  excess  of  taper  makes  the  work  of 
forging  more  difficult,  and  also  leads  to  the  faster  heating  of  the  smaller 
than  of  the  larger  end  of  the  ingot. 

{e)  Further  to  prevent  this  sticking,  the  inner  surface  of  the  mold 
should  be  examined  carefully  to  detect  any  roughness,  and  it  should  be 
coated,  for  instance  with  a  wash  of  bone  graphite  and  water,  and  polished 
to  a  "kitchen  range"  surface. 

(/)  It  might  at  first  be  thought  that  more  taper  would  be  needed 
in  small  than  in  large  ingots,  because  the  average  temperature  of  a  large 
ingot  at  the  time  when  its  crust  is  solidified  by  being  cooled  by  the  mold 
and  its  external  dimensions  are  thus  determined,  is  higher  than  that  of  a 
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small  ingot.  This  suggests  that  the  average  co^traction  of  a  large  ingot 
is  greater  than  that  of  a  smaller  one.  Because  this  excess  of  contrac- 
tion helps  to  free  the  ingot  from  the  mold,  less  taper  would  naturally 
be  needed  to  give  enough  free  space  to  enable  the  ingot  to  slip  past 
the  mold. 

(g)  But  this  advantage  of  the  larger  ingot  is  counteracted  by  its 
disadvantage  as  regards  the  stretching  of  its  crust  by  the  resistance  of  the 
slower  cooling  deeper  seated  layers.  Both  large  and  small  ingots  are 
stripped  as  soon  as  they  have  cooled  far  enough  to  be  handled  without 
danger  of  breaking,  when  the  faces  of  the  octagon  or  square  are  at  about 
850^  C.  (1562^  F.),  and  the  edges  or  comers  are  black,  and  these  tempera- 
tures are  about  the  same  for  large  as  for  small  ingots.  But  the  average 
temperature  of  the  large  ingot  at  this  time  is  much  higher  than  that  of  the 
small  one.  Hence,  the  resistance  of  the  slower  cooling  interior  of  the  large 
ingot  stretches  its  crust  by  an  amount  greater  than  the  corresponding 
stretching  of  the  crust  of  the  small  ingot.  This  greater  stretching  of  the 
crust  of  the  lai^er  ingot  lessens  the  clearance  between  ingot  and  mold,  and 
this  offsets  to  a  certain  degree,  and  perhaps  completely,  the  excess  of 
contraction  of  the  large  ingot  to  be  expected  from  the  considerations  set 
forth  in  the  preceding  paragraph. 

60.  Prevention  of  Longitvdinal  Cracks  by  Giving  the  Crust  of  the  Ingot 
an  Accommodating  Shape. — (a)  A  circular  gutter  pipe  filled  with  water 
bursts  on  freezing,  because  the  circular  form  of  the  metal  has  too  little 
power  of  elongation  to  accommodate  itself  to  the  expansion  of  the  freezing 
water.  But  a  corrugated  gutter  pipe  does  not  bimst,  because  while  its 
metal  has  no  more  capacity  for  elongation  than  that  of  the  circular  one, 
it  has'  an  accommodating  shape. 

(b)  Following  this  line  of  reasoning,  the  crust  of  the  ingot  is  given 
a  similar  accommodating  shape,  often  that  of  a  fluted  octagon,  in  order 
that  it  may  not  be  torn  apart  by  longitudinal  cracks  in  the  early  stage  of 
solidification,  when  it  is  thin  and  tender,  by  the  resistance  to  its  con- 
traction offered  by  the  slower  cooling  of  the  deeper  seated  layers;  but 
that  instead  it  may  bend  and  thus  accommodate  itself  to  the  resistance. 

61.  Prevention  of  Transverse  Cracks  by  Giving  the  Crust  of  the  Ingot 
Firm  Salient  Ties. — (a)  The  ingot  may  be  torn  transversely,  not  only  by 
the  resistance  of  the  slower  cooling,  deeper  seated  layers  to  its  longitudinal 
contraction,  but  also  by  any  other  impediment  to  that  contraction,  for 
instance  by  its  being  caught  at  its  top  by  a  fin,  or  by  some  roughness  in  the 
mold.  In  this  case  the  weight  of  the  part  of  the  ingot  below  the  obstruc- 
tion may  sufiice  to  cause  transverse  cracks,  especially  because  its  effect  is 
alwa3n3  aggravated  by  the  resistance  of  the  slower  cooling,  deeper  seated 
layers  to  the  faster  longitudinal  contraction  of  the  skin.  Mechanical 
attachment  of  the  upper  part  of  the  ingot  to  the  mold  is  more  likely  to 
occur  when  the  large  end  of  the  ingot  is  uppermost.    The  obstruction  to 
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longitudinal  contraction  is,  of  course,  all  the  worse  if  the  ingot  is  caught 
at  both  ends  by  the  mold. 

(6)  In  order  to  prevent  this  transverse  cracking  by  excessive  longi- 
tudinal stress,  the  ingot  should  be  provided  with  saliences  which,  by  out- 
running the  cooling  of  the  non-salient  parts,  become  in  fact  more  or  less 
firm  ties.  The  four  main  edges  of  a  square  ingot  are  such  saliences,  which 
thus  become  longitudinal  ties,  and  by  their  integral  union  with  the  metal 
of  the  faces  of  the  square  tend  to  prevent  it  from  being  torn  transversely 
by  the  longitudinal  stress. 

52.  Octagonal  and  Square  Molds. — (a)  The  chief  advantage  of  an 
octagon  is  that  it  has  twice  as  many  of  these  supporting  edges  to  act  as 
longitudinal  ties,  and  prevent  the  faces  between  from  being  torn  across  by 
any  resistance  to  the  longitudinal  contraction  of  the  ingot. 

(6)  It  might  at  first  be  thought  that,  if  increasing  the  number  of 
faces  from  four  in  a  square  to  eight  in  an  octagon  is  an  advantage,  we 
should  get  a  further  advantage  by  still  further  increasing  them  to  twelve 
or  even  more.  In  some  works  ingots  with  as  many  as  twelve  edges  are 
made.  But  if  we  push  this  too  far  we  fail  to  accomplish  what  we  seek. 
If  the  number  of  edges  were  infinite,  the  ingot  would  be  a  cylinder.  It 
would  in  the  first  place  have  the  most  unacconmiodating  shape  possible, 
and  in  the  second  place  would  have  no  ties  for  preventing  the  cracking  of 
the  faces.  The  more  edges  there  are,  the  less  can  each  edge  project 
beyond  the  faces  between  which  it  lies,  without  running  the  risk  of  crack- 
ing in  cooling,  and  of  folding  in  forging,  and  the  less  therefore  can  it 
outrun  the  cooling  of  the  faces  and  the  less  support  can  it  give  them. 


Table  1. — Dimensions  of  Ingot  Molds  Shown  in  Figs,  7  and  8 


Nominal  Site 


18  In.  Sq.  I  26  In.  Cot. 

I 


35  In.  Oct.    40  In.  Oct. 


45  In.  Oct 


Radii,  in  inches: 

of  edges 

of  fluting 

Taper,  inches,  of  diameter  per  foot 

of  height 0.3985 

Height,  inches 60.25 

Ratio  height  to  nominal  diameter .    3 .  35 : 1 
Ratio,  thickness  of  ingot  to  thick- 
ness of  wall  at  top 5.38:1 

At  bottom 2 . 30: 1 


1.50 

1.50 

1.50 

14.875 

20.00 

20.00 

0.4220 

0.4232 

0.4305 

87.312 

76.062 

78.375 

3.36:1 

2.17:1 

1.96:1 

4.29:1 

4.12:1 

4.46:1 

2.63:1 

3.17:1 

3.18:1 

1.25 
28.00 

0.4148 
76.75 
1.71:1 

4.57:1 
3.81:1 


(c)  The  purpose  of  making  the  faces  of  the  octagon  concave  is  to  give 
its  eight  edges  greater  salience,  so  as  to  increase  the  degree  to  which  they 
outrun  the  cooling  of  the  faces  between  them,  and  thus  to  increase  the 
support  which  they  offer  them. 
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(d)  The  square  has  the  further  disadvantage  when  compared  with  the 
octagon  that  its  comers  in  cooUng  tend  to  outrun  the  intermediate  faces  so 
greatly  that  a  sort  of  St.  Andrew's  cross,  or  plane  of  weakness  running 
diagonally  from  comer  to  corner  of  the  square,  forms  readily.  It  is  the 
junction  of  columnar  crystals  starting  out  from  the  adjoining  faces,  some- 
what as  sketched  in  Fig.  6. 

This  tendency  should  be  lessened,  first  by  making  the  mold  much 
thinner  at  the  comers  than  at  the  faces  of  the  square,  as  is  shown  in  Fig.  6, 
and  second  by  rounding  the  corners.  Yet  this  rounding  should  leave  them 
as  sharp  as  is  compatible  with  their  not  crust- 
ing during  pouring,  and  with  their  not  forming 
these  diagonal  planes  of  weakness,  because  to 
dull  them  brings  the  periphery  toward  the 
cylindrical  form,  and  thus  lessens  its  power 
of  accommodating  itself  to  the  resistance  of 
the  slower  cooling  interior.  In  general,  the 
radius  of  the  faces  is  about  half  the  diameter 
of  the  ingot. 

Square  ingots  may  well  have  concave  sides 
between  the  corners  of  the  square,  if  they  are 
to  be  bloomed,  so  that  they  may  ride  more 
easily,  and  be  the  more  easily  guided,  on  the 
feeding  table  of  the  blooming  mill;  whereas  they  are  frequently  made 
convex  when  the  ingot  is  to  be  forged.  In  an  octagonal  ingot,  the  faces 
should  have  the  shortest  radius,  and  the  edges  the  greatest  salience,  that 
will  not  lead  to  the  formation  of  folds  in  forging. 

(e)  An  additional  reason  for  not  making  the  vertical  edges  of  either  the 
square  or  the  octagonal  mold  too  strongly  salient,  is  that  the  salience,  if 
too  strong,  would  outrun  the  rest  of  the  ingot  in  heating  for  forging  so 
greatly  as  to  be  in  danger  of  being  burned.  There  are  other  limiting  con- 
siderations which  could  be  discussed,  were  it  not  for  burdening  this  paper 
with  too  much  detail. 

53.  Examples  of  Molds. — ^Table  1  and  Figs.  7  and  8  give  the  dimensions 
of  ingot  molds  of  five  different  sizes  from  very  good  practice.  The  molds 
would  probably  be  improved  by  thinning  their  walls  at  the  top  and 
thickening  them  at  the  base  as  shown  in  Fig.  8,  which  gives  the  dimen- 
sions of  the  molds  at  another  well  managed  establishment.  This  tapering 
of  the  mold  walls  has  been  carried  out  successfully  ever  since  1897  in 
making  fine  steels. 

One  steel  maker  advises  that,  for  ingots  about  24  in.  in  diame- 
ter, the  ratio  of  the  cross-section  of  the  mold  to  that  of  the  ingot 
should  be  two  to  one  at  the  bottom  and  a  little  more  than  one  to  two 
at  the  top,  though  this  may  make  the  mold  too  fragile  at  the  top  for 
rough  work.     On  the  other  hand  for  ingots  more  than  24  in.  in  diameter. 
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the  two  to  one  ratio  would  give  the  bottom  of  the  mold  a  clumsiness 
that  would  hardly  be  compensated  for  by  the  extra  heat  which  it  would 
absorb  from  the  ingot  bottom.  Hence  this  ratio  should  decrease  as  the 
diameter  of  the  Ingot  increases  beyond  24  inches. 

54.  Hot  Top  and  Discard. — (a)  The  ratio  of  the  steel  in  the  hot  top 
to  that  in  the  ingot  proper  should,  in  general,  be  from  15  to  25  per  cent., 
according  to  the  specifications  as  to  top  discard.  For  instance,  for 
gun  steels  the  Government  requires  30  per  cent,  top  discard.  It  is  con- 
venient and  wise  to  let  25  of  this  30  per  cent,  be  made  up  by  the  steel  con- 
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tained  in  a  sand-lined  sink  head,  and  the  remaining  5  per  cent,  by  the  few 
inches  of  the  top  of  the  ingot  proper  which  could  not  be  used  for  gun 
steel  in  any  event,  because  they  form  the  joint  between  the  ingot  and 
the  skin  head. 

(b)  The  purpose  of  the  discard  is  to  remove  any  mechanically  unsound 
parts,  and  any  that  are  unduly  enriched  in  phosphorus  and  sulfur  by 
segregation.  With  the  use  of  a  hot  top,  and  with  well-made  steel  care- 
fully poured,  there  is  much  less  than  30  per  cent,  of  the  ingot  that  is  sub- 
ject to  mechanical  unsoundness.  Moreover  with  well-made,  thorou^y 
deoxidized  steels  very  free  from  phosphorus  and  sulfur,  such  as  can  be 
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made  in  the  electric  furnace,  the  content  of  phoBpborus  and  of  sulfur  can- 
not become  harmfully  great  even  at  the  local  enrichment  at  the  ingot  top. 


Hence  it  is  expected  that  thia  30  per  cent,  top  discard  will  be  reduced  to 
20  per  cent.,  or  even  less  in  special  cases.    This  would  be  wholly  justified. 
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(c)  The  use  of  sink  beads  of  sand  in  top  pouring  is  open  to  the  objection 
that  the  stream  of  very  hot  steel,  running  down  in  the  neighborhood  of  the 
sand,  is  apt  to  heat  it  so  suddenly  and  so  highly  that  it  disintegrates, 
so  that  enough  of  it  runs  down  into  the  mold  to  add  appreciably  to 
the  inclusions. 

(d)  The  use  of  carbonaceous  material  in  the  sink  head  implies  a  certain 
danger  that  the  carbon  may  be  taken  up  by  the  upper  layers  of  steel,  and 
may  be  carried  down  to  a  very  considerable  depth,  partly  by  diffusion  and 
partly  by  convection.  Sulfur  prints  of  ingots  have  shown  clearly,  what 
was  indeed  evident  on  careful  consideration,  that  there  is  a  very  great 
degree  of  sagging  down  or  sinking  down  along  the  axis  of  the  ingot. 

55.  Top  and  Bottom  Pouring. — Bottom  pouring  has  the  advantages: 

(a)  That  in  it  the  upper  surface  of  the  molten  metal  is  visible  through- 
out the  operation,  for  the  guidance  of  the  pourer,  whereas  during  the 
early  part  of  top  pouring  from  a  bottom-poured  ladle  the  ladle  itself  cuts 
off  our  view  of  the  siuf ace  of  the  ingot.  This  disadvantage  of  top  pouring 
may  sometimes  be  avoided  by  poiu-ing  from  a  lip,  or  through  a  head  box. 

(b)  That  the  surface  is  not  disturbed,  as  in  top  pouring,  by  the  impact 
of  a  falling  stream  of  metal,  and  hence  that  its  indications  are-more 
decisive,  more  easily  interpreted. 

Both  these  advantages  are  of  less  weight  for  very  wide  ingots  than  for 
those  of  intermediate  size,  because  the  surface  of  the  former  becomes 
fully  visible  earlier,  and  is  less  disturbed  by  a  descending  top-poured 
stream  than  that  of  the  latter. 

(c)  That  it  permits  group  pouring,  leading  to  great  uniformity  of 
conditions  among  the  ingots  of  a  given  lot. 

(d)  That  during  all  but  the  latter  part  of  the  pouring,  the  rapid 
uprush  of  the  stream  along  the  axis  of  the  mass  tends  to  lessen  the  quan- 
tity of  heat  which  it  transfers  to  the  lower  part  of  the  ingot,  and  to  increase 
correspondingly  that  which  it  gives  to  the  ingot  top,  thus  lessening  the 
tendency  to  pipe.  This  effect  of  bottom  pouring  is  favored  by  the  shape 
which  the  inner  surface  of  the  walls  of  the  ingot  assumes,  that  of  an 
inverted  cone.  This  merit  of  bottom  pouring  increases  with  the  velocity 
of  the  uprising  stream,  and  hence  increases  with  the  size  of  the  ingot,  and 
decreases  as  the  pouring  progresses. 

(e)  That  it  avoids  cutting  the  bottom  of  the  mold  by  the  impact  of  the 
falling  stream  of  metal,  as  occurs  in  top  pouring  of  long  ingots. 

On  the  other  hand  bottom  pouring  is  at  a  disadvantage: 

(/)  In  needing  more  complicated  molds,  more  expensive  to  place. 

{g)  In  scrapping  some  of  the  metal  in  the  form  of  runners,  etc. 

(A)  In  its  liability  to  befoul  the  steel  with  matter  cut  or  fluxed  from 
the  runner  bricjks. 

(i)  In  increasing  the  danger  of  "run-outs"  by  its  keeping  the  metal 
in  the  runners  molten. 
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(j)  In  giving  up  to  the  bottom  of  the  ingot  an  undue  proportion  of 
th&  heat  of  the  last  of  the  fresh  hot  steel  added,  thus  increasing  the 
tendency  to  pipe.  This  is  because,  during  the  last  of  the  pouring,  the 
rise  of  the  incoming  steel  along  the  axis  of  the  ingot  is  necessarily  slow, 
both  because  now  the  level  of  the  steel  in  the  mold  can  be  but  little  below 
that  in  the  runner,  and  because  the  steel  must  now  be  added  cautiously 
and  hence  slowly  in  order  that  the  ingot  may  be  given  the  predetermined 
height  accurately.  In  top  pouring,  on  the  other  hand,  the  last  of  the  hot 
steel  is  added  directly  and  slowly  to  the  top  of  the  ingot  to  which  most  of 
its  heat  is  transferred,  very  little  reaching  the  lower  part  of  the  mass. 

This  advantage  of  top  pouring  probably  outweighs  the  corresponding 
advantage  (d)  of  bottom  pouring,  both  because  the  upward  concentration 
of  heat  by  (cQ  does  not  apply  to  the  uppermost  part  of  the  ingot,  the  part 
which  has  the  greatest  effect  on  the  piping  tendency,  and  because  this 
concentration  occurring  early  in  the  pouring,  is  undone  more  or  less  by  the 
equalizing  processes  of  convection  and  diffusion.  Here  let  us  review 
considerations  (a)  and  (A). 

(a)  Though  bottom  pouring  requires  more  apparatus,  more  equip- 
ment, and  more  time  for  setting  up  the  equipment  in  the  open-hearth 
department,  than  is  usual  for  top  pouring,  it  has  the  greatest  outstanding 
advantage  that  each*  individual  ingot  can  be  watched  during  its  making, 
and  the  speed  of  the  incoming  stream  of  metal  adjusted  in  exact  con- 
formity with  the  requirements  of  the  temperature  and  composition  of  the 
metal  and  the  size  and  shape  of  the  mold.  These  and  all  the  other  factors 
governing  the  production  of  a  successful  ingot  are  found  to  be  under  much 
more  thorough  observation  and  control  in  bottom  pouring  than  has  as  yet 
been  possible  in  top  pouring. 

(h)  As  to  the  introduction  of  inclusions  through  fluxing  bricks  com- 
prising the  runner,  this  is,  of  course,  possible.  But  if  the  requisite 
degree  of  care  is  given  to  the  selection  of  the  brickmaker,  the  material 
from  which  the  bricks  are  made,  the  nature  of  the  burning  of  the  bricks, 
and  the  care  with  which  they  are  fitted  together  and  the  joints  protected, 
it  will  be  found  that  there  is  only  a  negligible  amount  of  inclusions  due  to 
fluxing  of  the  inner  surface  of  the  bricks  by  the  stream  of  metal  entering 
the  molds.  This  is  obviously  true,  because  the  time  occupied  by  the 
metal  passing  through  these  bricks  is  too  short  for  anything  but  the 
immediate  surface  of  the  brick  to  become  heated  to  the  point  where  it  will 
flux  to  a  dangerous  degree.  A  far  greater  source  of  danger  of  inclusions 
from  the  introduction  of  foreign  material  is  chargeable  to  the  molten 
inner  lining  of  the  ladle,  especially  near  the  nozzle  where  the  metal 
rushes  with  greatly  increasing  velocity  through  the  narrow  aperture 
afforded  by  raising  the  stopper,  and,  immediately  around  the  nozzle, 
scours  across  a  considerable  area  of  ladle  bottom  where  it  and  the  ladle 
lining  have  been  at  a  high  temperature  for  a  comparatively  long  time. 
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These  considerations  explain  the  course  actually  followed.  Little 
crucible  ingots,  weighing  about  90  lb.  each,  and  small  ingots  in  general  are 
top  poured;  larger  ones  from  9  to  55  in.  in  diameter  and  weighing  from 
1000  to  perhaps  150,000  lb.  are  general  by  bottom  poiu*ed;  while  very  large 
ones,  for  instance  those  80  in.  in  diameter  weighing  some  400,000  lb.  and 
possibly  30  ft.  high,  have  the  lower  half  or  one-third  bottom  poured  and  the 
upper  part  top  poured.  The  bottom  pouring  forms  a  pool  which  com- 
pletely obviates  the  splash  when  top  pouring  is  commenced  and  continued 
throughout  the  ingot  to  its  completion.  In  the  pouring  of  such  large 
ingots,  more  than  one  ladle  is  necessary.  This  combined  bottom  and 
top  pouring  method  is  easy  of  accomplishment  and  the  results  are 
eminently  satisfactory. 

Small  ingots  are  top  poured,  first,  because  with  them  the  proportion 
of  runner  metal  which  woidd  have  to  be  scrapped  were  they  bottom  poured 
would  be  greater  than  with  large  ingots.  It  would  indeed  be  prohibitory 
in  the  case  of  very  small  ingots.  Second,  because  with  them  the  piping 
tendency  is  greater,  and  hence  needs  to  be  counteracted  by  adding  the 
last  of  the  hot  metal  at  the  top,  as  in  top  poming;  and  third,  because  the 
cutting  of  the  mold  bottom  by  the  falling  stream  of  metal  is  less  than  with 
large  or  at  least  high  ingots. 

It  is  in  harmony  with  the  second  of  these  three  reasons  that  relatively 
small  ingots  of  boiler-plate  steel  are  top  poured.  These  are  freed  from 
piping  by  refining  the  steel  only  imperfectly,  so  that  it  gives  off  enough  gas 
in  solidifying,  and  thus  puffs  out  the  progressively  thickening  walls  of  the 
ingot  enough,  to  make  up  for  and  efface  the  pipe-forming  tendency. 
Hence  they  are  not  in  need  of  the  pipe-closing  effect  of  adding  the  last  of 
the  hot  metal  at  the  top  as  in  top  pouring.  These  blowholes  are  tolerated 
in  this  specific  case,  because  the  steel  is  of  such  low  carbon  content  that 
they  weld  readily,*  and  because  even  if  imwelded  they  would  be  relatively 
harmless  in  view  of  the  direction  of  the  chief  stresses  in  the  boiler  plate 
in  service. 

The  pouring  of  large  ingots,  on  the  other  hand,  is  from  the  bottom, 
because  the  three  reasons  just  given  for  the  top  pouring  of  small  ingots 
apply  to  them  with  much  less  force,  enabling  us  to  get  the  great  advan- 
tages of  bottom  pouring. 

Finally,  the  pouring  of  very  high  ingots  begins  at  the  bottom,  because 
the  impact  of  the  falling  stream  on  the  bottom  of  the  mold  in  top  pouring 
would  be  extremely  severe;  but  their  upper  part  is  top  poured,  because  the 
hydrostatic  pressure  on  the  joints  at  the  mold  bottom  and  in  the  runner 
bricks  would  be  excessive,  leading  to  great  danger  of  "run-outs"  from  the 
breaking  through  of  the  molten  metal.  When  we  cease  pouring  from 
the  bottom  and  begin  pouring  from  the  top,  the  metal  in  the  rimners  and 
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along  the  joints  at  the  bottom  of  the  mold  freezes,  and  seals  in  the 
molten  metal. 

In  the  case  of  all  ingots  having  brick-lined  sink  heads,  only  the 
body  of  the  ingot  is  poured  from  the  bottom,  and  the  sink  head  is  poured 
from  the  top.  This  applies  more  particularly  to  ingots  of  26  in.  diameter 
and  upward.  Below  this  point,  the  sink  head  is  also  usually  poured 
from  the  bottom,  because  the  molds  are  poured  in  groups. 

56.  Ratio  of  Thickness  of  Ingot  to  Length. — (a)  This  is  given  approxi- 
mately by  the  following  table: 

4  in.  ingots:  length  may  be  as  much  as  9  times  the  thickness. 
18  in.  ingots:  length  may  be  3^^  to  5  times  the  thickness. 
40  in.  ingots:  length  must  not  be  more  than  2}i  times  the  thickness. 
60  in.  ingots:  length  should  not  be  more  than  1^  times  the  thickness. 

If  the  40  and  60-in.  ingots  are  intended  for  shafts,  the  length  may  be 
increased  somewhat  beyond  these  ratios,  because  inclusions  are  not  so 
harmful  in  shafting  as  in  guns. 

(6)  These  ratios  apply  primarily  to  tender  steels,  for  instance  alloy 
steels  and  others  of  high  carbon  content.  A  greater  ratio  of  length 
to  diameter  is  often  used  with  advantage  for  soft  steels,  especially  for 
those  not  subject  to  marked  segregation,  and  in  cases  in  which  a  long 
ingot  is  worked  more  advantageously  than  a  short  one  to  the  size  and 
shape  of  the  objects  for  which  it  is  intended. 

67.  Stripping  and  Coding  the  Ingots. — ^Because  the  tendency  to  form 
both  pipes  and  internal  and  external  cracks  is  due  to  the  faster 
cooling  of  the  outer  than  of  the  inner  parts  of  the  ingot,  and  because  this 
tendency  increases  with  the  rate  at  which  the  whole  is  cooled,  it  should  be 
lessened  by  retarding  the  cooling.  The  first  step  in  this  direction  is  to 
strip  the  ingot  as  soon  as  its  solid  walls  have  grown  so  thick  that  they  can 
be  trusted  not  to  crack  imder  the  hydrostatic  pressure  of  the  molten  steel. 

The  cooling  may  now  be  further  retarded  by  burying  the  ingot  in 
ashes,  though  bituminous  coal  has  been  successfully  used  for  this  purpose. 
This  intermediate  rate  of  cooling  is  much  better  than  the  still  slower 
cooling  in  soaking  pits,  which  increases  needlessly  the  coarseness  of  the 
dendritic  structure,  and  the  degree  of  interdendritic  segregation,  and 
hence  of  banding,  and  perhaps  also  of  axial  segregation. 

Top-poured  ingots  may  often  be  allowed  with  advantage  to  cool  in 
the  air  between  the  time  of  stripping  and  that  of  burying  in  ashes. 
In  order  to  understand  this,  let  us  recall  the  three  successive  stages 

in  solidifying: 

A.  When  the  solid  crust  is  only  a  thin  skin; 

B.  When  this  crust  has  become  strong  enough  to  be  left  unsupported 
by  the  mold; 


210  MANUFACTURE   OF  OUN  STEELS  AND   FINE  STEELS 

C  When  the  solid  walls  themselves  have  become  so  thick  that  the 
resistance  which  their  deeper  seated,  and  hence  more  slowly  contracting, 
parts  offer  to  the  faster  cooling  of  their  own  crust  threatens  to  stretch  it 
too  far  and  thus  crack  it,  unless  by  retarding  the  cooling  in  general  we 
reduce  within  harmless  limits  the  difference  between  these  parts  in  their 
rate  of  cooling. 

Clearly  it  is  not  till  period  C  that  the  cooling  needs  to  be  retarded 
artificially.  When  the  ingots  are  top  poured,  it  may  be  a  convenience 
to  strip  them  at  a  relatively  early  stage  of  period  B,  During  the  rest  of 
this  period  they  may  be  allowed  to  cool  in  the  air  without  harm,  and  thus 
it  comes  about  that  the  cooling  may  consist  of  three  distinct  stages: 

1.  In  the  mold,  while  the  crust  is  too  thin  to  be  left  unsupported; 

2.  In  the  air,  till  the  resistance  of  the  deeper  seated  layers  threaten  to 
crack  the  outer  layers;  and, 

3.  In  ashes  or  their  equivalent  from  this  time  on,  till  the  ingot  has 
cooled  so  far  that  the  difference  in  the  rate  of  contraction  even  in  air 
cooling,  between  the  outer  and  the  inner  parts,  is  too  slight  to  cause  danger 
of  cracking  the  outer  crust. 

The  relatively  rapid  air  cooling  stage  2,  may  save  much  time. 

58.  Healing  Ingots.— Yery  great  care  should  be  taken  to  raise  the 
temperature  of  ingots  extremely  slowly,  lest  the  heating  and  expansion  of 
the  crust  outrun  that  of  the  deeper  seated  parts  so  much  as  to  stretch 
them  beyond  their  powers  of  endurance,  and  thus  to  cause  internal 
cracks.  Even  blooms  of  the  tender  steel  used  for  cannons  should  be 
heated  very  slowly  for  the  same  reason.  Their  corners  should  be  rounded 
lest  they  become  burnt  in  heating. 

Very  much  more  detail  then  is  here  set  forth  is  involved  in  the  many 
items  of  actual  practice  found  necessary  to  secure*satisfactory  results  in 
the  making  and  handling  of  so-called  "fine  steels,"  especially  when  the 
larger  masses  are  considered,  and  these  for  very  special  uses. 

DISCUSSION 

W.  J.  Priestley,*  South  Charleston,  W.  Va. — What  is  the  maximum 
reduction  for  a  gun  forging  from  the  ingot  to  the  finished  forging? 

W.  P.  Barba. — ^The  specifications  for  gun  forgings  were  drawn  up 
about  30  years  ago  for  the  old-fashioned  hammer,  where  the  size  of  the 
hammer  and  the  weight  of  its  blow  delivered  to  the  piece  was  an  important 
function  in  the  successful  production  of  the  article.  Today,  with  a 
press,  the  specifications  for  reduction  of  area  during  forging  do  not  have 
the  same  value  and  I  would  not  hesitate  to  make  a  6-in.  diameter  forging 
from  an  ingot  which  would  give  only  a  1^  :  1  ratio  of  reduction  during 
forging,  provided  I  have  good,  soimd,  well-melted  steel  and  must  make 
no  discounts  whatever  on  the  steeU    In  the  case  of  the  larger  forgings. 


*  Steel  Superintendent,  U.  S.  Naval  Ordnance  Plant. 
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the  penetrative  power  of  the  forging  tool  is  an  unknown  factor,  so  it 
would  be  proper  to  insure  a  little  different  ratio  of  reduction  of  area 
during  forging. 

Haakon  Styri,*  Philadelphia,  Pa. — It  is  quite  evident  that  the 
elimination  or  burning  out  of  the  carbon  will  depend  on  the  concentration 
of  carbon  in  the  steel,  as  well  as  on  the  concentration  of  iron  oxide  in 
steel,  or  iron  oxide  in  the  slag  which  will  be  in  certain  proportions  to  one 
another.  The  amount  of  iron  oxide  in  the  slag  will  depend  (besides 
what  is  mentioned  in  the  paper)  on  the  temperature  and  the  rapidity 
with  which  the  steel  has  been  melted. 

Some  years  ago  in  Pittsburgh,  with  the  same  furnace  and  exactly  the 
same  practice,  on  a  humid  rather  warm  day,  it  took  a  long  time  to  get 
the  steel  melted.  The  iron-oxide  content  of  the  slag,  when  the  bath  was 
melted,  was  about  28  per  cent.  A  few  days  later,  on  a  cold  crisp  day, 
the  temperature  got  high  quickly,  but  the  slag  melted  down  to  about 
42  per  cent,  iron  oxide.  This  latter  burned  out  the  carbon  much  more 
quickly  than  the  first,  and  showed  a  rapid  drop  of  carbon  in  the  steel. 
I  refer  to  this  because  the  paper  mentions  the  necessity  or  the  desirability 
of  oring.  If  a  slag  that  melts  down  to  40  per  cent,  oxide  is  ored,  the  iron- 
oxide  content  will  be  so  high  that  the  drop  in  carbon  cannot  be  stopped 
in  time  to  get  the  carbon  content  desired  with  an  otherwise  finished  bath. 

If  there  ia  a  certain  amount  of  oxygen  in  the  steel  bath,  that  oxygen 
will  have  a  certain  dissociation  pressure,  which  will  increase  with  the 
oxygen  content.  If  any  other  metal  is  present  in  the  steel  and  can  react 
with  the  oxygen,  as  for  instance  manganese,  the  amount  of  oxygen  that 
can  be  in  equiUbrium  with  a  certain  amount  of  manganese  will  depend  on 
the  manganese  content  of  the  steel.  I  refer  to  manganese  because  the 
authors  say  that  manganese  is  a  stronger  deoxidizer  than  silicon.  I 
would  like  to  ask  on  what  proofs  that  statement  is  based.  The  similar 
dissociation  pressure  for  oxygen  in  the  presence  of  silicon  in  the  bath 
would  show  an  equilibrium  curve  far  below  the  curve  for  the  manganese. 
The  carbon  curve  is  a  little  higher  than  silicon  for  smaU  concentrations, 
but  lower  for  high  concentrations,  which  readily  explainswhy,  at  a  certain 
carbon  content,  carbon  will  reduce  silicon  back  in  the  bath.* 

The  paper  also  states  that  the  deoxidation  should  be  done  with  carbon. 
I  agree  with  this,  also  with  the  emphasis  laid  on  the  necessity  of  boiling, 
because  that  is  the  best  reaction  for  removing  the  non-metallic  impurities 
from  the  bath.  Just  as  dust  particles  in  the  atmosphere  are  carried 
downwards  by  the  rain,  so  are  slag  inclusions  carried  upwards  by  the  gas 
bubbles.     For  that  reason,  boiling  is  always  advisable,  especially  for 

*  Chief  of  S.  K.  F.  Research  Laboratory. 

*  Chem:  <k  Met,  Eng.  (Ma|r  1,  1919)  20,  482. 
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nickel  steels.    I  believe  that  the  high  viscosity  of  the  nickel  steels  is, 
to  a  certain  extent,  responsible  for  the  difficulty  of  refining. 

The  first  gun  steel  made  in  this  country  during  the  war  passed  inspec* 
tion,  but  at  practically  the  same  time  numerous  plants  got  rejected 
material.  Possibly  this  was  because  nickel  scrap  was  remelted,  so 
that  there  was  a  high  nickel  content  from  the  beginning,  which  gave 
a  more  viscous  bath,  with  the  temperatures  then  used  for  refining. 
The  plants  learned  later  the  necessity  of  increasing  the  temperature. 

The  authors  mention  the  desirability  of  deoxidizing  the  foreign 
oxygen  with  the  silicon,  after  the  carbon  has  done  its  duty.  They 
state  that  silicates  are  formed  when  manganese  is  added  before  silicon,  and 
apparently  mean  that  if  siUcon  is  added  first,  silica  and  not  silicate  will 
be  formed.  I  consider  this  impossible,  referring  to  the  laws  of  mass  action. 
I  believe  that  when  silicon  is  added  to  a  bath  containing  oxygen,  silicate 
is  formed.  If  no  manganese  is  present,  iron  silicate  will  be  obtained;  if 
manganese  is  present  a  combination  of  iron  and  manganese  silicate  will 
be  formed  but  this  will  not  go  to  the  bottom  of  the  hearth.  It  will  be  of 
great  interest  to  know  the  author's  method  of  proving  the  presence  of 
metallic  silicon  beside  silica  or  silicates. 

It  is  a  question  whether  silicon  or  manganese  should  be  added  first  as 
a  final  deoxidizer.  It  is  probably  best  to  add  silicon,  because  it  is  more 
important  to  keep  the  correct  amount  of  manganese  in  the  bath  than  it  is 
to  keep  the  correct  amount  of  silicon.  Any  silicon  added  beyond  the 
point  of  equiUbrium  with  oxygen  will  combine  with  oxygen  and  be  especi- 
ally effective  if  there  is  some  manganese  in  the  bath. 

I  call  attention  to  the  importance  of  watching  the  dampers  and  valves 
for  air  and  gas  supply,  because  the  furnace  atmosphere  has  a  great  influ- 
ence on  the  slag  condition.  If  it  is  strongly  oxidizing,  the  slag  will  take 
up  much  oxygen  and  throw  the  reaction  in  the  bath  off  balance  so  that  it 
may  be  impossible  to  finish  the  steel  properly. 

C.  T.  Patterson,*  Syracuse,  N.  Y. — The  heat  of  formation  of  SiOj 
is  considerably  greater  than  that  of  2MnO,  therefore  in  the  basic  furnace 
silicon  will  reduce  manganese  in  the  slag  and  silicon  dioxide  will  be 
formed,  but  in  an  acid  furnace  for  automobile  castings,  the  reaction 
was  found  to  go  the  other  way.  Silicon  dioxide  in  the  slag  oxidized  the 
manganese  in  the  metal,  thereby  increasing  the  silicon  in  the  metal  while 
the  manganese  in  the  metal  decreased  and  MnO  in  the  slag  increased,  aU 
at  the  same  time  with  a  reducing  atmosphere  in  the  furnace.  This  effect 
was  very  pronounced  in  the  second  ladlef  ull,  which  was  always  held  20  to 
30  min.  in  the  furnace  while  the  first  ladlef  ull  was  cast.  In  searching  for 
an  explanation,  it  was  found  that  the  heat  of  formation  of  manganese 
silicate  was  much  greater  than  that  of  silicon  dioxide. 


•  The  Solvay  Process  Co. 
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Harrt  Breabley,  Sheffield,  Eng. — The  casting  temperatuiie  of 
steel  is  not  the  temperature  of  the  steel  in  the  ladle.  It  is  possible,  by 
casting  a  very  hot  heat  of  steel  slowly,  to  produce  the  same  result  in  the 
final  ingot  as  would  be  obtained  by  casting  a  comparatively  cold  heat  of 
steel  quickly.  From  a  practical  point  of  view,  it  is  well  that  this  is  so, 
because  when  a  steel  maker  gets,  into  the  ladle,  steel  that  he  feels  is  too 
hot,  he  should  have  some  way  of  pouring  this  material  so  as  to  produce  a 
satisfactory  ingot. 

The  real  casting  temperature,  that  is  that  temperature  which  deter- 
mines the  type  of  crystal  growth  and  the  mechanical  strength  of  the  ingot, 
is  the  temperature  of  the  material  as  it  lies  quiescent  in  the  ingot  mold. 
Perfectly  satisfactory  ingots  can  be  produced  from  very  hot  material  (for 
example,  very  hot  bessemer  blows),  if  the  speed  of  casting  is  such  that 
when  the  mold  is  full,  the  temperature  of  the  steel  in  the  mold  is  not 
above  a  reasonable  casting  temperature. 

Another  consideration  is  the  control  of  the  casting  temperature  by 
observation  of  the  metal  in  the  mold.  To  produce  mechanically  strong 
ingots,  steel  should  be  poured  into  the  mold  at  such  a  rate  that  it  is 
freezing  over  on  the  upper  layer,  which  condition  is  most  easily  observed 
and  controlled  when  ingots  are  bottom  cast.  The  great  disadvantage 
of  bottom  castings  is  that  the  steel  is  more  likely  to  contain  dirt.  At  the 
plant  with  which  I  am  associated  all  the  molds  are  cleaned  with  a  vacuum 
cleaner  immediately  before  the  ingots  are  cast.  A  notable  advantage 
of  bottom  casting  is  that  the  ingot  is  really  cast  in  the  mold;  that  is,  the 
interior  of  the  mold  shapes  the  ingot.  In  top  casting,  particularly  from 
heavy  charges  out  of  large  ladles,  the  ingot  is  not  shaped  by  the  interior 
of  the  mold. 

In  the  case  of  an  ingot  top-cast  from  a  ladle  containing  a  great  weight 
of  material,  the  impact  of  the  fluid  stream  on  the  surface  produces  con- 
'  siderable  motion,  so  if  the  casting  were  stopped  at  any  particular  moment, 
there  would  be  a  sort  of  fringe  above  the  normal  level  of  the  ingot.  That 
particular  fringe,  which  I  have  called  the  ''swirl  envelope,"  is  formed 
from  almost  the  bottom  to  very  near  the  top  of  the  ingot  and  is  the 
fluid  metal  that  swirls  up  the  side  of  the  ingot  mold  and  solidifies.  Solidi- 
fied steel,  when  hot,  readily  oxidizes;  consequently  the  surface  of  that 
swirl  envelope  above  the  normal  level  of  the  fluid  steel  is  oxidized.  We 
know  also  that  when  fluid  carbon  steel  comes  into  contact  with  oxide  of 
iron,  gases  are  formed;  consequently  when  the  fluid  steel  rises  over  the 
swirl  envelope  small  quantities  of  gas  may  be  liberated  at  the  side.  The 
ingot  is  not  shaped  by  the  side  of  the  ingot  mold,  but  by  the  swirl  enve- 
lope that  immediately  precedes  it. 

Any  small  blowhole  forming  on  the  interior  surface  of  the  swirl 
envelope  may  make  its  way  toward  the  center  of  the  ingot  and  escape; 
and  it  may  not.     If  the  steel  has  been  cast  reasonably  hot,  you  get  first  a 
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mass  of  very  small  crystals  that  have  frozen  very  quickly,  representing  the 
swirl  envelope;  then  you  get  a  number  of  chill-crystal  dendrites,  then  in 
the  interior  of  the  ingot  a  number  of  equiaxed  crystals,  or  what  are  called 
free  crystals.  As  the  ingot  is  being  poured,  the  chill  crystals  that  have 
already  formed  are  beginning  to  cool  and  contract.  As  the  original 
chill  crystals  were  much  purer  than  the  mother  liquor  from  which  they 
were  formed,  each  is  surrounded  by  an  envelope  of  impure  material;  so 
when  they  squeeze  together,  the  enveloping  material  is  pushed  in  the 
direction  in  which  it  can  travel  most  easily,  which  generally  is  into  the 
interior  of  the  ingot.  But  if  there  are  small  holes  behind  the  chill  crystals, 
there  is  no  reason  why  that  impure  mother  liquor  should  not  be  forced 
back  into  those  small  holes.  Therefore,  while  in  cutting  up  an  ingot 
one  does  not  find  as  large  a  number  of  small  holes  adherent  to  the  swirl 
envelope  as  might  be  expected,  almost  invariably  in  the  top-cast  ingot 
around  the  inner  edge  of  the  swirl  envelope  there  will  be  a  number  of 
small  segregates,  indicating  impurities  squeezed  into  the  holes  from 
between  the  chill  crystals. 

I  agree  with  the  statement  that  as  good  steel  can  be  made  in 
America  as  anywhere;  but  it  will  be  necessary  to  take  the  precautions 
that  people  take  elsewhere.  Good  steel  making  is  not  always  consistent 
with  very  high  tonnage. 

A  good  deal  has  been  said  about  clean  steel.  One  of  the  difficulties, 
in  talking  about  clean  steel,  is  that  our  laboratories  cannot  express  the 
degree  of  cleanness  in  concrete  figures.  If  they  could,  we  would  know 
much  better  what  we  were  talking  about,  because  whether  unclean  steel 
is  a  disadvantage  or  not  depends  largely  on  the  purpose  for  which  that 
steel  is  to  be  used.  However,  it  is  possible,  by  mechanical  methods,  to 
express  the  relative  freedom  of  steel  from  non-metallic  impurities,  in 
concrete  figures.  The  relation  between  the  figure  obtained  on  the  longi- 
tudinal impact  piece  and  the  figure  obtained  on  the  transverse  impact  < 
piece  is,  roughly,  a  measure  of  the  cleanness  of  the  steel;  the  transverse 
figure  is  never  as  high  as  the  longitudinal  figure,  sometimes  it  is  ten  times 
less.  If  the  steel  is  for  high-class  purposes,  such  as  ball  races,  where  the 
transverse  strength  of  the  material  is  very  important,  the  transverse 
impact  figures  should  not  be  less  than  one-half  the  longitudinal. 

Almost  all  over  the  world  people  have  been  led  to  the  conclusion  that 
nickel  steels  are  particularly  apt  to  contain  slag  inclusions;  this  is  untrue. 
Nickel  steels  do  not  contain  more  slag  inclusions  than  ordinary  steel, 
if  they  are  made  in  an  equally  good  way.  The  reason  that  they  appear 
to  contain  more  slag  inclusions  is  this:  A  slag  inclusion  is  a  discontinuity 
in  the  rolled  bar  in  which  it  exists;  a  seam  also  is  a  discontinuity.  That 
discontinuity  is  not  evident  until  the  bar  is  distorted.  These  small 
discontinuities  in  material  due  to  the  slag  streak  are  more  apparent  in 
nickel  steel  than  in  ordinary  steel  because  nickel  steel  distorts  more 
before  treating. 
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W.  p.  Babba. — As  was  just  said,  nickel  steel  is  exactly  like  carbon 
steel  when  it  is  in  the  furnace.  It  is  possible  to  make  just  the  same 
mistakes  on  carbon  steel  as  are  made  on  nickel  steel.  The  question  of 
difference  of  viscosity  during  melting  of  nickel  steel  is  not  worth  men- 
tioning in  a  furnace  powerful  enough  to  do  the  work.  In  the  case  of 
mixtures  of  more  easily  oxidizable  materials^  such  as  chromium  and  its 
near  relations,  there  is  an  entirely  different  condition  during  melting, 
but  that  condition  is  easily  transmitted  almost  immediately  into  the 
slag  and  has  nothing  to  do  with  the  fluid  metal  below. 

In  splitting  ingots  varsring  in  size  from  2-in.  cubes  up  to  150,000  lb. 
and  more,  I  have  found  the  conditions  stated  by  Mr.  Brearley,  except 
the  squeezing  of  the  rich  mother  liquor  back  into  a  cavity  formed  by  an 
accidental  ebullition  of  gas.  The  thing  that  he  described,  of  course  occurs. 
We  have  all  seen  what  Doctor  Howe  has  called,  "interdendritic  segrega- 
tion," even  to  a  point  where  an  analysis,  carefully  sampled  of  course, 
will  show  0.04  per  cent,  phosphorus,  with  its  attendant  sulfur  and  carbon 
in  one  spot,  and  2  in.  away  I  have  seen  0.120  per  cent,  phosphorus  with 
its  attendants.  No  doubt,  the  0.120  per  cent,  was  one  of  these  blowholes 
that  was  filled  by  being  squeezed  full  of  rich  mother  liquor.  That  mother 
liquor  also  can  be  trapped  by  the  enormous  plates  of  crystals  that  form 
in  a  hot-poured  ingot.    The  result  is  a  streaky  forging. 

The  temperature  of  pouring  is  unquestionably  indicated  in  this  paper 
as  the  temperature  of  the  met^l  in  the  mold.  It  states  that  when  pouring 
the  carefully  melted  steel  into  the  carefully  prepared  mold,  the  man  best 
equipped  by  judgment  and  experience  should  determine  the  rate  of 
pouring  of  the  metal  into  the  mold,  according  to  the  appearance  of  the 
metal  as  it  rises.  Medium-weight  ingots,  say  100,000  lb.,  should  be 
bottom-poured  so  that  this  can  be  done. 

The  paper  gives  suggested  weights  of  ingots  that  can  be  most  economi- 
cally, for  most  purposes,  poured  from  the  bottom,  from  the  top,  or  from 
a  combination  of  both.  But  observation,  experience,  and  accurate 
records  of  every  ingot  as  it  is  charged,  melted,  refined,  and  poured  are 
necessary  to  pour  kurge  ingots  successfully.  There  are  two  kinds  of  dirt, 
mechanical  and  chemical.  It  is  easy  to  determine  the  presence  of  chemical 
dirt  with  a  low-power  microscope  because  such  dirt  is  widely  and  uni- 
formly distributed.  Mechanical  dirt  is  largely  accidental;  the  difference 
between  the  two  is  easily  distinguished  by  those  who  have  made  many 
observations. 

In  regard  to  Doctor  Styri's  statement,  the  paper  is  incomplete  in 
that  we  did  not  say  that  silicon  would  be  reduced  from  the  '^hearth  and 
slag  or  any  other  contributing  cause."  The  hearth  means  everything 
surrounding  the  metal.  Ferrosilicon  or  ferromanganese,  when  added  to 
a  molten  bath,  do  not  go  to  the  bottom;  they  float  of  course.  Equally 
is  it  true  that  we  would  rather  refine  by  the  use  of  manganese  on  an 
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acid  bottom  than  by  the  we  of  silicon,  because  we  can  get  a  further  reduc- 
tion of  oxygen,  but  it  promotes  the  formation  of  manganese  silicate  in 
large  volmne  and  weight.  The  paper  recommends  the  use  of  silicon 
solely  to  avoid  the  encouragement  of  the  formation  of  manganese  silicate, 
which  would  be  found  as  spots  in  the  finished  product  and  would  be  a 
compromise  between  chemical  dirt  and  mechanical  dirt  for  it  arises  from 
both  in  that  it  clears  from  the  molten  metal  with  difficulty. 

Doctor  Styri  called  attention  to  extreme  conditions  within  a  few  days 
in  the  same  furnace,  when  one  heat  was  a  long  time  melting,  and  slag 
contained  28  per  cent,  oxide  of  iron.  I  would  not  try  to  make  fine  steel 
out  of  such  a  heat;  I  would  get  rid  of  it.  It  is  possible  to  add  something 
to  such  a  heat  to  get  it  back  into  something  like  condition;  the  most 
practical  thing  is  to  pour  a  ladle  of  melted  cast  iron  into  the  furnace  and 
raise  carbon,  silicon,  and  temperature.  Melted  cast  iron  is  the  surest 
cure  for  the  condition  described,  but  even  then  I  would  not  put  this 
metal  into  fine  steels  but  would  shunt  it  into  ingots  for  less  important 
purposes. 

When  making  nickel  steel,  in  the  early  days  of  the  E.  F.  Wood 
patents,  we  melted  our  pig  and  scrap,  and  as  soon  as  the  heat  was  melted 
put  in,  with  the  charging  machine,  barrels  of  nickel  oxide.  Metallic 
nickel  was  difficult  to  get;  but  nickel  oxide  was  plentiful.  It  was  not 
much  later  that  the  Bethlehem  Steel  Co.  suggested  adding  the  nickel  to 
a  percentage  below  that  needed  in  the  final  product,  and  after  an  analysis 
in  the  laboratory,  preliminary  to  tapping,  correcting  up  to  the  minimum 
nickel  that  is  allowed  by  the  specifications.  With  the  improvements 
in  method  of  reducing  oxide  to  pig  nickel,  all  that  became  easy.  There 
is  no  difference  whatever,  except  economy  and  ease,  whether  the  nickel 
is  added  during  the  operation  or  at  the  beginning. 

This  paper  mentions,  but  does  not  discuss,  the  fact  that  11  per 
cent,  ordinary  ferrosilicon  can  be  added  in  large  quantity  in  basic  furnaces 
for  these  same  final  carburizing  reasons;  I  do  not  think  that  we  should 
take  the  time  to  discuss  whether  manganese  in  a  basic  furnace  is  an  acid 
or  a  base.  Sometimes  I  am  convinced  it  is  either  or  both  in  turn.  But 
as  we  are  discussing  a  paper  on  acid  practice,  I  want  to  affirm  once  more 
that  silicon  is  not  the  thing  we  would  like  to  use  for  deoxidizing  purposes, 
but  it  is  the  thing  that  we  should  use,  rather  then  manganese,  for  the  sole 
purpose  of  avoiding  the  formation  in  large  quantity  of  manganese  silicate 
where  the  conditions  will  promote  that  formation. 

The  paper  requires  that  ore  should  be  added  for  a  specific  purpose, 
also  that  standardized  conditions  be  maintained  for  the  production  of 
steel  of  fine  quaUty  uses  and  purposes.  In  a  heat,  when  melted  of 
good  material,  in  good  standard  time  and  standard  condition,  I  strongly 
urge  the  use  of  a  little  ore  to  promote  ebullition  to  get  the  lagging  oxide 
materials  up  to  the  slag,  and  then  through  the  slag. 
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W.  J.  Priestley. — ^All  of  the  steel  that  we  have  made  within  the  last 
year  has  been  top  poured.  We  tried  bottom  pouring  and  had  inclusions  ; 
we  got  poor  test  bars  and  flake.  We  thought  that  the  flake  was  probably 
due  to  hot  steel,  but  to  bottom  pour  without  freeze  ups,  it  was  necessary 
to  pour  hot.  We  tried  top  pouring  slowly  at  the  rate  of  a  ton  a  minute, 
through  a  1-in.  nozzle.  In  our  efforts  to  reduce  the  temperature,  we  had 
to  increase  the  size  of  the  nozzle;  we  tried  to  pour  at  not  over  2800®  F. 
A  record  is  made  of  the  reading  of  the  optical  pyrometer  of  every  heat 
taken  out  of  the  electric  furnace.  When  the  steel  is  teemed  into  the 
mold,  the  temperature  is  again  taken  and  recorded.  In  addition,  a 
detailed  melt  log  is  made  of  every  step,  from  the  charging  of  the 
ingredients  into  the  open-hearth  furnace  through  the  electric;  so  that  if 
there  is  trouble  in  the  heat  treatment,  we  can  frequently  lay  our  finger 
on  the  trouble  and  its  source. 

It  was  doubtful  whether  we  would  be  able  to  top  pour  a  100-ton  heat 
for  68-in.  ingots  and  100-ton  ingots  for  armor  plate.  Some  of  the  armor- 
plate  ingots  cast  in  iron  molds  had  a  depth  of  20  ft.  The  ingots  were 
43  in.  thick  and  110  in.  wide  and  could  not  be  poured  successfully  with 
a  l}^-in.  nozzle.  Pouring  so  cold  caused  a  crust  to  form  on  the  top  of 
the  metal  in  the  mold;  so  we  had  to  use  a  2-in.  nozzle,  and  then  it  was 
necessary  to  break  the  crust  as  the  steel  rose  in  the  mold.  The  first  two 
ingots  cast  tore  in  the  comer,  but  there  were  no  surface  tears.  By  breaking 
up  this  crust  and  bringing  up  the  oxides  of  iron  that  probably  formed  there 
we  were  able  to  forge  the  ingots  completely  without  any  tearing. 

We  thought,  at  one  time,  that  flake  in  electric  steel  was  due  to  the 
sudden  cooling  of  the  ingot  or  to  the  fact  that  it  was  allowed  to  cool  down 
entirely  after  casting.  Our  present  practice  is  to  get  it  out  of  the  mold  as 
quickly  as  possible,  heat  it  for  forging,  and  after  forging  put  it  into  the 
annealing  furnace  before  it  gets  much  below  its  critical  point. 

It  has  been  our  experience  that  carbon  steel,  manufactured  in  exactly 
the  same  way,  melted,  poured,  etc.,  in  the  same  way  as  nickel  steel,  will 
stand  a  whole  lot  more  rough  usage  than  nickel  steel;  this  is  particularly 
true  of  the  electric  steel. 

We  have  used  in  our  open-hearth  furnaces  pig  iron  and  60  per  cent,  of 
nickel  scrap;  we  have  used  various  amounts  of  carbon  scrap  and  nickel- 
chrome  scrap,  but  except  for  the  condition  in  the  slag  in  the  nickel- 
chrome  heats,  we  have  never  noticed  any  difference  in  the  final  working 
of  the  steel. 

Reference  has  been  made  to  the  value  of  the  impact  shock,  and 
breaking  tests.  We  planned  to  develop  these  tests  in  Charleston,  but 
were  unable  to  carry  out  our  plans.  We  made  many  cold-bend  tests 
together  with  tensile  tests  and  found  that  tensile  bars  showing  45  to  50 
per  cent,  reduction  of  area  would  rarely,  if  ever,  break  in  a  cold  bend. 
They  could  be  bent  double  on  themselves  without  any  trouble. 
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Reference  has  been  made  to  the  form  of  the  corrugations  on  ingots. 
We  first  used  sharp  corrugations  but  occasionally  got  corner  cracks  or 
cracks  in  the  corrugations.  At  one  time,  the  sharp  corrugations  on  the 
ingots  were  very  deep  seated;  in  some  cases  they  were  2  in.  below  the 
surface  of  the  ingot.  Forgings  made  from  them  on  40-in.  ingots  fre- 
quently would  show  no  signs  of  the  cracks  until  the  piece  was  being 
machined  and  ready  for  heat  treatment,  when  sharply  defined  cracks 
appeared  exactly  where  the  corrugations  were.  We  found  that  by 
increasing  the  radius  of  the  corrugations,  the  ingots  were  not  as  tender 
nor  as  susceptible  to  cracking  or  segregation. 

We  lay  great  stress  on  the  temperature  control  of  our  steel,  both  in 
the  refining  and  in  the  teeming. 

George  F.  Comstock,*  Niagara  Falls,  N.  Y.  (written  discussion). — 
In  paragraph  31  aluminum  and  titanimn  are  classified  together,  with 
other  metals,  as  deoxidizers  that  are  also  of  use  as  alloying  elements  in 
steel,  and  the  products  of  the  oxidation  of  which  tend  to  form  inclusions 
in  the  steel.  It  is  true  that  both  aluminum  and  titaniiun  are  deoxidizers, 
but  it  is  surely  an  exaggeration  to  state  that  they  have  a  growing  use  as 
alloying  elements  in  steel.  The  similarity  between  these  two  metals,  in 
connection  with  steel  making,  ceases  abruptly  at  this  point.  It  is  well 
known  that  aluminiun  has  such  a  marked  tendency  to  leave  alumina 
inclusions  in  steel  that  its  previous  use  can  nearly  always  be  discovered  by 
a  microscopic  search  for  such  inclusions  in  a  poUshed  section  of  the  steel. 
It  is  equally  true  that  titaniimi  does  not  contaminate  with  its  oxide  the 
steel  in  which  it  is  used.  In  this  respect  it  differs  markedly  from  silicon 
as  well  as  aluminum,  and  I  protest  against  these  elements  being  grouped 
together  in  this  respect. 

The  authors'  denimciation  of  the  use  of  titanium  and  other  deoxidizers 
beside  silicon  and  manganese  should  be  definitely  understood  as  applying, 
according  to  the  authors'  statements,  to  only  the  special  steels  for  ord- 
nance purposes  where  time  and  expense  of  production  are  not  taken  into 
consideration.  It  may  be  admitted  that  under  such  conditions  the  use 
of  titanium  might  be  superfluous.  But  this  should  not  be  taken  to  imply 
a  similar  condenmation  of  its  use  as  an  aid  to  quality  imder  ordinary 
practical  steel-plant  conditions,  where  speed  and  cost  of  production  are 
vital  factors.  Under  such  conditions  the  experience  of  numerous 
steel  makers  has  shown  that  titaniiun  may  be  an  almost  indispensable 
addition  to  finish  the  steel  properly,  and  that  its  use  does  not  involve 
contamination  of  the  metal  in  any  way. 

Alexander  L.  Feild,!  New  York,  N.  Y.  (written  discussion). — 

*  Titanium  Alloy  Mfg.  Co. 

t  Research  Physical  Chemist,  Union  Carbide  and  Carbon  Research  Laboratories, 
Inc. 
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In  paragraph  30  {%),  the  authors  state  that  manganese  is  a  stronger 
addition  than  sUicon,  or  words  to  that  effect.  Reading  into  this  state- 
ment the  meaning  that  the  context  would  appear  to  give  it,  one  might  be 
led  to  conclude  that  manganese  exhibits  a  greater  affinity  for  oxygen 
than  does  silicon,  in  the  conditions  prevailing  in  Period  V.  As  silicon 
is  known  to  reduce  the  oxides  of  manganese  at  high  temperatures 
and  as  this  reaction  can  be  made  to  go  to  practical  completion,  it  is 
doubtless  true  that  the  authors  do  not  refer  to  the  relative  affinities  of 
manganese  and  silicon  for  oxygen.  However,  the  general  term  of  deoxida- 
tion  has  come  to  include  not  only  reactions  between  the  addition  agent 
and  metallic  oxides  but  between  the  addition  agent  and  the  various  gases 
dissolved  in  steel.  Even  if  the  authors'  statement  is  taken  to  include  the 
degasification  of  steel,  there  is  abimdant  proof  that  silicon  is  a  more 
powerful  agent  than  manganese.  Brinell,  in  his  work  on  the  influence 
of  chemical  composition  on  the  soundness  of  steel  ingots,  came  to  the 
conclusion,  based  on  long  and  practical  experience  and  on  exhaustive 
research,  that  silicon  has  5.2  times  the  solidifying  power  of  manganese. 
The  writer  has  had  occasion  recently  to  check  up  this  conclusion  of  Brinell 
and  is  able  to  report  that  it  fitted  the  observed  facts  with  a  relatively 
high  degree  of  accuracy. 

Is  it  not  true  that  the  authors,  in  stating  that  manganese  is  a  stronger 
addition  than  silicon,  refer  to  the  fact  that  a  manganese  addition,  made 
after  the  silicon  addition  and  not  long  prior  to  tapping,  promotes  the 
formation  of  a  fusible,  fluid  manganese-silicate  slag?  This  fusible  slag, 
due  to  its  low  viscosity,  readily  agglomerates  into  relatively  large  globules 
which  rise  to  the  top  of  the  bath  and  enter  the  slag  layer.  Such  has 
heretofore  been  the  current  explanation  of  this  cleansing  action  of  man- 
ganese upon  a  steel  deoxidized  first  with  silicon  and  of  silicon  upon  a  steel 
(feoxidized  first  with  manganese.  The  fact  that  there  is  a  loss  of  manga- 
nese is  no  proof  that  manganese  has  performed  an  additional  work  of 
deoxidation  upon  the  metal  bath.  Such  a  loss  is  properly  attributable 
to  oxidation  of  manganese  by  the  slag  and  to  mechanical  losses. 
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Application  in  Rolling  of  Effects  of  Carbon,  Phosphorus, 
and  Manganese  on  Mechanical  Properties  of  Steel 

Bt  Wm.  R.  Wkbstsb,  Philadblpbia,  Pa. 

(New  York  Meeting,  February,  1022) 

This  is  a  contribution  for  the  proposed  new  discussion  on  the  physics 
of  steeL  The  former  discussion  on  the  subject  started  with  the  con- 
sideration of  five  papers  presented  at  the  Chicago  meeting  in  1893,  and 
continued  for  several  years.  The  Suggested  Lines  of  Discussion,  pre- 
pared by  Doctor  Howe,  covered  a  wide  field  and  added  greatly  to  the 
success  of  the  work.  Naturally,  the  first  step  in  a  new  discussion  will  be 
to  remodel  and  bring  up  to  date  the  old  Suggested  Lines  of  Discussion  so  as 
to  embody  all  the  important  advances  in  the  metallurgy  of  steel  that  have 
a  bearing  on  the  physics  of  steel  and  keep  the  papers  and  discussions 
within  the  field  of  work  undertaken.  This  paper  will  be  devoted  to  the 
practical  application,  in  rolling  steel,  of  the  effects  of  carbon,  phosphorus, 
and  manganese  on  its  tensile  strength,  with  some  suggestions  on  further 
research  work. 

Dr.  J.  E.  Stead,  in  his  paper  Influence  of  Some  Elements  on  the 
Mechanical  Properties  of  Steel,  ^  gave  a  complete  review  of  all  that  had 
been  done  during  the  past  thirty  years.  He  gave  full  credit  to  atl 
investigators  who  worked  on  these  lines,  also  their  results,  with  his  views 
on  same,  and  in  many  cases  his  own  results.  All  of  this  data  and  much 
new  valuable  information  were  put  in  convenient  shape  for  reference  and 
study.  To  do  this  required  a  great  deal  of  work,  which  is  fully  appre- 
ciated by  the  steel  manufacturers  and  investigators. 

The  variations  in  the  values  given  by  the  different  investigators 
for  the  increase  of  the  tensile  strength  of  steel  for  each  0.01  per  cent,  of 
carbon,  phosphorus,  and  manganese  wei^  largely  due  to  the  steels 
they  worked  on,  the  large  or  small  variations  in  the  amount  of  the  ele- 
ments present,  and  the  omission  to  take  into  consideration  all  the  factors, 
from  the  blast  furnace  through  to  finished  rolled  material,  that  affect  the 
character  of  the  steel.  For  instance,  a  poorly  made  dirty  steel  requires 
considerably  more  carbon  to  give  the  same  ultimate  strength  than  a 
well-made  clean  steel  with  the  same  phosphorus  and  manganese  content. 

^JfU.  Iron  and  Steel  Inst.  (1916)  44,  5. 
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None  of  the  values  given  for  each  element  will  apply  equally  well  for 
all  makes  of  steel  or  to  different  works  making  the  same  steel,  yet  each  of 
us  has  contributed  something  to  the  fund  of  information  that  has  enabled 
the  present  practical  steel  grading  methods  to  be  developed.  Of  course, 
the  development  of  the  quick  chemical  methods  has  greatly  assisted  in 
this  work,  especially  the  quick  combustion  for  carbon  determination, 
which  has  generally  replaced  the  old  color  carbons,  which  at  times  were 
more  or  less  guess  work.  Fortunately,  several  of  our  largest  steel  manu- 
facturers have  always  relied  on  the  work  of  different  investigators  and 
cooperated  with  them.  These  manufacturers  deserve  credit  for  this  and 
the  practical  working  tables  that  have  been  developed  and  put  into  daily 
use  at  their  works.  They  can  now  grade  their  steel  and  roll  it  into  the 
finished  product  with  much  greater  certainty  of  its  meeting  all  require- 
ments of  the  standard  specifications  than  formerly  and  with  much  less 
trouble  than  when  they  had  to  grade  the  steel  from  the  results  of  the 
tension  and  bending  tests  of  bars  rolled  from  small  test  ingots  from  each 
heat  of  steel. 

Should  trouble  occur  under  the  present  method  of  working,  its  cause  is 
more  easily  located  and  corrected,  as  we  now  appreciate  that  uniform 
results  can  only  be  obtained  by  proper  heating  with  proper  reductions 
and  medium  finishing  temperature  in  rolling.  More  good  steel  was 
formerly  spoiled  by  too  heavy  reduction  and  by  too  high  finishing  tempera- 
tures in  rolling  than  from  any  other  cause. 

Base  for  Structural  Steel  Calculations 

When  bessemer  steel  was  in  general  use  for  structural  purposes,  a 
base  of  50,000  lb.  per  sq.  in.  (3515.4  kg.  per  sq.  cm.)  was  taken,  to  which 
1000  lb.  (453.6  kg.)  was  added  for  each  0.01  per  cent,  of  carbon  contained 
in  the  steel.  This  worked  fairly  well  as  a  guide,  the  base  being  high 
enough  to  include  the  effect  of  the  average  manganese  and  phosphorus 
contained  in  the  steel,  but  the  results  of  tension  tests  of  bars  rolled  from 
small  test  ingots  necessarily  were  used  for  grading  the  steel.  When  acid 
open-hearth  steel  came  into  use,  the  base  of  50,000  lb.  (22,679.6  kg.)  was 
found  too  high.    In  1885,  Mr.  Salom  wrote  as  follows: 

The  mfluence  of  carbon  on  steel  is  better  known  than  that  of  any  other  substance 
which  enters  into  its  composition.  No  one,  however,  so  far  as  I  am  aware,  has  done 
anything  more  than  formulate  the  general  law  that  tensile  strength  increases  with 
carbon,  other  things  being  equal.  I  have  made  the  interesting  observation  that  this 
increase  \b  almost  exactly  1000  lb.  for  each  0.01  per  cent,  of  carbon.  That  is  to  say, 
assuming  0.01  per  cent,  of  carbon  to  be  a  unit  of  carbon,  if  to  45,000  lb.  (20,411.7  kg.) 
(the  tensile  strength  of  pure  wrought  iron)  we  add  as  many  thousand  pounds  as  there 
are  units  of  carbon,  we  shall  be  able  to  make  a  close  approximation  to  the  tensile 
strength.  Boiler-plate  steel,  for  example,  has  about  0.15  per  cent,  carbon,  and  15,000 
plus  45,000  equals  60,000  lb.  or  about  the  tensile  strength  of  boiler-plate  steel,  etc. 

Of  course  this  law  only  holds  good  where  other  things  are  equal.  An  undue 
amount  of  one  or  all  of  the  foreign  substances  that  enter  into  the  composition  of  steel 
or  unusual  physical  conditions,  would  change  the  results  entirely.    It  may  be  of  value 


222  APPLICATION  IN  ROLLING  OP  EFFECTS  OP  CAHBON 

however,  as  an  indication  that,  when  steel  with  a  known  amount  of  carbon  does  not 
possess  a  certain  tensile  strength,  the  other  substances  entering  into  its  composition 
are  present  in  undue  proportion,  or  it  must  have  been  made  under  unusual  physical 
conditions. 

The  above  law  is  not  applicable  to  castings,  where  the  presence  of  so  much  siUoon 
affects,  in  a  notable  degree,  the  tennle  strength  derived  from  a  given  amount  of 
carbon,  and  the  physical  properties  are  also  affected  by  the  fact  that  the  metal  has 
not  been  worked. 

Mr.  Salom  did  not  give  any  value  for  the  effect  of  phosphonu  or 
manganese,  and  the  tension  tests  of  bars  from  small  test  ingots  were  used, 
as  before,  for  grading  the  steel  and  applying  it  on  the. orders. 

The  conditions  were  practically  the  same  in  1892,  when  the  writer 
began  his  investigation  at  the  Pottstown  Iron  Co.'s  works,  except  that 
the  introduction  of  basic  steel,  with  much  lower  phosphorus,  had  shown 
that  the  base  of  45,000  lb.  (20,411.7  kg.)  was  too  high.  No  additional 
information  on  the  effect  of  carbon  was  available  and  the  information  on 
the  effect  of  manganese  and  phosphorus  was  conflicting;  the  writers  gen- 
erally claimed  that  there  was  no  relsition  between  the  chemical  composition 
and  mechanical  properties  of  steel  that  could  be  relied  on.  This  added  to 
the  interest  of  the  problem  undertaken. 

Effect  of  Finishing  Temperature  and  Thickness  of  Rolled  Steel 

ON  Tensile  Strength 

At  that  time  there  was  no  general  knowledge  of  the  effect  of  finishing 
temperature  and  of  the  thickness  of  rolled  steel  on  its  tensile  strength;  if 
the  steel  manufacturers  had  such  information,  they  kept  it  to  themselves. 
To  determine  these  questions,  to  be  used  as  a  starting  point,  a  large 
number  of  slabs  from  the  same  heats  of  steel  were  rolled  into  plates  of 
different  thickness;  the  finishing  temperatures  of  .these  plates  were  kept 
as  nearly  uniform  as  possible  for  each  thickness  of  plates  rolled.  The 
tension  tests  showed  that  there  was  a  decrease  of  1000  lb.  per  sq.  in.  for 
each  increase  of  ^  in.  (3.17  mm.)  in  thickness  of  plate  from  ^  in.  (9.52 
mm.)  upward,  and  an  increase  of  1000  lb.  for  each  decrease  of  ^e  ^' 
(1.59  mm.)  down  to  ^  in.  (6.35  mm.)  thickness.  This  accounted  for  some 
6000  lb.  variation  in  the  tensile  strength  of  plates  rolled  from  the  same 
heat  of  steel,  depending  merely  on  the  difference  of  the  thickness  into 
which  the  plates  were  rolled. 

The  importance  of  this  is  shown  when  we  consider  that  there  is  only  a 
range  from  about  45,000  to  85,000  lb.  (3163.9  to  5976.2  kg.  per  sq.  cm.) 
tensile  strength  of  steel  used  for  structural  purposes,  and  that  15  per  cent, 
of  this  40,000  lb.  difference  is  accounted  for  by  the  difference  in  the 
results  from  the  same  heat  of  steel  when  part  is  rolled  into  thick  and  part 
into  thin  material. 

These  results  formed  a  good  sound  basis  for  all  the  work  that  followed 
and  helped  materially,  as  they  covered  the  effects  of  about  six  to  eight 
points  of  carbon.    The  writer  at  that  time  also  found  that  the  elongation 
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and  bending  properties  of  rolled  steel  also  depended  greatly  on  the 
reductions  in  rolling,  section  rolled,  finishing  temperature  in  rolling,  and 
rate  of  cooling.  These  points  are  well  recognized  today,  and  some  of  the 
mills  take  precautions  in  winter  to  keep  the  drafts  of  cold  air  from  coming 
in  contact  with  hot  steel  on  their  cooUng  beds;  this  is  more  important 
for  the  high  than  for  the  lower  carbon  steels. 

The  values  referred  to  are  in  general  use  today  with  slight  modifica- 
tions to  meet  the  special  conditions  at  the  different  mills  and  the  classes 
of  material  rolled.  Some  of  the  mills  now  follow  a  more  direct  method 
and,  from  their  own  records,  increase  the  carbon  as  the  thickness  of  their 
material  increases  on  the  same  general  plan  as  Doctor  Stead  refers  to: 

In  works  where  ahip  and  boiler  plates  are  produced,  widely  varying  results  are 
obtained  with  the  same  steel  if  it  is  rolled  into  plates  of  varying  thickness,  but  this  is 
due  to  mechanical  work  and  variation  in  finishing  temperature.  The  more  work  and 
the  lower  the  finishing  temperature,  the  higher  will  be  the  tenacity. 

In  order  to  get  the  same  static  tests  in  ship  plates  of  varying  thickness,  the  carbon 
must  be  higher  in  the  thicker  plates.  For  instance,  to  meet  Lloyd's  specification  and 
tests  the  relation  between  carbon  and  thickness  of  plate  is  as  follows: 

Pbb  Cbnt.  Inch 

Carbon 0.12to0.14  Thickness  of  plate He  to  Ke 

Carbon 0. 15  to  0. 17  Thickness  of  plate H    to  >^ 

Carbon 0. 17  to  0.21  Thickness  of  plate H    to  1 

Carbon 0.21  to  0.24  Thickness  of  plate 1     to  1^ 

If  all  these  plates  were  normalized  at  900^  C.  and  cooled  at  the  same  rate,  the  tensile 
properties  would  vary  proportionally  with  the  carbon. 

This  table  shows  that  a  wide  range  of  carbon  limits  must  be  used  to 
keep  the  ultimate  strength  of  plates  from  %  to  1}4  in.  (9.52  to  38.099 
mm.)  in  thickness  within  the  required  limits  of  the  specifications.  Par- 
ticular attention  is  called  to  this,  as  some  engineers  still  hold  to  the  old 
idea,  and  claim  that  steel  from  the  same  heat  should  meet  all  of  the 
requirements  of  their  specifications,  irrespective  of  the  difference  in 
thickness  of  plates  or  weight  of  shapes  that  it  may  be  rolled  into. 

Webster*  estimated  the  ultimate  strength  for  pure  iron,  if  it  could  be 
obtained,  as  38,000  lb.  per  sq.  in.  (2671.7  kg.  per  sq.  cm.)  and  to  this  base 
added  the  effects  of  the  other  elements.  This  low  base  for  pure  iron  was 
confirmed,  in  1895,  by  Campbell,*  when  he  used  37,430  lb.  for  basic  steel 
and  38,600  lb.  for  acid  steel,  and  more  recently  by  Arnold,  Brinell,  Stead, 
and  others,  which  is  very  gratifying  to  the  writer. 

Webster's  value  of  800  lb.  per  sq.  in.  (56.25  kg.  per  sq.  cm.)  for  each 
increase  of  0.01  per  cent,  carbon  was  confirmed  by  Campbell  in  his  second 

'  Trans,  (1892)  21,  766«  Webster's  first  paper.  The  effects  of  carbon,  manganese 
and  phosphorus  are  taken  from  same  paper,  the  effect  of  sulfur  not  being  considered, 
as  most  of  the  more  recent  investigations  by  others  have  shown  that  the  effects  of  the 
ordinary  content  of  sulfur  are  negligible. 

•  H.  H.  Campbell:  ''Manufacture  and  Properties  of  Iron  and  Steel."  New  York, 
1904.     Eng.  A  Min.  Jnl.  Co. 
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investigation,  in  1904,  when  he  used  770  lb.  for  carbon  by  combustion 
and  820  lb.  for  carbon  by  color  for  basic  open-hearth  steel.  Doctor 
Stead  gives  carbon  an  effect  of  870  lb.  per  unit  of  0.01  per  cent.  All  of 
these  values  are  considerably  lower  than  the  old  value  of  1000  lb.  per 
unit  for  all  makes  of  steel. 

Webster's  values  for  the  effect  of  0.01  per  cent,  phosphorus  starts  with 
800  lb.  per  sq.  in.  in  the  presence  of  0.08  per  cent,  carbon  and  increases 
to  1500  lb.  (105.5  kg.  per  sq.  cm.)  in  the  presence  of  0.15  per  cent,  carbon 
or  over,  that  is,  from  the  same  effect  as  carbon  to  1^  times  the  effect 
of  carbon. 

Campbell,  in  his  first  investigation,  gave  950  lb.  as  the  effect  of  0.01 
per  cent,  phosphorus  for  basic  steel  and  for  acid  steel  1050  lb.  In  his 
second  investigation,^  he  gave  1000  lb.  for  each  0.01  per  cent,  phosphorus 
for  both  acid  and  basic  steels. 

Doctor  Stead  states:  "In  reviewing  the  work  of  Stead  and  d'Amico, 
that  the  effect  of  0.10  per  cent,  phosphorus  is  comparable  within  certain 
limits  with  that  of  carbon." 

in  mill  work,  when  grading  good  basic  open-hearth  steel,  there  is 
little  need  of  considering  the  differences  in  the  effects  assigned  to  the  unit 
of  phosphorus,  as  the  phosphorus  in  this  steel  does  not  generally  vary 
more  than  four  points,  while  the  additions  to  the  tensile  strength,  when 
estimated  by  the  different  methods  referred  to,  varies  from  about  1500 
to  3000  lb.  per  sq.  in.  Most  of  this  is  generally  covered  by  the  differences 
in  the  values  given  to  the  effects  of  manganese  and  carbon.  Satisfactory 
results  are  obtained  in  rolling  steel  under  all  of  these  varying  methods. 

There  has  always  been  a  great  difference  in  the  opinions  of  investiga- 
tors and  manufacturers  of  steel  regarding  the  effect  of  manganese  on  its 
tensile  strength.  Some  claim  that  the  effect  was  slight,  others  that  there 
was  no  effect  on  basic  open-hearth  steel  until  the  manganese  was  above 
0.40  or  0.60  per  cent,  but  most  of  them  admit  its  effect  on  acid  open- 
hearth  steel.  Webster's  values  for  manganese  varied,  decreasing  per 
unit  as  its  content  increased.  He  found  the  effect  on  basic  open-hearth 
steel  was  less  than  on  basic  bessemer  steel.     In  part  they  were  as  follows: 

Lb.  fbr 
Sq.  In. 

Basic  open-hearth  steel  with  0.35  manganese,  0.01  per  cent 163 

Basic  open-hearth  steel  with  0.55  manganese,  0.01  per  cent 151 

Basic  bessemer  steel  with  0.35  manganese,  0.01  per  cent 223 

Basic  bessemer  steel  with  0.55  manganese,  0.01  per  cent 189 

Vosmaer  in  1891,  in  Mechanical  and  Other  Properties  of  Iron  and  Steel,  gives  the 

effect  of: 

0.01  per  cent,  of  carbon  as  853  lb.  per  sq.  in. 

0.01  per  cent,  of  phosphorus,  one-fourth  the  effect  of. carbon,  as  213  lb.  per  sq.  in. 

0.01  per  cent,  of  manganese,  one-fifth  the  effect  of  carbon,  as  170  lb.  per  sq.  in. 

*  Trana,  (1905)  35,  772. 
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Campbell  in  his  first  investigation  gave,  in  basic  open-hearth  steel, 
0.01  per  cent,  manganese  a  value  of  85  lb.  He  gives  in  his  second  investi- 
gation* complete  tables  for  the  effect  of  manganese  in  both  basic  and  acid 
open-hearth  steel,  showing  that  its  effect  per  unit  increases  with  the 
increase  of  the  carbon  in  the  steel. 

Cunningham's  Tule,^  "To  find  the  approximate  tensile  strength  of 
structural  steel  to  a  base  of  40,000  lb.  add  1000  lb.  for  every  0.01  per  cent, 
carbon,  and  1000  lb.  for  every  0.01  per  cent,  phosphorus,  neglecting 
all  other  elements  in  normal  steels.  Radical  variations  between  calcu- 
lated and  actual  strength  indicate  mixed  steels,  segregation,  incorrect 
analyses,  or  unusual  treatment  in  manufacture"  was  a  good  guide  for 
basic  open-hearth  steel,  as  the  base  of  40,000  lb.  (2812.3  kg.  per  sq.  cm.) 
was  high  enough  to  include  the  effect  of  the  average  amount  of  manganese 
in  structural  steel. 

Grading  op  Steel 

During  the  last  seven  or  eight  years,  some  steel  works,  from  their  own 
data  and  tension  tests  of  rolled  material  of  different  weights  and  thickness 
on  former  ordera,  have  made  their  own  tables  for  rolling  similar  materials 
on  new  orders.  The  results  are  most  satisfactory,  as  the  makers  have  at 
once  the  data  required  to  grade  and  roll  heats  of  steel  best  suited  to 
comply  with  the  requirements  of  each  order.  These  tables  cover  not 
only  the  thickness  of  the  steel  but  all  other  rolling  conditions  at  the 
particular  mill  for  which  the  table  is  designed.  Formerly,  it  would 
have  been  almost  impossible  to  collect  such  data,  owing  to  the  large 
number  of  specifications  in  general  use.  They  were  good,  bad,  and 
indifferent  and  covered  all  sorts  of  divisions  of  the  steel.  Through  the 
work  of  the  Steel  Conmiittee  of  the  American  Society  for  Testing  Mate- 
rials steel  specifications  were  standardized  and  many  of  the  old  speci- 
fications scrapped.  The  other  engineering  societies  cooperated  in  this 
work,  and  the  whole  range  of  structural  steel  is  now  covered  by  about 
six  subdivisions,  the  limits  of  each  covering  a  range  of  about  10,000  lb. 
(703.1  kg.  per  sq.  cm.)  in  tensile  strength.  Some  of  these  overlap,  as 
for  instance,  55,000  to  65,000  lb.  per  sq.  in.  overlaps  the  50,000  to  60,000 
lb.  and  60,000  to  70,000  lb.  These  standard  specifications  simplified 
matters  very  much  in  every  way.  The  manufacturers  have  a  larger 
tonnage  to  make  on  a  given  grade  of  steel  than  before,  and  it  became  easy 
for  them  to  collect  their  records  of  tension  tests  and  compile  good  reli- 
able working  tables.  This  enabled  them  to  make  better  and  more 
uniform  steel.  These  tables  are  generally  based  on  the  results  of  tests 
made  on  steel  containing  not  over  0.02  per  cent,  phosphorus;  for  higher 


»  Trana.  (1905)  86,  772. 

•  Trans.  Amer.  Soc.  Civil  Engrs.  (1897)  38,  78. 

VOL.  LXYXI.— 15 


226  APPLICATION  IN  ROLLING  OF  EFFECTS  OF  CABBON 

phosphorus,  they  add  1000  lb.  (453.6  kg.)  for  each  increase  of  0.01  per 
cent,  of  phosphorus. 

Steel  works  X  uses  practically  the  same  form  of  table,  based  on 
records  of  rolling  steel  of  not  over  0.04  per  cent,  phosphorus,  but 
in  applying  heats  with  higher  phosphorus  it  deducts  0.02  per  cent, 
carbon  for  each  increase  of  0.01  per  cent,  phosphorus;  that  is,  it  is  now 
using  practically  the  values  given  by  the  writer  in  1892,  when  he  gave 
phosphorus  1%  times  the  effect  of  carbon  when  it  occurred  in  steels  of 
0.15  per  cent,  carbon  and  over.  The  grading  of  steel  by  these  tables 
has  for  years  given  satisfactory  results  and  confirms  the  work  done  at 
Pottstown. 

About  1913,  steel  works  A  took  several  thousand  tests  of  its  ^-in. 
round  bars  rolled  from  small  test  ingots  of  basic  open-hearth  steel,  and 
grouped  the  results  under  each  0.01  per  cent,  carbon,  from  0.10  to  0.75 
per  cent,  inclusive,  with  the  manganese  from  0.34  to  0.96  per  cent,  inclu- 
sive, advancing  by  0.02  per  cent.  Mn.  The  following  note  is  taken  from 
this  table:  ''When  phosphorus  is  greater  than  0.02  per  cent,  the  figures 
should  be  increased  at  the  rate  of  1000  lb.  for  each  0.01  per  cent,  that  the 
phosphorus  exceeds  0.02  per  cent." 

The  same  course  was  followed  with  the  %-in.  round  tests  from  its 
bessemer  steel,  the  carbon  limits  are  the  same,  but  the  manganese  limits 
run  from  0.34  to  1.16  per  cent.  As  these  tables  are  too  large  to  embody 
here,  the  parts  covering  carbons  0.10  to  0.40  per  cent,  and  manganese 
0.34  to  0.60  per  cent,  are  given.  The  increase  in  the  tensile  strength  for 
the  30  points  of  carbon  and  26  points  of  manganese  is  31,455  lb.  for  basic 
open-hearth  steel  and  30,860  lb.  for  acid  bessemer  steel. 

After  several  attempts  to  get  a  workable  table  of  estimated  tensile 
strengths  that  would  agree  with  the  averages  of  the  actual  tests  of  the 
basic  open-hearth  steel  given  in  Table  1,  the  writer  found  that  by  starting 
with  the  base  given  in  that  table  for  0.10  per  cent,  carbon  and  0.34  per 
cent,  manganese,  50,145  lb.  per  sq.  in.  (3525.2  kg.  per  sq.  cm.)  and  giving 
an  increase  of  830  lb.  (58.36  kg.)  for  each  0.01  per  cent,  of  carbon  and  170 
lb.  for  each  0.01  per  cent,  manganese,  that  satisfactory  results  were 
obtained. 

These  estimated  tensile  strengths  are  given  in  Table  3  for  each  increase 
of  5  points  carbon  from  0.10  to  0.40  per  cent,  inclusive,  and  for  each 
increase  of  4  points  manganese  from  0.34  to  0.58  per  cent,  manganese 
inclusive.  For  convenience  of  comparison,  the  results  of  the  tension  tests 
from  Table  1  for  the  same  subdivisions  of  5  points  of  carbon  and  manga- 
nese are  given  in  Table  3,  also  the  differences  between  the  tension  tests 
and  estimated  tensile  strength.  The  results  agree  much  better  than  one 
would  expect,  and  indicate  that  manganese  has  a  much  greater  effect  than 
is  usually  assigned  to  it. 
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PO)P^C4  MP^iOP  t-OOPiHOO 

tot^PPP    PPwPP    PPPPP 


S9900Q  piotoPP  topppio  ppioiop  QQPPO  P>o>OPP 
OPPfr««DiQ  P^p^a»  pop«-4f-i  pt«-^oip  PMQO^O  loa^p^ 
aoi-4^ppt^  iOPa»r<-<<(  KtH^t^o  ppppp  p-^^pt*  >hSSp^p 

SSSSS2  ^2822  cfsf^SSEf  jf g22SS  2S2SSS  feSS'sSf 

wP<OPPP  PPPPt*  t«C<»t*t«>t«  t«t^t^PP  QOwwPP  PPPPP 


giOPPPP  PPPPP  PPPPP  >OtOP>CO  PPPOP  PtOPPP 
•e^cDiHr*  a»«->c9>Qt«  qopqimc^  *-i<-4<-4op  i2^o>oo>o  i^poip^ 

l»P^I«-«H'«  iHOOPP  PPOCOP  00<0«OP  COi-ipPP  PCQt^'^P 

*»»»»»         •»»»»         *»»»»         »»»»»         »»»«■•         •»••* 

^iQpiQpo  i^roQOotP  iHc^^ioo  r«ppPt-i  c^pp^o  ppp«^ci 

PPPPPP  PtDPtDfro  t«t>>t<*t«>l<*  ^t^t^PP  ppppp  ppppp 


)OPQ  PPPiOP 

>iOPP  ppi-ipel 
>«PP  >ofla^pp 

^^pujioto  «Dt^gop»  peieo Vp  t«^pa»p*H  e€o«p Vp  pi*ppp 

PPPPPP  CD<OPPP  t*t^t»t»t^  t^t*b*PP  PPPPP  ppppp 


»P< 


»d>oS  mt^otr^P  P0»ppp  pSepp  P< 


>c«ior«  ^i-ii>i^fH  ^<opc4i 


)t<»p( 


>P< 


»b-  esip«-«io< 


^^iQiOPP  <Ol^t^pO»  PiHC^-^P  <Ot«iPP^  '-iPP!S!$ 
OPPPPP  (DP<OPP  t»t^t«t«t^  tot<»t*>t«P  ppppp 


Pt^ppp 

PPPPOft 


8 ppppp  ppppp  ppppp  PfiPPQ  ppppp  POPPO 
eipppp  ^pppp  pPPPt;:  PPt^PQ  !^'«<^PP  ppi^pm 
^iHpe^^p  POPMp  p<«t«pe«  p^-^PP  p^a»p'«  peopcib- 

*»»*»«         »•»»»•         *»»»»         »•>■»»»         »»»»^        •a*i»«» 

^^^lAiQto  ppr«ooP  PiHM'^iiio  pr^oopp  <HC>ie9n^  Pt<«PP<-« 

PP(DPP«0  POPPP  t<>t^h>t«h>  t<-t«t<-t^P  PPPOOP  PPPOP 


>PPP 

pppp 


ppppp  lOPPPP  ppppp  ppppp  PP>OQP 

p"*e«PP  •ofiP'Sri  SriiSSa  !r«P3!«§  ♦-•r-POP 
iHt»coa»«4j^  >^P^Po^  00  OOP  POO  ^"^ctPP  c^*^^t^1 

V^*  Vppp  <o«»t^t^P  o»i-*e«eo  V  loph^ood  pfHcfpp  PPOQaT*^ 
PPPPPP  cD«0O(OP  Pt«t^t«t«  t^t^t^t^r*  ppppp 


OPPPtCP 

^PP«-iC0i9 


PPPPO 


pi-tc«eQ'<'P  cDtoppp  fHC«eo^P  (or^ooap  i-iC^co^P  pt^ppp 
^^^^r^^  ^^,M»-iei  Me«e«esici  oc^e^cico  oopcopp  coppm^ 

o^ciodd  ddddd  dddSd  ddddd  ddddd  ogogo 
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Table  3. — Comparison  of  Results  of  Tensile-strength  Tests  and  Estimaled 

ValiLes  of  Basic  Openrhearth  Steel 

Base  used  for  estimated  tensile  strength  for  Webster's  valwes  50,145  I&.  per  sq,  in.  for 
0.10  per  cent,  carbon  and  0.34  per  cent,  manganese.  Phosphorus  content  0.02  per  cent, 
in  dU  cases. 


Per 
Carbon 


0.10 


0.16 


0.20 


0.26 


0.30 


0.35 


0.40 


RoBuIto 


Per  Cent.,  Manganese 


0.34 


0.38 


0.42 


0.46 


0.60 


0.64 


Tensile  Strength.  Pounds  per  Square  Inch 


Steel  works  A 
Estimated.... 
Difference.... 

Steel  works  A 
Estimated.... 
Difference. . . . 

Steel  works  A 
Estimated.... 
Difference.... 

Sted  works  A 
Estimated.... 
Difference. . . . 

Steel  works  A 
Estimated. . . . 
Difference. . . . 

Steel  works  A 
Estimated.... 
Difference. . . . 

Steel  works  A 
Estimated.... 
Difference. . . . 


60.145 
60,146 


66,476 

64.296 

-2.180 

60.300 

68,445 

-866 

61.665 

62,596 

+930 

64,770 

66.745 

+  1,975 

69.930 

70.895 

+966 

73.600 

75.045 

+  1.445 


60.950 

60,826 

-125 

66,660 

64.975 

-1.685 

69.566 

59,126 

-440 

63.120 

68.276 

+  166 

66.290 

67.425 

+  1,235 

71,700 

71,575 

-126 

75.200 

75.726 

+625 


51,700 

61.606 

-195 

66,800 

55,655 

-1,145 

59.980 

69,805 

-176 

64,000 

63.966 

-45 

67.510 

08.105 

-695 

72.755 

72,255 

-500 

76,700 

76,405 

-296 


52.440 

62,186 

-266 

63,000 

62.866 

-136 

63.800 
63.646 

-255 

• 

66.960 

66,335 

-615 

67.260 

67.016 

-236 

68.010 

67.695 

-315 

60.570 

60,486 

-86 

61.260 

61,166 

-86 

62.170 

61.845 

-326 

64.636 

64.636 

+  100 

66.200 

66.316 

+116 

66,840 
66,995 

+  166 

68,410 

68,786 

+376 

00,260 

69,466 

+216 

69.946 

70.145 

+200 

73,216 

72,935 

-280 

74.000 

73.615 

-886 

74.920 

74,295 

-625 

78,000 

77,086 

-915 

79.000 

77.766 

-1.235 

79,880 

78.446 

+  1,436 

0.68 


54.600 

64.225 

-375 

68.560 

68.375 

-185 

63.030 

62,625 

-505 

66,480 

66.676 

+  196 

70,710 

70.826 

+  116 

76.510 

74.975 

-636 

81,000 

79.126 

-1.875 


Comparison  op  Steel  Works  A  Tension  Tests  with  Estimated 

Strengths 

In  order  to  make  a  thorough  comparison  between  the  methods  used 
by  steel  works  A  and  X  with  the  estimated  tensile  strengths  by  the 
methods  of  Campbell,  Cunningham,  and  Webster,  six  tables  have  been 
prepared,  each  covering  a  range  of  10,000  lb.  (703.08  kg.)  in  specified 
tensile  strength.  Tables  4  to  7  are  for  steels  of  about  0.02  per  cent, 
phosphorus  and  not  over  0.031  per  cent.  Tables  8  and  9,  for  steels  con- 
taining 0.06  per  cent,  phosphorous,  are  given  to  bring  out  clearly  the 
actual  increase  in  tensile  strength  by  the  different  methods  used. 

The  limits  of  manganese,  0.34  to  0.56  per  cent,  inclusive,  are  much 
wider  than  would  be  used  in  practice,  but  they  are  so  made  to  show 
more  clearly  the  effect  of  manganese  when  used  by  steel  works  A^  Camp- 
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bell  and  Webster,  and  how  the  tensile  strengths  arrived  at  compare  with 
the  results  of  steel  works  X  and  Cunningham,  who  do  not  give  it 
any  value. 

When  taking  into  consideration  all  the  differences  in  the  six  methods 
used  to  find  the  required  carbons  for  tensile  strengths  called  for  in  the 
four  divisions  of  the  low-phosphorus  steels  and  the  two  divisions  of  the 
higher  phosphorus  steels,  the  results  agree  remarkably  well.  Any  of 
these  methods,  by  sUght  modifications  to  suit  the  rolling  conditions  of 
any  mill,  could  soon  be  used  for  the  grading  of  the  steel. 

These  tables  were  prepared  not  only  for  discussion  but  to  induce 
others  to  give  us  similar  tables  covering  their  methods  used  in  grading  and 
rolling  bessemer  steel,  basic  and  acid  open-hearth  steel  and  electric  steel, 
also  duplex  and  triplex  steels.  From  a  comparison  of  the  methods  given 
for  all  of  these,  many  important  facts  would  be  brought  out  in  the  dis- 
cussion. If  any  manufacturer  does  not  desire  to  give  full  publicity  to 
his  methods,  they  will  be  submitted  to  a  small  committee  for  a  comparison 
with  the  other  tables  and  methods  given  and  a  short  report  of  its  views 
on  same.  In  this  connection,  no  doubt  all  of  the  factors  that  have  a 
bearing  on  the  quality  of  the  finished  steel  will  be  considered  and'  dis- 
cussed. It  is  suggested  that  particular  attention  be  given  to  the  direct 
or  indirect  effects  of  the  recarburization  of  the  metal,  also  to  the  stock 
used,  etc. 

Particular  attention  is  called  to  the  following  from  A.  A.  Steven- 
son's discussion  of  one  of  the  writer's  early  papers:^  "You  state  that  'the 
quality  of  steel  depends  (1)  on  its  chemical  composition;  (2)  on  the  treat- 
ment it  received  in  the  course  of  manufacture.'  I  would  go  a  step  fur- 
ther and  say  that,  in  my  opinion,  as  far  as  open-hearth  steel  is  concerned, 
the  physical  results,  to  a  certain  extent,  depend  on  manipulation  of  the 
bath  in  the  furnace. 

"Concerning  the  relations  between  the  chemical  composition  and 
physical  results,  I  must  say  I  have  been  somewhat  surprised  to  find  how 
close  this  relation  is.  The  point  in  question  has  been  brought  out 
strongly  in  test  work  we  have  recently  done  on  some  tires  made  for  a 
foreign  government  to  a  rather  difficult  specification." 

His  remarks  on  the  importance  of  the  treatment  of  steel  in  the  fur- 
nace were  considerably  ahead  of  the  times,  but  have  been  fully  confirmed 
since  then,  and  recently  it  has  been  found  that  variations  in  the  working 
of  the  blast  furnace  at  times  produce  undesirable  conditions  that  carry 
through  all  the  way  to  the  finished  steel.  The  conditions  referred  to 
are  no  doubt  due  to  oxygen  in  the  steel,  and  it  is  to  be  hoped  that  we 
will  have  a  full  discussion  on  this  question. 

Underlying  this  whole  matter  are  the  changes  in  the  structure  of  steel 

'  Jfd.  Fraaklin  Inst.  (January,  1899)  li7»  14. 
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Table  4. — Carbon  Ldmiia*  for  Basic  Open-hearth  Steel  J/i^  in.  Thick; 

Desired  Rolling  Limits  abotd  52,000-58,000  W. 
Phosph(mt8  content  0.02  per  cent;  specified  uUimate  ttrenglh  60,000-60,000  U). 


Low  Limit 


Per 

Cent. 

Carbon 


Per 
Cent.' 
Man- 
ganese 


Ultimate 

Strenctb, 

Pounds  per 

Square 

Ineh 


High  Limit 


Per 

Cent. 

Carbon 


Per 

Cent. 

Man- 

saneee 


Ultimate 

Strength. 

Pounds  per 

Square 

inch 


Sted  works  A 

Campbell 

Webster 

Cunningham 

Steel  works  X 

Estimated  tensile  strengths  by 
Webster.    (See  Table  3.) 


0.12 

0.34 

62,676 

0.16 

0.12 

0.66 

66,860 

0.16 

0.12 

0.34 

62,346 

0.16 

0.12 

0.66 

64,210 

0.16 

0,06 

0.34 

62,220 

0.12 

0.09 

0.66 

66,100 

0.12 

0.10 

0.34 

62,000 

0.16 

0.10 

0.66 

62,000 

0.16 

0.11 

0.34 

62,000 

0.16 

0.11 

0.66 

62,000 

0.16 

0.12 

0.34 

61,806 

0.16 

0.12 

0.66 

66,646 

0.16 

0.34 
0.66 
0.34 
0.66 
0.34 
0.66 
0.34 
0.66 
0.34 
0.66 
0.34 
0.66 


66,476 
68,320 
66,496 
67,360 
66,020 
67,900 
68,000 
68,000 
68,000 
68,000 
64,296 
68,036 


Table  5. — Carbon  Limits*  for  Basic  Oper^hearth  Steel  Jfe  i^'  Thick; 

Desired  Rolling  Limits  aboiU  62,000-^8,000  lb. 
Phosphorus  content  0.02  per  cent.;  specified  vlUnuUe  strength  60,000-70,000  lb. 


Steel  works  A 

Campbell 

Webster 

Cunningham 

Steel  works  X 

Estimated  tensile  strengths  by 
Webster.    (See  Table  3.) 


Low  Limit 


Per 

Cent. 

Carbon 


Per 
Cent. 
Man- 
ganese 


Ultimate 

Strength, 

Pounds  per 

Square 

Inoh 


0.26 

0.34 

61,666 

0.26 

0.66 

66,160 

0.21 

0.34 

61.796 

0.21 

0.66 

63,660 

0.20 

0.34 

62,020 

0.20 

0.66 

64,900 

0.20 

0.34 

62,000 

0.20 

0.66 

62,000 

0.21 

0.34 

62,000 

0.21 

0.66 

62,000 

0.24 

0.34 

61.766 

0.24 

0.66 

66,606 

High  Limit 


Per 

Cent. 

Carbon 


0.27 
0.27 
0.26 
0.26 
0.24 
0.24 
0.26 
0.26 
0.26 
0.26 
0.27 
0.27 


Per 
Cent. 
Man- 
ganese 


0.34 

0.66 
0.34 
0.66 
0.34 
0.66 
0.34 
0.66 
0.34 
0.66 
0.34 
0.66 


Ultimate 

Strength, 

Pounds  per 

Square 

Inoh 


62,905 
67,820 
66,002 
67,866 
65,220 
68,100 
68,000 
68,000 
68,000 
68,000 
64,266 
67,996 


*  Carbon  limits  vary  with  material  rolled  and  conditions  of  rolling  at  different 
mills. 
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Table  6. — Carbon  Limits*  for  Basic  Open-hearth  Steel  Ke  *^-  Thick; 

Desired  Rolling  Limits  aboyi  57,000-63,000  lb. 
Phosphorus  content  0.02  per  cent.;  specified  xdtimate  strength  55,000-^,000  lb. 


Steel  works  A 

Campbell 

Webster 

Cunningham 

Steel  works  X 

Estimated  tensile  strengths  by 
Webster.    (See  Table  3.) 


Low  Limit 


Per 

Cent. 
Carbon 


Per 
Cent. 

Man- 
saneee 


Ultimate 

Strength, 

Pounds  per 

Square 

inch 


High  Limit 


Per 
Cent. 
Carbon 


Per 
Cent. 
Man- 


Ultimate 

Strength, 

Pounds  per 

Square 

Inoh 


0.16 

0.34 

57,040 

0.16 

0.56 

59,180 

0.16 

0.34 

56,546 

0.16 

0.56 

58,410  ; 

0.14 

0.34 

57,020 

0.14 

0.56 

59,900 

0.15 

0.34 

57,000 

0.15 

0.56 

57,000 

0.16 

0.34 

57,000 

0.16 

0.56 

57,000 

0.18 

0.34 

58,785 

0.18 

0.56 

60,523 

0.20 
0.20 
0.20 
0.20 
0.18 
0.18 
0.21 
0.21 
0.22 
0.22 
0.21 
0.21 


0.34 
0.56 
0.34 
0.56 
0.34 
0.56 
0.34 
0.56 
0.34 
0.56 
0.34 
0.56 


50,300 
62,610 
60,746 
62,610 
60,420 
63,300 
63,000 
63,000 
63,000 
63,000 
59,275 
63,015 


Table  7. ^-Carbon  Limits*  for  Basic  Open-hearth  Steel  ^e  *^-  Thick; 

Desired  Rolling  Limits  about  67,000-73,000  ft. 
Phosphorus  contend  0.02  per  cent,;  specified  uUitnaie  strength  65,000-75,000  lb. 


Low  Limit 


Per 
Cent. 
Carbon 


Steel  works  A 

Campbell 

Webster 

Cunningham 

Steel  works  X 

Estimated  tensile  strengths  by 
Webster.    (See  Table  3.) 


Per 

Cent. 
Man- 
ganese 


Ultimate 

Strength, 

Pounds  per 

Square 

inch 


High  Limit 


Per 

Cent. 

Carbon 


Per 
Cent. 
Man- 
ganese 


Ultimate 

Strength  t 

Pounds  per 

Square 

Inoh 


0.34 

66,835 

0.33 

0.34 

0.56 

72,295 

0.33 

0.56 

0.34 

67,046 

0.30 

0.34 

0.56 

68,910 

0.30 

0.56 

0.34 

66,820 

0.30 

0.34 

0.56 

69,700 

0.30 

0.56 

0.34 

67,000 

0.31 

0.34 

0.56 

67,000 

0.31 

0.56 

0.34 

67,000 

0.31 

0.34 

0.56 

67,000 

0.31 

0.56 

0.34 

66,745 

0.33 

0.34 

0.56 

70,485 

0.33 

0.56 

67,865 
73,290 
71,246 
73,110 
70,020 
72,900 
73,000 
73,000 
73,000 
73,000 
69,235 
72,975 


Carbon  limits  vary  with  material  rolled  and  conditions  of  rolling  at  different  mills. 
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Table  8. — Carbon  Limits^  for  BcLsic  Open^hearih  Steel  Jf e  *^«  Thick; 

Desired  Rolling  Limits  abovi  57,000-^3,000  16. 
Phovphorus  eanient  0.06  per  cent.;  specified  xOtiTMie  strenffth  55,000-65,000  W. 


Low  Limit 


Hi^  Limit 


Ultimate 

Strength, 

Pounds  per 

Square 

Inch 


Steel  works  A 

Campbell 

Webster 

CuBningham 

Steel  works  X 

Estimated  tensile  strengths  by 
Webster.    (See  Table  3.) 


0.12 

0.34 

56,675 

0.15 

0.34 

0.12 

0.56 

59,850 

0.15 

0.56 

0.12 

0.34 

56,546 

0.16 

0.34 

0.12 

0.56 

58,416 

0.16 

0.56 

0.10 

0.34 

57,020 

0.13 

0.34 

0.10 

0.56 

59,900 

0.13 

0.56 

0.11 

0.34 

57,000 

0.17 

0.34 

0.11 

0.56 

57,000 

0.17 

0.56 

0.10 

0.34 

57,000 

0.16 

0.34 

0.10 

0.56 

57,000 

0.16 

0.56 

0.13 

0.34 

56,635 

0.16 

0.34 

0.13 

0.56 

60,375 

0.16 

0.56 

Ultimate 

Strensth, 

Pounds  per 

Square 

Inch 


60,475 
62,320 
60,746 
62,610 
60,020 
62,900 
63,000 
63,000 
63,000 
63,000 
59,125 
62,875 


Table  9. — Carbon  Limits*  for  Basic  Open-hearth  Steel  Jf  e  *^«  Thick; 

Desired  Rolling  Limits  about  67,000-73,000  lb. 
Phosphorus  content  0.06  per  cent.;  specified  tUHmaie  strength  65,000-75,000  lb. 


Steel  works  A 

Campbell 

Webster 

Cunningham 

Steel  works  X 

Estimated  tensile  strengths  by 
Webster.     (See  Table  3.) 


Low  Limit 


Per 

Cent. 

Carbon 


Per 
Cent. 
Man- 
ganese 


Ultimate 

Strength, 

Pounds  per 

Square 

lb  eh 


High  Limit 


Per 

Cent. 

Carbon 


Per 
Cent. 
Man- 
ganese 


Ultimate 

Strength, 

Pounds  per 

Square 

Inch 


0.27 

0.34 

66,005 

0.28 

0.34 

0.27 

0.56 

71,820 

0.28 

0.56 

0.22 

0.34 

67,046 

0.26 

0.34 

0.22 

0.56 

68,910 

0.26 

0.56 

0.21 

0.34 

66,820 

0.25 

0.34 

0.21 

0.56 

69,700 

0.25 

0.56 

0.21 

0.34 

67.000 

0.27 

0.34 

0.21 

0.56 

67,000 

0.27 

0.56 

0.20 

0.34 

67,000 

0.25 

0.34 

0.20 

0.56 

67,000 

0.25 

0.56 

0.25 

0.34 

66,595 

0.28 

0.34 

0.25 

0.56 

70,335 

0.28 

0.56 

67,630 
72,655 
71,246 
73,110 
70,020 
72,900 
73,000 
73,000 
73,000 
73,000 
69,085 
72,825 


*  Carbon  limits  vary  with  material  rolled  and  conditions  of  rolling  at  different  mills. 


234  APPLICATION  IN  ROLLING  OF  EFFECTS  OF  CARBON 

produced  by  the  heat  treatment  and  work  it  receives  in  rolling.  These 
changes  are  recognized  in  the  ordinary  fractures  and  in  some  cases  in  the 
polished  and  etched  surfaces  without  the  use  of  a  glass.  Low-power 
hand  glasses  have  been  used  to  advantage,  but  there  is  yet  a  wide  and 
promising  field  of  microscopical  research  work  on  low-carbon  struc- 
tural steel. 

In  1894,  the  writer  first  called  attention  to  this  important  point  and 
endeavored  to  show  that  at  times  the  chemical  composition  of  steel  was 
of  less  importance  than  the  poor  structure  due  to  improper  treatment  in 
heating  and  rolling.    His  remarks  were  in  part  as  follows:* 

''When  rolling  heavy  steel  plates,  trouble  is  often  caused  by  finishing 
them  at  too  high  a  temperature,  which  gives  a  material  with  crystalline 
fracture,  poor  reduction  of  area,  and  poor  bends.  In  order  to  guard 
against  this  and  control  the  finishing  temperature  we  use  very  light 
drafts  in  rolling,  and  produce  as  good  results  in  heavy  plates  as  in  the 
light  ones.  Too  much  importance  cannot  be  given  to  the  heat  treatment 
of  steel." 

The  writer  in  1904  in  a  discussion  of  Mr.  Campbell's  paper  said:* 

''I  agree  with  Mr.  Campbell  in  that  it  is  not  necessary  to  take  the 
microstructure  of  the  steel  into  consideration  from  the  standpoint  of  his 
investigation.  Yet  anything  that  will  in  any  way  assist  in  controlling 
the  heat  treatment  of  the  steel  should  be  looked  into.  In  the  ordinary 
microscopical  work  they  have  not  tied  up  the  fractures  of  a  nicked  and 
broken  piece  of  steel,  as  we  know  it,  with  the  microstructure  of  the  same 
steel.  This  step  from  the  old  to  the  new  has  long  been  needed,  and  I  now 
desire  to  call  attention  to  a  method  of  slight  etching  and  low  magnifi- 
cation with  a  hand-glass  that  is  very  promising.  It  looks  as  though  by 
this  method  we  will  be  able  to  tie  up  the  fractiires  of  steel  of,  say,  0.50 
carbon  and  under.  These  pieces  are  from  the  same  bar  of  0.35  carbon 
acid  open-hearth  steel.  One  piece  was  overheated  and  shows  the  large 
coarse  structure;  the  other  piece  was  overheated  and  then  annealed;  it 
shows  a  much  finer  structure.  A  test  of  this  kind  would  be  useful  in  the 
case  of  large  driving  axles,  as  a  small  spot  could  be  polished  and  etched; 
the  glass  would  show  if  the  steel  had  been  finished  at  too  high  a  tempera- 
ture in  forging;  that  is,  if  it  had  too  large  a  grain  and  was  in  a  danger- 
ous condition.  This  method  of  investigation  is  offered  at  this  time  as 
a  suggestion  in  the  hopes  that  others  will  take  it  up  and  improve  it.'' 

The  first  practical  use  in  examining  large  f  orgings  as  suggested  above 
was  by  Col.  W.  P.  Barba  during  the  war,  and  he  has  kindly  given  me 
the  following  information  regarding  this  work: 

"During  1917,  Wm.  R.  Webster,  in  conversation  with  me,  showed 

•  Jnl  Iron  and  Steel  Inst.  (I,  1894)  45,  335. 

•  Jnl  Iron  and  Steel  Inst.  (II,  1904;  66,  65. 
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that  in  his  practice,  he  had  recognized  a  need  which  we  had  but  recently 
developed  in  our  field  work,  in  production  of  high-quality  forgings  for 
war  purposes.  This  need  was  to  discover  on  polished  surfaces,  the 
nature  and  extent,  as  well  as  the  probable  seriousness  of  solid  non- 
metallic  inclusions  which  had  come  to  light  on  finished  surfaces  during 
manufacture. 

"Mr.  Webster  then  contribut-ed  to  the  service  of  the  Government, 
through  me,  a  small  portable  microscope,  working  to  approximately  50 
diameters  (?),  and  which  could  easily  be  dismounted  and  packed  in  a 
grip,  carried  to  any  location  in  the  field,  and  readily  set  up  on  a  large 
forging  under  examination,  and  proved  its  great  usefulness  in  determining 
the  seriousness  of  such  inclusions  in  a  manner  which  in  no  way  interfered 
with  the  futiu^  usefulness  of  the  piece. 

"Some  such  apparatus  as  that  which  was  provided  by  Mr.  Webster, 
out  of  his  large  experience,  would  be  of  great  use  if  much  more 
extensively  applied  in  practical  inspection  and  works-control  operations." 

No  paper  of  this  kind  would  be  complete  without  referring  to  Doctor 
Howe's  views  on  the  efifect  of  carbon  on  the  ultimate  strength  of  steel, 
given  in  "Metallurgy  of  Steel"  in  1892,  and  without  trying  to  solve  the 
problem  he  gave  at  that  time.  For  several  years  this  problem  appeared 
difficult  to  the  writer,  but  the  advances  in  metallurgy  of  steel  since  1892 
have  practically  solved  it.  The  tables  of  averages  of  the  Ji-in.  round 
tests  of  steel  works  A  more  than  cover  the  wide  limits  for  carbons  under 
0.40  per  cent.,  without  taking  into  account  the  changes  in  tensile  strength 
due  to  thickness  of  material  rolled,  and  the  varying  limits  of  carbon  found 
necessary  to  secure  the  same  tensile  strength  in  all  thicknesses  of  material 
rolled  from  the  same  heat  of  steel.  While  not  used,  this  greatly  simplified 
the  problem.  Doctor  Howe  in  "Metallurgy  of  Steel "  states:  "  While  we 
cannot  accurately  qualify  the  effects  of  carbon,  I  believe  that  for  ordinary 
unhardened  merchantable  steel,  the  tensile  strength  is  likely  to  lie 
between  the  following  pretty  wide  limits: 


Carbon, 

LowBB  Limit 

Uppbr  LmiT 

DirPBBXKCBB  BT  ' 

Pbb  Gbnt. 

0.05 

50,000 

66,000 

16,000 

0.10 

50,000 

70,000 

20,000 

0.15 

56,000 

75,000 

20,000 

0.20 

60,000 

80,000 

20,000 

0.30 

65,000 

90,000 

25,000 

0.40 

70,000 

100,000 

30,000 

0.50 

75,000 

110,000 

35,000 

0.60 

80.000 

120,000 

40,000 

0.80 

90,000 

150,000 

60,000 

1.00 

90,000 

170,000 

80,000 

1.30 

90,000 

115.000 

26,000 
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For  the  consideration  of  these  limits  to  be  expected  in  the  lower 
carbons  from  0.05  to  0.40  per  cent,  carbon  inclusive,  the  upper  and  lower 
limits  have  been  subdivided  as  shown  in  Table  10  (Howe),  in  which 
is  given  a  subdivision  of  these  limits  from  0.05  to  0.40  per  cent,  carbon, 
inclusive.  The  second  column  gives  the  lower  limits  and  the  last  column 
gives  the  upper  limits.  The  third  column  is  one-quarter  of  the  difference 
of  increase  between  the  upper  and  lower  limits;  the  fourth  column  is  one- 
half  of  this  increase;  and  the  fifth  column  three-quarters  of  the  increase. 
The  upper  and  lower  limits  for  0.25  per  cent,  carbon  and  0.35  per  cent, 
carbon  have  been  added  to  the  limits  given  by  Doctor  Howe  for  conveni- 
ence of  investigation;  they  are  merely  the  limits  between  the  values  that 
he  gives  for  0.20,  0.30  and  0.40  per  cent,  carbon.  At  the  foot  of  each 
column  is  given  the  average  effect  of  0.01  per  cent,  carbon. 

Table  10. — Effects  of  Carbon  on  Tensile  Strength^  According  to  Howe 


Por  Ceat., 
Carbon 

Lower  limit, 
Pounds  per 
Square  Inch 

One-Quarter 

Inorease, 
Pounda  per 
S<2uareInoh 

One-Half 

Increase, 

Pounds  per 

Square  Ineh 

Three-Quarters 

Inorease, 

Pounds  per 

Square  Ineh 

Upper  Limit, 
Pounds  per 
Square  Ineh 

0.05 

50,000 

54,000 

58,000 

62,000 

66,000 

0.10 

50,000 

55,000 

60,000 

65,000 

70,000 

0.15 

55,000 

60,000 

65,000 

70,000 

75,000 

0.20 

60,000 

65,000 

70,000 

75,000 

80,000 

0.25 

62,500 

68,000 

73,750 

79,375 

85,000 

0.30 

65,000 

71,250 

77,700 

83,750 

90,000 

0.35 

67,500 

74,375 

81,520 

88,125 

95,000 

0.40 

70,000 

77,500 

85,000 

92,500 

100,000 

Effect  of  0.01  per 

cent.,  carbon 

666 

750 

833 

917 

1,000 

In  Table  11  are  given  the  nearest  values  of  steel  works  A  corresponding 
to  the  subdivisions  of  Doctor  Howe's  values.  These  values  are  given 
with  an  increase  of  two  points  of  phosphorus  from  0.02  to  0.08  per  cent, 
in  basic  open-hearth  steel;  the  last  column  is  for  bessemer  steel  containing 
0.10  per  cent,  phosphorus.  As  their  tables  do  not  give  0.05  per  cent, 
carbon,  this  table  starts  with  0.10  per  cent,  carbon.  The  average  effects 
for  0.01  per  cent,  carbon  are  given  at  the  bottom  of  each  column. 

It  is  unreasonable  to  expect  that  the  values  of  carbon  and  other 
elements  that  apply  to  the  lower  steels  can  be  applied  equally  well 
to  the  higher  steel,  as  the  difficulties  in  meeting  the  requirements  of 
specifications  increase  as  the  tensile  strength  increases.  This  is  due  to 
reductions  in  rolling  and  finishing  temperature  having  a  greater  effect 
on  the  higher  carbon  steels.    An  exception  to  this  was  shown  about 
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Table  11. — Effects  of  Carbon  on  Tensile  Strength,  According  to  Steel 

Works  A 


Tensile  Strength,  in  Pounds  per  Square  Inch,  with 

Per  Cent.  C«rbon 

PO.02% 
MnO.34% 

PO.04% 
Mn  0.50% 

PO.06% 
MnO.72% 

'PO.08% 
Mn  0.80% 

P  0.10% 
Mn  0.04% 

0.10 
0.15 
0.20 
0.25 
0.30 
0.35 
0.40 
Effect  of  0.01  per 
cent.,  carbon.... 

50,140 

56,475 
59,300 
61,665 
64,770 
69,930 
73,600 

782 

55,000 
59.250 
63,250 
67,200 
71,250 
76,000 
81,000 

866 

60,090 

65,200 
69,400 
72,950 
78,400 
82,450 
89,460 

979 

63,000 
68,000 
72,700 
77,770 
82,000 
86,000 
93,000 

1,000 

69,540 
75,080 
81,820 
85,600 
89,960 
93,460 
100,160 

1,054 

twenty  years  ago  by  A.  A.  Stevenson,  then  manager  of  the  Standard 
Steel  Works,  who  had  been  interested  in  the  writer's  work.  He  rolled 
successfully  several  export  orders  of  locomotive  tires,  subject  to  both 
tension  and  deflection  tests,  from  heats  of  acid  open-hearth  steel  graded 
from  their  chemical  composition  by  Webster's  values.  He  paid  great 
attention  to  the  reductions  in  rolling  and  finishing  temperatures  of  these 
tires,  which  met  perfectly  all  the  tension  and  deflection  tests  called  for  by 
the  specifications  on  the  imannealed  tires.  This  showed  that  where  all 
the  rolling  conditions  could  be  controlled  the  relation  between  the 
chemical  composition  and  mechanical  properties  could  be  relied  on  for 
steels  considerably  higher  in  tensile  strength  and  carbon  than  the  usual 
structural  steel. 

The  results  given  and  the  comparisons  made  in  Tables  10,  11  and  12, 
with  other  data  given,  put  the  relation  between  the  chemical  composi- 
tion of  steel  and  its  physical  properties  on  a  much  firmer  basis  than 
formerly  when  carbon  alone  was  expected  to  account  for  practically  all 
of  the  differences  in  the  tensile  strength  of  steel. 

For  convenience  of  comparison,  in  Table  12  the  two  tables  are  com- 
bined, Howe's  values  being  given  on  the  upper  lines  and  steel  works  A 
on  the  lower  lines  in  each  subdivision.  The  results  are  much  closer  than 
was  to  be  expected  and  is  a  step  toward  the  solution  of  the  problem 
given  by  Doctor  Howe  in  1892. 

Table  12  shows  that  the  average  effect  of  0.01  per  cent,  carbon  from 
0.10  to  0.40  per  cent,  increases  with  the  increase  of  phosphorus  and 
manganese. 
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Table  12. — Comparison  of  Results  Obtained  by  Howe  and  Steel  Works  A 


Per 
Cent. 
Carbon 

Ten 

PO.02% 
Mn  0.34% 

mile  Strength, 

Pounds  per  Square  Inoh,  with 

P  0.04% 
Mn  0.50% 

PO.06% 
Mn  0.72% 

PO.08% 
Mn  0.80% 

PO.10% 
MnO.04% 

Howe 

0.05 

50,000 

54,000 

68,000 

62,000 

1 

66,000 

Steel  works  A 

Howe 

0  10 
0.  10 

60,000 
50,140 

55,000 
55,000 

60,000 
60,090 

65,000 
63,000 

70,000 

Steel  works  A 

69,640 

Howe 

0.15 
0.15 

55,000 
56,475 

60,000 
59,250 

65,000 
65,200 

70,000 
68,000 

75,000 

Steel  works  A 

75,080 

Howe 

0.20 
0.20 

60,000 
59,300 

65,000 
63,250 

70,000 
69,400 

75,000 
72,700 

80,000 

Steel  works  A 

81,820 

Howe 

0.25 
0.25 

62,500 
61,665 

68,000 
67,200 

73,750 
72,950 

79,375 
77,700 

86,000 

Steel  works  A 

86,600 

Howe 

0.30 
0.30 

65,000 
64,770 

71,250 
71,250. 

77,700 
78,400 

83,750 
82,000 

90,000 

Steel  works  A 

89,960 

Howe 

0.35 
0.35 

67,500 
69,930 

74,375 
76,000 

81,520 
82,450 

88,125 
86,000 

95,000 

Steel  works  A 

93,460 

Howe 

Steel  works  A 

0.40 
0.40 

70,000  . 
73,600 

77,600 
81,000 

85,000 
89,460 

92,500 
93,000 

100,000 
.  100.160 

Average  effect  of 
0.01     per   cent., 
carbon. 
Howe 

666 

782 

750 
866 

833 
979 

917 
1,000 

1,000 

Steel  works  A . . . 

1,064 

APPENDIX  * 

We  can  look  with  great  satisfaction  on  what  has  been  accomplished 
by  the  Institute  through  the  papers  and  discussions  on  the  physics  of 
steel,  starting  in  1893  and  extending  over  several  years,  which  paved 
the  way  for  the  general  movement  on  standardization  that  was  taken 
up,  a  few  years  later,  by  other  societies.  The  work  of  the  Institute  was 
carried  on  by  individual  members,  as  committee  work  was  not  encouraged 
until  recent  years,  but  Doctor  Raymond  always  kept  the  Institute  in 
close  touch  with  the  important  standardization  work  being  done  by 
committees  of  other  societies,  especially  those  working  on  the  specifica- 
tions for  iron  and  steel,  by  having  their  specifications  presented  at  our 

♦  Presented  at  meeting  with  summary  of  paper. 
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meetings  for  discussion.  This  brought  the  American  Society  for  Testing 
Materials  in  very  close  touch  with  our  Institute.  .Both  societies  were 
always  glad  to  codperate  and  have  all  metallurgical  matters  discussed  in 
this  way,  neither  society  encroaching  upon  the  work  of  the  other,  and 
both  were  benefited  and  greatly  indebted  to  Doctor  Raymond  for  his 
course  of  procediu^. 

The  American  Society  for  Testing  Materials  has  always  been  the 
natural  clearing  house  for  specifications  for  iron  and  steel,  and  will  con- 
tinue to  be.  Its  work  was  successful  from  the  start,  largely  because 
manufacturers  and  consumers  of  steel  were  given  an  equal  representation 
and  vote  on  all  matters  dealing  with  these  specifications.  In  addition, 
the  society  cooperated  with  the  committees  of  other  societies  dealing 
with  similar  specifications  and  endeavored  to  harmonize  the  specifica- 
tions wherever  possible. 

The  satisfactory  results  of  the  A.  S.  T.  M/s  work  naturally  had  con- 
siderable influence  in  bringing  about  the  organization  of  the  American 
Engineering  Standards  Committee,  about  foiur  years  ago,  by  the  four 
national  engineering  societies  and  the  American  Society  for  Testing 
Materials.  Since  then  five  departments  of  the  Government  [Commerce 
(Bureau  of  Standards),  War,  Navy,  Interior,  Agriculture]  and  several 
other  bodies  have  joined,  including  the  Society  of  Automotive  Engineers, 
the  American  Railway  Engineering  Association,  and  the  American  Steel 
Manufacturers  Association. 

The  American  Engineering  Standards  Committee  is  doing  a  great 
work  in  harmonizing  the  standards  and  standard  specifications  now  in 
use.  On  the  approval  of  any  standard  by  the  main  committee,  it  becomes 
an  ''American  standard,''  a  ''tentative  standard"  or  a  "recommended 
practice"  according  to  circumstances  and  nature  of  the  standard.  After 
approval  by  the  main  committee,  the  standard  is  published  by  the  spon- 
sor under  appropriate  title,  and  over  the  statement  "approved  by  the 
American  Engineering  Standards  Committee."  These  American  stand- 
ard specifications  will  undoubtedly  come  into  general  use  for  both  home 
and  export  orders. 

The  Institute,  as  one  of  the  founder  members  of  the  American  Engi- 
neering Standards  Committee,  must  do  its  share  of  this  important  work 
and  a  most  promising  field  for  this  is  offered  by  our  new  discussion  on  the 
physics  of  steel.  The  field  covered  by  this  discussion  will  be  wide  enough 
to  take  in  all  of  the  important  requirements  of  our  present  specifications 
and  bring  up  to  date  several  matters  that  are  much  better  understood 
than  when  some  of  these  specifications  were  adopted.  This  course  will 
greatly  assist  in  harmonizing  the  slight  differences  in  a  few  of  the  speci- 
fications in  general  use  before  a  single  one  for  each  grade  of  steel  can  be 
agreed  on  for  submission  to  the  committee  for  adoption  as  an  American 
standard  specification. 
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I  have  endeavored  to  show  how,  in  every  day  rolling-mill  work,  the 
practical  use  of  the  relations  between  the  chemical  composition  of  steel 
and  its  physical  properties  is  giving  satisfactory  results.  Formerly  it 
was  claimed  that  this  could  not  be  done,  but  now  this  use  is  so  general 
that  no  one  thinks  of  it  or  the  immense  saving  in  cost  of  manufacture 
by  rolling  much  of  the  steel  without  letting  it  lose  the  original  heat  of 
casting,  thus  avoiding  the  former  reheatings  and  saving  a  large  tonnage 
of  coal. 

While  these  results  are  most  satisfactory,  they  can  be  much  improved 
if  we  get  the  codperation  of  the  manufacturers  of  all  makes  of  steel  now 
used,  as  up  to  the  present,  too  much  has  been  expected  from  the  results 
obtained  from  steel  manufactured  by  one  method  when  they  are  applied 
to  steel  manufactured  by  other  methods.  It  is  only  by  concentrating 
upon  the  different  methods  in  use  at  several  steel  works  that  new  informa- 
tion can  be  obtained.  The  data  shoiild  include  the  limits  of  carbon, 
phosphorus,  and  manganese  for  the  five  or  six  grades  of  structural  steel, 
with  the  variations  in  carbon  allowed  for  the  thickness  of  the  material 
rolled.  Many  full  tables  of  this  kind  are  in  general  use  at  different  mills 
and  a  comparison  of  them  would  greatly  assist  in  this  work. 

The  following  matters  are  offered  for  discussion  as  they  have  an  im- 
portant bearing  on  the  standardization  of  steel  specifications  and  the 
physics  of  steel.  Up-to-date  information  on  these  subjects  is  requested 
from  both  producers  and  consumers  of  steel  in  order  that  each  may  be 
intelligently  discussed  and  decided  on  its  merits.  Then,  should  it  be 
found  necessary,  modifications  can  be  made  in  or  additional  check  tests 
embodied  in  the  proposed  American  Standard  Specifications.  This 
course,  for  the  Institute,  is  practically  the  same  as  it  followed  with  the 
A.  S.  T.  M.,  only  now  it  covers  a  much  wider  and  more  important  field. 

Undesirable  Dibtt  Steel 

During  the  rush  of  work  in  recent  war  times,  it  was  found  that  steel 
manufacturers  in  some  parts  of  the  country  could  not  work  to  the  carbon 
limits  specified  and  meet  the  physical  tests  called  for,  while  manufacturers 
in  other  localities  had  no  difficulty  in  complying  with  both  requirements. 
In  the  former  case,  concessions  were  asked  and  claims  made  that  the  car- 
bon limits  would  have  to  be  increased  considerably,  in  order  that  the  steel 
would  meet  the  physical  tests;  these  concessions  were  granted  in  order 
to  get  the  steel  needed.  On  investigation,  it  was  found  that  the  former 
mills  were  making  a  dirty  steel,  thus  causing  the  trouble,  and  that  the 
latter  mills  were  making  a  good  clean  steel.  As  there  is  now  no  great 
demand  for  steel  it  would  seem  that  this  is  a  good  time  to  discuss  this 
subject  thoroughly  in  order  that  a  simple  clause  can  be  agreed  upon  and 
added  to  our  specifications  and  in  that  way  exclude  the  use  of  dirty  steel 
in  the  future. 
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Minimum  Limit  of  Manganese 

Considerable  trouble  has  been  experienced  in  flanging  boiler  plates 
that  had  complied  with  all  the  chemical  requirements  and  physical  tests 
of  several  specifications  for  flange  plates.  This  trouble  was  not  due  to 
improper  heating  or  careless  work  in  flanging,  as  plates  from  other  heats 
of  steel  that  were  heated  and  flanged  by  the  same  men  at  the  same  time 
gave  satisfactory  results.  On  investigation  the  trouble  was  found  to  be 
caused  by  low  manganese,  it  being  considerably  imder  0.30  per  cent. 
Sufficient  data  can  be  produced  to  show  the  necessity  of  having  a  mini- 
mum limit  for  manganese  embodied  in  all  specifications  for  flange  steel. 

Heat  Treatment  op  Steel  by  Work  in  Rolling  or  Forging 

More  trouble  is  found  in  working  the  thicker  steel  plates  and  heavier 
weights  of  rolled  sections  than  with  the  medium  weights  and  sections. 
This  is  due  to  two  causes:  First,  finishing  the  rolling  at  too  high  a  tem- 
perature and  not  making  sufficient  check  tests  of  the  thickest  plates  or 
sections  rolled.  Or,  where  both  cold  and  quench  bends  are  called  for, 
often  only  the  quench  bends  are  made,  which  are  worse  than  useless,  as 
the  steel  is  annealed  by  the  heating  and  the  carbon  is  not  high  enough 
in  ordinary  structural  steel  to  harden  it  in  quenching.  Yet,  this  heavy 
steel  will  not  bend  cold  in  the  condition  as  rolled,  though  it  will  often 
give  good  elongation  and  reduction  of  area. 

Second,  too  heavy  reductions  in  the  first  passes  of  rolling,  sufficient 
to  bring  out  what  is  often  called  the  ''second  heat  in  rolling,"  causes  the 
steel  rolled  or  forged  to  look  hotter  than  when  it  was  drawn  from  the  fur- 
nace, and  it  makes  no  difference  how  light  the  finishing  work  in  rolling 
or  forging  may  be,  or  how  low  the  finishing  temperature,  the  finished 
material  is  unreliable. 

The  grain  growth  of  the  steel  by  heating  for  rolling  or  forging,  can 
only  be  reduced  and  broken  by  sufficient  work  at  low  temperatures  which 
could  not  be  put  upon  it  in  either  of  the  conditions  referred  to. 

This  subject  is  important  and  considerable  useful  information  can  be 
gained  from  a  full  discussion  of  the  changes  in  the  structure  of  the  heavy 
steel,  and  methods  developed  that  will  assist  in  avoiding  these  troubles. 
Many  of  the  so-called  mysterious  failures  of  steel  have  been  caused  by 
material  of  this  kind  getting  into  service. 

Use  and  Advantages  of  Proof  Tests 

Proof  tests  are  those  that  can  be  made  on  the  article  during  manu- 
facture or  in  its  finished  condition  without  injury  to  its  usefulness.  We 
are  all  familiar  with  tests  of  this  kind  and  their  general  use  in  many  kinds 
of  steel  work.  A  new  field  is  the  development  of  what  may  properly  be 
called  a  proof  test  of  the  grain  structure  of  the  finished  article  or  a  check 
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test  on  it  during  manufacture.  This  test  is  by  polishing  a  small  surface 
and  examining  it  with  a  hand  magnifying  glass,  as  referred  to,  or  with  a 
portable  microscope,  as  explained  and  endorsed  by  Colonel  Barba.  Such 
examinations  on  locomotive  driving  axles,  or  other  large  forgings,  that 
have  failed  in  service  will,  in  practically  all  cases,  show  the  large  coarse- 
grained steel  that  cause  the  failure. 

As  a  check  on  new  forgings,  it  would  only  be  necessary  to  examine 
a  few  from  each  turn's  work,  in  order  to  check  up  the  structure  of  the 
steel  in  the  finished  forgings.  The  value  of  this  method  of  inspection 
cannot  be  fully  appreciated  until  it  has  been  given  a  fair  trial. 

DISCUSSION 

George  B.  Waterhouse,*  Buffalo,  N.  Y. — Most  of  our  steels  must 
meet  physical  specifications,  and  all  our  steel  is  made  from  a  chemical 
basis,  so  that  we  have  a  formula  similar  to  that  worked  out  in  this  paper. 
It  is  not  quite  the  same,  however,  and  we  will  be  pleased  to  give  the 
author  what  records  and  information  we  have  on  this  subject. 

J.  O.  Li£BiG,t  Lancaster,  Pa. — I  would  like  to  see  compiled  data 
covering  the  commercial  sizes  of  material,  the  yield  points,  tensUe  strength, 
reduction  of  area,  etc.,  considering  each  S.  A.  E.  specification,  giving  the 
corresponding  physical  properties  for  those  specifications,  that  data  to  be 
gotten  in  the  hot-rolled  condition.  After  we  gathered  that  in  the  hot- 
rolled  condition,  we  could  get  the  data  in  the  cold-drawn  condition  of 
materials.  This,  I  believe,  would  be  very  useful,  although  I  have  not 
seen  any  data  compiled  along  these  lines. 

Ralph  H.  Sweetser,^  Columbus,  Ohio. — Many  times,  steel  makers 
complain  of  the  pig  iron,  when  there  has  been  trouble  in  the  roUing  of  the 
steel,  yet  an  analysis  for  phosphorus,  manganese,  carbon,  and  sulfur  will 
show  the  same  content  as  in  iron  which  has  been  satisfactory.  Sometimes 
the  steel  men  say  that  "oxide  of  iron"  is  present  in  such  a  way  in  the  pig 
iron,  that  it  can  never  be  removed;  I  do  not  know  anything  about  it,  but 
I  would  suggest  that  together  with  the  points  brought  up  by  the  author, 
that  the  question  of  the  oxide  of  iron  in  pig  iron  be  investigated.  It 
may  furnish  some  information  regarding  dirty  steel. 

H.  T.  Morris,  §  Bethlehem,  Pa. — Some  persons  seem  to  think  that 
when  steel  of  a  given  composition  fails  to  show  certain  expected  physical 
properties,  that  the  steel  is  dirty.  Such  a  conclusion  is  not  at  all  war- 
ranted.   For  various  reasons,  the  analysis  of  a  piece  of  steel  in  one  labora- 

*  Motallurgiflt,  Lackawanna  Steel  Ck). 

t  Metallurgist,  Lancaster  Steel  Products  Co. 

X  Assistant  to  Yice-president,  American  Rolling  Mill  Co. 

§  Metallurgical  Engineer,  Bethlehem  Steel  Co. 


DISCUSSION  243 

tory  may  not  agree  with  the  analysis  of  that  same  piece  of  steel  in 
another  laboratory.  But  even  in  cases  where  the  analyses  check  reason- 
ably well  a  piece  of  steel  made  in  our  plant,  for  instance,  will  not  give  the 
same  physical  results  as  a  piece  of  steel  made  in  some  other  plant,  though 
of  the  same  composition.  This  is  accounted  for  by  a  number  of  condi- 
tions that  are  different  in  any  two  mills;  also  by  differences  in  location 
of  test  bars,  their  condition  when  pulled  (scratches,  notches,  etc.),  meth- 
ods of  pulling,  etc. 

The  contention  of  those  manufacturers  who  insist  that  physical 
properties  be  specified  and  not  chemical  properties,  at  least  not  so  far  as 
carbon  is  concerned,  as  against  specifying  both  chemical  and  physical 
properties,  is  perfectly  sound.  It  does  not  mean  that  the  manufacturer 
who  objects  to  having  both  analysis  and  physical  properties  specified  is 
trying  to  hide  dirty  steel,  or  anything  of  that  kind. 

With  reference  to  the  formulas  for  analyses  so  as  to  produce  certain 
physical  results,  most  of  us  are  aware  that  the  American  Society  for 
Steel  Treating  and  the  Society  of  Automotive  Engineers  are  developing  a 
set  of  charts  for  a  great  number  of  grades  of  steels,  both  carbon  and  alloy, 
in  which  the  physical  properties  are  shown  for  a  given  range  of  composi- 
tions and  for  given  methods  of  a  heat  treatment.  Our  company  has 
collaborated  substantially  in  this  work. 

The  microscope  tells  us  many  things,  but  while  the  microscope  is 
used  a  good  deal  in  the  Bethlehem  plant,  I  sometimes  think  that  micro- 
scopists  have  not  always  proved  the  assertions  they  have  made.  We  have 
a  great  deal  to  learn  before  we  can  say  that  certain  microscopic  evidence 
means  such  and  such  things;  it  might  mean  something  else. 

F.  D.  Carney,  New  York,  N.  Y. — As  far  as  the  minimum  content  of 
manganese  in  soft  structural  steel  is  concerned,  it  is  possible  by  the  churn- 
ing or  rimming  method  to  make  steel  of  good  working  qualities  as  low  as 
0.20  per  cent.  I  was  associated  with  H.  H.  Campbell,  general  manager 
of  the  Pennsylvania  Steel  Co.,  when  he  worked  out  his  formula  to  deter- 
mine the  tensile  strength  of  steel  from  its  chemical  analyses.  This  work 
was  done  two  years  after  Mr.  Webster's  observations  at  the  Pottstown 
Iron  Works. 

We  assembled  groups  of  test  bars  with  carbon  worked  by  the  com- 
bustion method  for  this  work.  The  test  bars  were  made  from  6-in.  ingots. 
The  bottom  half  was  forged  to  a  2  in.  square  billet,  then  rolled  to  a  2  by 
^  in.  flat,  cooled  under  uniform  conditions,  and  tested  for  physical 
qualities.  The  values  we  obtained  for  the  various  elements  were  a  fair 
check  of  physical  qualities,  but  in  practical  operations  for  30  years,  work- 
ing all  sections  and  thicknesses  of  structural  steel  and  plates,  we  found 
the  ph3rsical  results  obtained  from  test  bars  from  a  6-in.  ingot  rolled  to 
2  by  ^  in.  flat  to  be  a  more  reliable  method  of  grading  steel  into  the 
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8000-lb.  limit  of  structural  steel  specifications  than  the  use  of  any 
chemical  formula.  ' 

W.  P.  Barba,  Philadelphia,  Pa. — The  portable  microscope  was  rather 
widely  used  by  Mr.  Tassin,  for  some  time  attached  to  the  Washington 
Navy  Yard,  for  the  development  of  suspected  spots  along  the  surface  of 
materials  that  could  not  be  tested  without  the  destruction  of  much  that 
was  of  great  value.  Gim  forgLngs,  for  example,  can  be  tested  only  at  the 
ends;  they  can  be  put  tmder  the  ordinary  microscopic  development  only  at 
the  ends.  The  Tassin  microscope  was  used  for  the  examination  of  sus- 
pected spots  along  the  surface  of  the  forging,  which  might  be  60  ft.  long. 

When,  however,  the  microscope  is  applied  to  the  surface  examination 
of  structural  or  merchant  materials,  which  are  much  more  susceptible  to 
complete  examination  and  determination  of  their  structural  values  than 
the  special  forgings  to  which  I  have  referred,  the  value  of  the  portable 
microscope  diminishes.  Many  of  us  have  worn  out  one  eye  looking 
through  a  microscope,  but  it  took  many  thousands  of  observations, 
records,  and  photographs  before  we  began  to  relate  the  incidence  of  the 
various  occurrences  that  the  microscope  showed.  As  has  been  said,  it 
tells  a  lot  of  things  that  we  do  not  know  about,  also  a  lot  of  things  that 
we  know  about.  It  is  the  finiteness  of  the  human  imderstanding  and 
knowledge  of  natural  things  that  puts  this  limitation  upon  us. 

I  want  to  second  the  author's  request  for  additional  information 
along  the  lines  developed  in  his  paper.  I  am  just  as  certain  that  good 
will  come  out  of  it  as  I  am  that  good  has  come  out  of  the  use  of  the  micro- 
scope for  research  development  and  daily  manufacturing  control  purposes 
and  uses. 

In  a  discussion  of  this  kind  we  must  take  into  consideration  the  kind  of 
steel  being  made  and  the  plant  making  it.  There  are  places  where 
highly  refined  killed  steel  is  made.  Dirt  is  a  comprehensive  term;  it  can 
be  chemical  dirt  or  it  can  be  mechanical  dirt.  It  is  impossible  to  say 
that  a  steel  is  dirty;  that  is  purely  a  comparative  term.  It  is  necessary  to 
define  closely  whether  mechanical  or  chemical  dirt  is  meant  before  it  is 
possible  to  decide  whether  a  steel  is  comparatively  clean  or  comparatively 
dirty.  Again,  the  use  to  which  steel  is  to  be  put  determines  the  amount 
of  cleanness  that  is  required. 

There  are  in  this  country  the  brains  and  the  ability  to  make  as  good 
steel  in  America,  from  American  materials,  and  following  American 
practice,  as  can  be  bought  anywhere  in  the  world.  It  is  in  no  sense 
necessary  to  import  steel  into  America  to  get  quality. 

John  H.  Nelson,*  Worcester,  Mass. — ^We  use  in  the  manufacture  of 
automobile  crankshafts  0.40  to  0.50  per  cent,  carbon  steel.  During  the 
past  year,  we  made  a  careful  study  of  our  heat-treating  records  (the 
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result  was  given  at  the  annual  meeting  of  the  Society  of  Automotive 
Engineers,  January,  1922)  covering  109  melts  of  steel,  purchased  from 
various  mills,  and  believed  to  be  fairly  representative  of  their  best  product 
in  this  grade.  The  specifications  by  which  these  steels  were  purchased 
called  for  0.40  to  0.50  per  cent,  carbon,  0.60  to  0.80  per  cent,  manganese, 
and  the  usual  limits  on  phosphorus  and  sulfiu*;  all  of  the  melts  were 
within  these  limits.  The  physical  requirements  of  the  steel,  when  prop- 
erly  heat  treated,  are:  yield  point,  minimum,  70,000  lb.  per  sq.  in.; 
tensile  strength,  100,000  lb.  per  sq.  in.;  elongation  18  per  cent.;  contrac- 
tion, 50  per  cent. ;  with  228  to  248  Brinell  hardness. 

In  compiling  the  records  for  this  study,  these  steels  were  classified  in 
groups  according  to  the  drawing  temperatures  required  to  meet  these' 
physical  specifications.  After  these  had  been  grouped  and  an  average 
of  the  chemical  composition  as  well  as  the  physical  properties  had  been 
taken,  it  was  found  that  the  average  carbon  contents  of  these  various 
groups  did  not  vary  by  more  than  approximately  four  points,  with  a 
manganese  variation  of  approximately  six  points,  high  and  low  carbon 
and  high  and  low  manganese  being  found  in  all  the  groups.  The  physical 
properties  obtained  after  heat  treatment  gave  a  variation  of  not  over 
5000  lb.  per  sq.  in.  on  the  yield  point,  with  6000  lb.  per  sq.  in.  on  the 
tensile  strength  on  an  average  of  approximately  1100  tests. 

The  drawing  temperatures  used  to  produce  these  physical  properties 
was  varied  from  980^  to  1120^  F.  so  that  in  heat-treated  materials  we 
have  another  variable  to  contend  with,  namely,  drawing  temperatures. 
It  is  therefore  questionable  whether  any  formula  can  be  worked  out  on 
chemical  composition  alone  that  will  give,  with  any  degree  of  accuracy, 
the  physical  properties  that  may  be  expected. 

Our  experience  has  been  that  it  is  absolutely  necessary  to  treat  every 
melt  of  steel  as  a  separate  unit.  We  therefore  segregate  all  our  steels  by 
heat  numbers,  both  in  the  stock  yard  and  throughout  the  entire  process 
of  manufacture,  in  order  that  we  may  be  able  to  specify  with  some 
degree  of  accuracy  the  heat  treatment  necessary  to  meet  definite 
physical  specifications. 

George  K.  Burgess,*  Washington,  D.  C. — ^It  would  be  unsatis- 
factory to  consider  manganese  content  alone;  in  view  of  the  fact  that 
manganese  and  sulfur  are,  within  certain  limits,  always  associated  we 
shoiild  preferably  speak  of  the  manganese-sulfur  ratio.  In  other  words, 
a  lower  manganese  content  might  be  associated  with  low  sulfur  than 
with  high  sulfur. 

As  to  the  development  of  formulas  relating  the  chemical  constituents 
to  the  physical  properties  of  the  types  of  steel  treated  of  by  the  author, 
at  my  request  Dr.  R.  W.  Woodward,  of  the  Bureau,  made  an  attempt  to 

*Chief,  Division  of  Metallurgy,  Bureau  of  Standards. 
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develop  such  formulas  by  least  squares.  These  data,  however,  do  not 
appear  to  lend  themselves  adequately  to  a  least-square  treatment  and  this 
mathematical  examination  confirmed  what  has  been  said  here  this  morn- 
ing: There  are  many  more  variables  than  appear  on  the  surface. 

The  chemistry,  as  given,  is  so  locked  up  with  the  history  of  the  steel 
and  its  treatment,  both  thermal  and  mechanical,  that  in  the  finished 
product,  although  there  is  an  apparently  definite  chemical  composition 
and  as  definite  physical  properties,  passing  from  one  heat  of  steel  to 
another  it  appears  to  be  unsafe,  except  as  a  rough  approximation,  to  use 
such  a  formula. 

A  phase  of  the  chemistry  of  steel  with  which  this  paper  does  not 
treat,  but  which  has  undoubtedly  a  great  influence  on  the  final  properties 
of  steel,  is  the  gas  content  of  the  steel.  The  gas  content  of  various  heats 
of  steel  may  be  very  different;  their  effects  are  as  yet  uncertain  and  hidden, 
and  unquestionably  contribute  to  the  final  properties  of  the  steel  in  ways 
we  do  not  know  at  the  present  time.  Considerable  research  work  along 
this  fine,  however,  is  being  pursued  at  the  Bureau  of  Standards 
and  elsewhere. 

It  is  highly  desirable  to  have  suitable  adequate  temperature  control 
of  the  most  important  operations  in  the  manufacture  of  steel,  as  pointed 
out  by  the  author,  and  there  are  available  satisfactory  pyrometers  for 
determining  and  controlling  both  the  finishing  temperatures  and  the 
temperatures  of  the  liquid  metal.  The  idea  that  was  prevalent  a  few 
years  ago,  i;hat  it  was  sufficient  to  use  the  pyrometer  in  the  finishing  or 
melting  shop  without  intelligent  control  is  passing  away;  just  as  the 
successful  use  of  the  microscope  in  metallography  depends  on  the  braJn 
behind  the  eye,  so  the  results  obtained  with  the  pyrometer  depend  on 
the  operator  for  neither  the  microscope  ncM*  the  pyrometer  thinly. 

William  R.  Webster  (author's  reply  to  discussion). — In  the  discus- 
sion a  large  part  of  the  steel  business  was  covered,  and  great  interest 
taken  in  the  subjects  brought  up.  I  thank  all  who  took  part  in  this  dis- 
cussion and  especially  Mr.  Stevenson,  who  presented  the  paper.  Several 
of  the  most  important  matters  discussed  have  been  so  fully  covered  in 
the  paper  of  Doctor  Howe  and  Colonel  Barba,  and  that  of  Mr.  Priestly 
that  there  is  little  left  for  me  to  add. 

Colonel  Barba  fully  answered  Mr.  Morris'  comments  on  the  use  of 
the  microscope.  He  has  also  answered  questions  regarding  variation  in 
the  steel  made  at  different  plants,  and  took  an  active  part  in  the  discus- 
sion of  other  important  matters  that  were  brought  up.  I  thank  him  for 
this,  and  for  seconding  the  request  for  additional  information  along  the 
lines  developed  in  the  paper.  His  optimistic  views  on  these  subjects  are 
most  encouraging. 

We  all  agree  with,  and  endorse,  the  following  conclusion*"  to  his 

^B  See  page  244. 
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remarks,  on  the  ability  of  our  steel  manufacturers  to  meet  all  the  demands 
that  can  be  made  on  them  for  good  reliable  steel: 

There  are  in  this  country  the  brains  and  the  ability  to  make  as  good  steel  in  America 
from  American  materials,  and  following  American  practice,  as  can  be  bought  anywhere 
in  the  world.    It  is  in  no  sense  necessary  to  import  steel  into  America  to  get  quality. 

I  thank  Doctor  Burgess  for  calling  attention  to  the  faUure  to  refer  to 
the  great  effect  that  the  ''gas  content  of  the  steel  has  on  the  final  proper- 
ties of  the  steel."  I  have  always  fully  appreciated  this  important  mat- 
ter, and  referred  to  it  in  a  paper  read  before  the  Iron  and  Steel  Institute, 
in  1894,  as  follows:" 

When  it  was  suggested  that  I  should  bring  the  results  of  my  investigation  before 
the  Iron  and  Steel  Institute,  I  hesitated  about  doing  so  until  they  were  in  a  more 
complete  form,  including  a  full  investigation  of  the  effects  of  silicon  and  of  the  gases; 
but  as  this  may  require  several  years  more  work,  I  concluded  to  present  the  results 
in  their  present  form,  in  hopes  that  they  wiU  be  fuUy  criticised,  and  that  there  will  be 
found  enough  new  matter  in  them  to  induce  others  to  take  up  or  continue  the  work  in 
this  important  line  of  investigation. 

Sir  Robert  Hadfield,  in  the  discussion,  referred  to  the  papers  of  Pro- 
fessor Arnold  on  The  Physical  Influence  of  Elements  upon  Iron  and  of 
W.  Galbraith,  On  the  Presence  and  Influence  of  Oxides  in  Iron  and  Steel, 
he  said: 

In  the  above  cases,  where  referring  to  the  remelted  material,  there  should  be  little 
or  no  disturbing  condition  as  regards  occluded  gases,  the  remelted  samples  having 
been  prepared  in  the  crucible  and  out  of  actual  contact  with  the  gases  of  combustion. 
They  should,  therefore,  be  less  influenced  in  that  respect  than  if  produced  by  other 
fusion  processes.  That  we  specially  referred  to  in  face  of  the  remark  by  the  author 
as  to  the  effect  of  oxygen. 

As  regards  the  effect  of  oxygen,  the  question  arose  whether  that  element  could 
exist  free  and  alone  in  iron?  Having  little  or  no  data,  it  was  not  safe  to  make  strong 
statements  as  to  this;  but  did  it  not  seem  more  probable  that  that  element  could  not 
exist  except  in  combination?  It  was  known  how  powerfully  it  acted  on  iron  if  the 
latter  was  introduced  into  it  in  a  finally  divided  state.  Would  not  that  action  be 
even  more  marked  at  high  temperature?  It  would  be  of  special  interest  to  determine 
that  before  coming  to  a  definite  conclusion,  though  A.  Lants,  of  the  Peine  Works, 
Germany,  in  a  private  communication,  stated  that  he  considered  that  element  had  a 
marked  effect  by  increasing  the  tenacity  of  iron  nearly  one-half  ton  per  square  inch, 
at  the  same  time  reducing  its  ductility.  Professor  Ledebur  had,  he  believed,  con- 
tributed some  investigations  on  this  subject.  The  question  of  the  presence  of  this 
element  as  free  or  in  combination  as  a  special  oxide  was  referred  to,  as  it  might  have 
an  important  bearing  on  the  work  which  Mr.  Webster  had  in  hand.  Quite  recently 
there  came  before  the  Sheffield  Metallurgical  Society  an  interesting  paper  by  W.  Gal- 
braith On  the  Presence  and  Influences  of  Oxides  in  Iron  and  SteeL  That  gentleman 
considered  that  there  was  a  lower  oxide  which,  when  present,  had  considerable  influ- 
ence upon  the  mechanical  and  physical  properties  of  steel. 

Both  of  the  papers  referred  to  are  worthy  of  careful  consideration  at 
this  time. 


"  JrU.  Iron  and  Steel  Inst.  (No.  1,  1894)  32^. 
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It  is  to  be  hoped  that  Doctor  Burgess,  of  the  Bureau  of  Standards,  and 
Dr.  F.  C.  Langenberg,  metallurgist,  Watertown  Arsenal,  will  soon  de- 
velop, by  their  research  work,  methods  by  which  they  can  determine 
the  gases  and  the  character  of  the  oxides  existing  in  the  steel,  and  thus 
assist  the  manufacturers  in  overcoming  the  many  difiSiciilties  that  are 
now  met  with  from  these  causes  in  the  manufacture  of  steel,  starting  with 
the  metal  from  the  blast  furnace  and  continuing  all  the  way  through  to 
the  finished  rolled  product.  The  manufacturers  know,  in  a  general 
way,  the  cause  of  some  of  their  troubles,  and  how  to  overcome  them,  but 
this  is  not  enough,  and  the  proper  solution  of  them  will  only  be  reached 
as  I  suggest  above. 

Doctor  Burgess  has  given  us  the  following  statement  of  some  of  the 
difficulties  met  when  grading  steel  from  its  chemical  composition.  He 
might  also  have  referred  to  the  change  of  structure  in  the  steel,  due  to 
the  heat  treatment  and  work  it  receives  in  rolling. 

The  chemistry,  as  given,  is  so  locked  up  with  the  history  of  the  steel  and  its  treat- 
ment, both  thermal  and  mechanical,  that  in  the  finished  product,  although  there  is  an 
apparently  definite  chemical  composition  and  as  definite  physical  properties,  paaaing 
from  one  heat  of  steel  to  another  it  appears  to  be  unsafe,  except  as  a  rough  approxi- 
mation, to  use  such  a  formula. 

All  of  these  matters  are  well  recognized  and  I  agree  with  everjrthing 
except  the  conclusions,  although  I  have  never  advocated  abandoning  the 
tension  and  bending  tests  of  small  rods  rolled  from  test  ingots,  as  when 
both  methods  are  used  one  is  a  check  on  the  other  and  enables  any  trouble 
that  is  met  to  be  located  more  easily  than  when  either  system  is  used 
alone.  This  notwithstanding  the  fact  that  a  number  of  our  steel  works 
only  use  the  chemical  composition  of  the  steel  on  all  orders.  Some 
claim  that  they  would  not  have  time  to  make  the  number  of  preliminary 
tension  tests  required;  other  works  claim  that  they  have  saved  $50,000 
a  year  by  abandoning  their  physical  tests. 

The  rejections  of  rolled  structural  steels  today  are  much  less  with  the 
use  of  the  present  methods  of  grading  than  when  the  physical  tests  were 
relied  on  alone,  and  we  can  now  look  forward  to  much  greater  improve- 
ments in  grading,  if  some  of  the  methods  suggested  by  Doctor  Howe 
and  Colonel  Barba  are  adopted  in  the  manufacture  of  structural  steels. 
When  this  is  done  even  Doctor  Burgess  will  admit  that  his  so-called 
"rough  approximations '*  have  become  things  of  the  past. 

Doctor  Burgess  makes  it  clear  in  the  following,  why  he  considers  it 
would  be  unsatisfactory  to  consider  manganese  content  alone:  "It  would 
be  unsatisfactory  to  consider  manganese  content  alone;  in  view  of  the 
fact  that  manganese  and  sulfur  are,  within  certain  limits,  always  associ- 
ated, we  should  preferably  speak  of  the  manganese-sulfur  ratio.  In 
other  words  a  lower  manganese  content  might  be  associated  with  low 
sulfur  than  with  high  sulfur." 
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Mr.  Priestley"  has  gone  thoroughly  into  the  troubles  caused  by 
manganese-sulfide  and  their  elimination. 

Mr.  Carney  has  referred  to  an  old  question  in  the  grading  of  steel  by 
its  chemical  composition  and  not  considering  the  effect  of  manganese  on 
the  elastic  limit  or  tensile  strength.  This  was  no  doubt  one  of  his 
troubles  in  keeping  the  tensile  strength  within  the  limits  of  8000  lb. 
allowed,  while  other  steel  works  who  allowed  for  the  effect  of  manganese 
had  little  trouble  in  working  within  these  limits.  In  making  the  very 
low  manganese  steel,  Mr.  Carney  overcame  the  difficulty  by  reducing 
the  manganese  as  low  as  0.20  per  cent.,  thus  getting  practically  a  con- 
stant effect  for  manganese.  By  using  special  precautions,  he  no  doubt 
produced  a  good  clean  steel  that  would  flange  well,  but  with  a  lower 
elastic  limit  than  steels  of  the  same  tensile  strength  where  a  higher 
manganese  was  used.  Some  works  making  this  low-manganese  steel  had 
difficulty  in  meeting  the  high  elastic  limits  called  for  in  our  standard 
specifications,  where  the  dividers  were  used  in  checking  the  elastic  limit. 

The  low  manganese  referred  to  in  the  flange  steel  in  this  paper,  was 
caused  by  unusual  loss  of  manganese  in  the  open-hearth  furnace.  Steels 
on  the  same  order  that  had  from  0.35  to  0.45  per  cent,  manganese  would, 
in  some  cases,  drop  to  0.25  or  even  as  low  as  0.20  per  cent.  This  was  not 
a  clean  steel  and  gave  much  trouble  in  flanging.  In  order  to  overcome 
this,  the  A.  S.  T.  M.  embodied  the  following  limits  in  its  specifications 
for  boiler  materials  and  has  largely  overcome  the  troubles  referred  to. 

A.  S.  T.  M.  Manganese  LiMiTB  for  Locomotive  Boiler  Plates  and  Boiler  Riyetb 

Manqanebe,  Per  Cent. 

Flange  plates  ^  in.  or  under  in  thickness 0.30to0.60 

Flange  plates  over  ^  in.  in  thickness 0.30  to  0. 60 

Firebox  plates  H  ^»  or  under  in  thickness 0.30  to  0.50 

Firebox  plates  over  ^  in.  in  thickness 0.30  to  0.60 

Boiler  rivets 0.30  to  0.60 

The  following  abstracts  from  the  paper  of  Doctor  Howe  and  Colonel 
Barba  bear  directly  on  this  subject: 

Lobs  of  Manganese  on  Addition  of  Ferromanganese. — (a)  A  further  and  extremely 
important  indication  that  the  metal  has  been  thoroughly  deoxidized  before  the  ferro- 
manganese is  added  is  given  by  the  loss  of  manganese  in  this  reaction,  which  should 
not  greatly  exceed  10  per  cent,  of  the  added  manganese.  At  some  well-conducted 
works,  after  adding  0.73  per  cent,  of  manganese  to  a  bath  containing  0.10  per  cent, 
there  is  found  in  the  ingots  about  0.65  per  cent.,  representing  a  loss  of  0.18  per  100  of 
steel,  or  4.61  per  100  manganese. 

(6)  Such  inferences  from  the  loss  of  manganese  can  be  trustworthy  only  when  the 
conditions  in  general,  and  in  particular  the  time  between  adding  the  ferromanganese 
and  determining  the  residual  manganese,  are  strictly  constant. 

(c)  If  a  larger  proportion  of  the  added  manganese  is  lost,  taking  into  account 
the  length  of  time  between  adding  ferromanganese  and  teeming,  it  is  good  evidence 

"  See  page  319. 
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that  the  ferrous  oxide  had  not  been  thoroughly  removed  from  the  steel;  it  is  recom- 
mended that  this  point  be  watched  with  great  care. 

Colonel  Barba  further  referred  to  dirty  steel  in  his  discussion  of  this 
paper"  as  follows: 

In  a  discussion  of  this  kind  we  must  take  into  consideration  the  kind  of  steel  being 
made  and  the  plant  making  it.  There  are  places  where  highly  refined  killed  steel  is 
made.  Dirt  is  a  comprehensive  term;  it  can  be  chemical  dirt  or  it  can  be  mechanical 
dirt.  '  It  is  impossible  to  say  that  a  steel  is  dirty;  that  is  a  purely  comparative  term. 
It  is  necessary  to  define  closely  whether  mechanical  or  chemical  dirt  is  meant  before 
it  is  possible  to  decide  whether  a  steel  is  comparatively  clean  or  comparatively  dirty. 
Again,  the  use  to  which  steel  is  to  be  put  determines  the  amount  of  cleanness  that  is 
required. 

Sufficient  data  has  been  given  to  explain  fully  the  differences  between 
the  low-manganese  steel  to  which  I  referred  and  that  to  which  Mr. 
Carney  called  our  attention.  Some  steel  men  have  for  this  steel  very 
unique  and  suggestive  names  that  places  the  cause  of  such  trouble  where 
it  belongs.  Undoubtedly  the  Pennsylvania  Steel  Co.  secured  remark- 
ably good  results  in  grading  its  steel  by  results  of  its  physical  tests  made 
on  small  bars  as  stated  by  Mr.  Carney.  The  results  of  grading  the  steel 
by  its  chemical  composition  were  also  remarkable,  as  shown  by  the 
following  abstract  from  H.  H.  Campbell.^* 

Note. — Several  years  have  elapsed  since  the  foregoing  formulas  were  deduced. 
During  that  time  every  open-hearth  heat  made  at  Steelton  has  been  calculated  accord- 
ing to  formula  and  almost  every  one,  acid  and  basic,  has  come  out  within  2500  lb.  of 
the  actual  strength  as  determined  by  the  breaking  test,  except  the  steels  containing 
manganese  in  excess  of  0.60  per  cent.  Usually  the  calculated  strength  is  within 
1000  or  1500  lb.  of  the  actual.  Our  experience  proves  that  the  formtila  represents 
something  and  it  is  used  as  a  check  and  as  a  guide  in  the  practical  and  commercial 
disposition  of  hundreds  of  thousands  of  tons  of  steel. 

The  remarkable  results  referred  to  by  Mr.  Carney  and  Mr.  Campbell 
were  undoubtedly  due  in  part  to  their  use  of  both  methods  in  grading 
their  steel,  as  each  was  a  check  on  the  other. 

We  all  feel  the  same  as  Mr.  Sweetser  regarding  the  need  of  more 
information  on  the  troubles  caused  by  irregular  working  of  the  blast 
furnace,  scaffolds  and  slides,  etc.,  giving  a  resulting  pig  iron  that  is 
unsatisfactory  to  the  foundry  men  and  steel  manufacturers.  This 
trouble  is  being  overcome  to  a  great  extent  by  enlarging  the  hearth  and 
making  the  walls  of  the  bosh  steeper,  but  as  yet  we  have  no  satisfactory 
information  on  just  what  oxides  of  iron  cause  the  trouble.  It  is  to  be 
hoped  that  the  Bureau  of  Standards  will  soon  be  able  to  assist  in  solving 
this  problem. 

"  See  page  244. 

^^  Manufacture  and  Properties  of  Iron  and  Steel,  Ed.  2,  528.  New  York,  1003. 
Eng.  &  Min.  JnL 


DISCUSSION  251 

The  information  that  Mr.  Leibig  desires  on  the  physical  properties 
of  the  steel,  to  which  he  refers,  can  no  doubt  be  acquired  by  using  the 
A.  S.  T.  M.  specifications  for  automobile  steels,  which  provide  for  such 
tests  as  follows:  ''It  is  recommended  that  tension  and  bend  tests  shall 
be  specified  for  the  material  as  shipped,  whenever  it  is  practicable  to  do 
so.  When  physical  requirements  are  specified,  requirements  as  to  carbon 
shall  be  omitted." 

The  heat  treatment  of  automobile  steels  naturally  modify  some  of 
the  disturbing  factors  referred  to  in  this  paper  and  by  Mr.  Morris  in  his 
discussion.  This  is  well  shown  by  the  very  uniform  results  of  the  physical 
tests  given  by  Mr.  Nelson  from  their  heat-treated  crankshafts.  These 
excellent  results,  as  he  states,  were  obtained  by  taking  each  heat  of  steel 
as  a  unit  and  giving  it  the  heat  treatment  that  its  chemical  composition 
indicated  was  required. 

Correspondingly  uniform  results  between  chemical  composition  and 
physical  properties  in  heat-treated  automobile  steels  will  no  doubt  be 
shown  in  the  charts  referred  to  by  Mr.  Morris.  This  is  the  most  impor- 
tant work  that  has  been  undertaken,  as  the  results  will  be  based  on  the 
every-day  practice  of  steel  works  in  grading  the  steel,  followed  with  the 
every-day  heat  treatments  that  have  been  found  to  give  the  most  uni- 
form results.  Thus  practically  doing  this  month  from  start  to  finish 
what  was  found  satisfactory  in  former  work.  When  trouble  occurs  the 
question  of  the  relation  between  the  chemical  composition  and  the  phys- 
ical properties  of  the  steel  is  not  questioned  but  errors  in  the  chemical 
analyses  and  heat  treatment  are  sought  in  the  effort  to  locate  the  trouble. 

Mr.  Morris  is  undoubtedly  aware  that  each  mill  takes  into  account 
the  treatment  its  steel  receives  in  rolling,  and  makes  allowances  for  this 
in  deciding  the  chemical  composition  to  be  used  for  a  desired  tensile 
strength.  In  doing  this  the  mills  do  not  require  any  formula,  as  they 
have  tabulated  records  of  what  is  required,  based  on  their  every-day 
practice  for  any  standard  orders  of  structural  steels.  No  doubt  the 
plants  at  Steelton  and  Bethlehem,  by  the  use  of  such  charts,  are  getting 
equally  satisfactory  results  in  meeting  the  requirements  of  the  specifica- 
tions in  their  finished  products. 

The  specifications  of  the  A.  S.  T.  M.  provide  for  standard  methods 
of  testing  and  standard  methods  of  analysis  and  now  a  committee  is 
working  on  standard  methods  of  taking  drillings  for  chemical  analysis, 
covering  the  location  and  depth  of  hole,  etc.,  in  order  to  secure  representa- 
tive samples.    This  covers  some  of  the  points  referred  to  by  Mr.  Morris. 

Troubles  from  improperly  prepared  test  pieces  is  much  greater  in  the 
high-carbon  steels  than  in  the  ordinary  structural  steels,  and  in  some 
cases  it  is  necessary  to  polish  the  test  pieces  to  remove  tool  marks  or 
scratches  before  satisfactory  results  can  be  obtained.  The  best  evidence 
of  troubles  caused  by  these  sources  is  often  found  in  broken  parts  from 
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automobiles^  where  such  pieces  have  been  broken  by  ordinary  use  from  a 
fracture  that  started  from  small  tool  marks,  which  would  often  be  over- 
looked by  those  accustomed  to  working  in  lower  carbon  steels. 

The  next  step  is  to  have  the  steel  manufacturers'  grading  of  structural 
steels  in  every-day  practice  comply  with  the  chemical  and  physical 
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requirements  of  the  A.  S.  T.  M.  specifications  for  basic  open-hearth 
structural  steels.  The  object  is  to  get  as  far  away  as  possible  from  any 
formula,  by  the  use  of  the  mills  working  tables  that  merely  give  what 
their  practice  has  shown  to  be  required  to  produce  the  best  results 
in  rolling. 
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It  would  only  require  three  tables  to  classify  this  working  data  for 
structural  steels  (plates,  shapes  and  bars),  each  subdivided  for  light, 
medium  and  heavy  material,  according  to  practice.  A  fourth  table  for 
rivet  rods  could  be  added  to  advantage.  These  tables  could  be  some- 
what as  shown,  the  various  data  for  the  thicknesses  being  arranged  in 
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groups.  This  would  bring  up  to  date  the  advances  that  have  been  made 
in  the  grading  of  structural  steels  during  the  past  thirty  years;  it  would 
take  account  of  our  present  methods  and  working  conditions,  it  would 
also  give  data  for  further  improvement  as  suggested. 

I  am  very  much  obliged  to  Mr.  Waterhouse  for  offering  the  data  used 
at  the  works  with  which  he  is  connected,  and  I  trust  that  other  works 
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will  do  the  same  in  order  that  a  full  set  of  these  tables  can  be  presented 
at  our  next  annual  meeting  for  consideration  and  discussion. 

The  diagrams  shown  in  Figs.  1  to  4  are  based  on  the  actual  figures 
from  the  large  working  tables  of  steel  works  A  for  basic  open-hearth 
steel  and  bessemer  steel,  and  have  nothing  whatever  to  do  with  any 
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INGOTS  of  acid  BESSEMER  STEEL. 


formula.  For  open-hearth  basic  steel,  Figs.  1  and  2,  the  manganese 
lines  are  plotted  for  every  0.05  per  cent,  from  0.35  to  0.95  per  cent,  and 
the  carbon  lines  for  each  0.05  per  cent,  from  0.10  to  0.75  per  cent.  For 
bessemer  steel,  Figs.  3  and  4,  the  manganese  lines  are  plotted  for  every 
0.05  per  cent,  from  0.35  to  1.15  per  cent,  and  the  carbon  limits  for  each 
0.05  per  cent,  from  0.10  to  0.75  per  cent.     Both  the  carbon  lines  and  the 
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manganese  lines  are  comparatively  similar  in  the  basic  open-hearth  steel. 
In  the  bessemer  steel,  the  large  break  in  the  carbon  lines  from  0.55  to 
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FiQ.  4. — Results  op  carbon  variations  in  stbel  shown  in  fig.  3. 

0.60  per  cent,  is  caused  by  a  much  higher  silicon  in  steels  of  0.60  per  cent., 
and  over  carbon  that  is  used  for  springs,  etc. 
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Nitrogen  in  Steel  and  the  Erosion  of  Guns* 

By  H.  E.  Wheeler,  Chicago,  III. 

(Lake  Superior  Meeting,  August,  1920) 

The  work  described  was  carried  out  during  1917  and  1918  at 
the  testing  laboratory  of  Watertown  Arsenal  at  the  instigation  of  the 
Nitrate  Division  and  later  with  the  concurrence  of  the  Cannon  Section 
of  the  Ordnance  Department,  U.  S.  A.  The  experiments  follow  three 
principal  lines  of  work:  First,  the  effect  of  nitrogen  under  pressure  on 
steel  containers  of  various  compositions  at  a  red  heat;  second,  the  effect 
of  decomposing  ammonia  on  various  alloy  steels,  iron,  and  non-ferrous 
alloys;  third,  a  new  theory  of  the  erosion  of  guns  in  respect  to  the  effect 
of  nitrogen  in  steel. 

Part  I 

In  the  Haber  process  for  the  manufacture  of  ammonia  from  its  ele- 
ments, it  is  necessary  to  have  nitrogen  and  hydrogen  of  1500  lb.  per  sq. 
in.  (106.5  kg.  per  sq.  cm.)  at  a  temperature  of  500  to  600®  C.  The  steel 
containers  for  these  gases  gave  trouble  by  failing  without  apparent  cause. 

When  the  General  Chemical  Co.  began  to  develop  its  method  for 
the  production  of  ammonia,  it  experienced  the  same  difficulty  and,  know- 
ing that  the  Haber  process  had  solved  the  difficulty  by  the  use  of  alloy 
steels,  it  made  several  small  steel  bottles  of  different  compositions  and 
kept  them  filled  with  these  gases  at  this  pressure  and  temperature  until 
they  failed.  The  time  of  service  varied  from  a  few  days,  for  the  plain 
steel  casting,  to  two  years  for  a  chrome-vanadium  forging.  Four  of 
these  steel  bottles  were  sent  to  this  laboratory  for  investigation;  they 
were  a  plain  carbon-steel  forging,  a  nickel-steel  forging,  a  chrome-vana- 
dium steel  forging,  and  a  chrome-steel  forging.  The  time  of  service  was 
as  follows:  plain  carbon  steel,  4  mo.;  nickel  steel,  6  mo.;  chrome-vana- 
dium steel,  over  2  yr.;  chrome  steel,  4  mo.  When  these  containers  were 
cut  open  and  the  cross-section  surface  polished,  they  showed  an  inside 
zone  with  a  different  luster  from  the  rest  of  the  metal.  Upon  etching, 
this  zone  was  almost  unaffected  while  the  rest  of  the  steel  etched  normally. 

*  Published  by  permission  of  the  Ordnance  Department,  U.  S.  A. ;  the  Department 
18  not'  to  be  considered  as  olhcially  concerned  with  the  contents. 
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Complete  chemical  analysis  is  given  in  a  section  devoted  to  analytical 
results.    The  carbon  content  inside  to  outside  varied  as  follows. 


Plain  csiboD  steel 0.35  0.05 

Nickel  Bteel 0.43  0.41 

Chroine-vanadiuni  steel 0.54  0,29 

Chromested 1.06  0.58 

The  structureless  zone  remains  unaffected  when  etched  with  sodium 
picrate,  and  is  not  affected  by  quenching;  see  Figs.  1  to  6.     The  penetra- 


tion was  of  sufficient  depth  to  make  it  possible  to  cut  a  piece  out  of  the 
affected  area  large  enough  to  foi^e  lightly  in  the  cold.  With  very  little 
cold  working,  the  hardness  increased  rapidly-  The  hardness  by  sclero- 
seope  was  20  to  25  before  working,  and  75  after  working. 


Fia.  2. — Cross-section  of  cbboub-siteel  containbb  showing  zone  of  pene- 
tration AND  CKACKB  AFTER  ETCHINO   15  SEC.   WITH  4   FEB  CENT.  NIIRIC  AOID.        X  2. 

DiSTOHTlON  DUE  TO  CAMERA. 

Much  more  recently  a  pipe  used  to  transmit  these  hot  gases  under 
similar  pressure  failed  in  service  and  was  sent  in  for  investigation.  It 
was  0.13  per  cent,  carbon  steel;  its  structure  is  shown  in  Figs.  7  and  8. 
This  effect  was  at  once  proclaimed  decarburization.  From  the  German 
patent  literature,  it  would  appear  that  this  explanation  has  been  used 
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from  the  first.  However,  both  the  nickel  steel  and  the  chrome  steel 
were  far  from  decarburized  by  analysis,  and  yet  had  the  same  appearance 
as  the  carbon  steel.    At  the  suggestion  of  the  Nitrate  Division,  under 


FlQ,   3. CHBOUE-VANADinM    STBBL    CONTAIKEB    CROSS-SECTION,    BAUE    LIOHTINQ 

AS   IK   Fia.   2,    AfTER   ETCHINQ    Ifi   SBC.    WITH    4    PER    CENT.    NITRIC   ACID.        X  2.       NO 
APPRKCIABLE    EFFECT.  f  ^ 


whose  direction  this  work  was  carried  out,  the  cylinders  were  analyzed 
inside  and  outside  for  nitrogen.    However,  they  showed  no  unusual 


NITROGEN    IN    STEEL  AND   THE    EROSION   OF   0UN8 


Fia.  6. — Same  ah  Fia.  4,  in  zone  of  unaffected  metal,  afteb  etchinq  ]6  8M. 
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amount  of  nitrogen,  and  the  nitrogen  content  hardly  varied  appreciably 
from  inside  to  outside.  This  is  easy  to  understand  now  since  it  is  doubt- 
ful whether  the  methods  employed  gave  all  the  nitrogen. 

Vacuum  Experiments 

An  investigation  going  on  at  this  laboratory  at  this  time  on  the 
occluded  gases  in  steel,  in  charge  of  Lieut.  E.  H.  Hemingway,  gave  one 
more  possibility,  so  a  sample  of  one  of  the  containers  was  treated  in  the 
apparatus  with  which  he  was  working.  With  this  apparatus  it  is  possible 
to  hold  a  piece  of  steel  for  several  hours  at  1000°  C.  under  a  very  high 
vacuum,  and  to  collect  and  analyze  the  resultant  gases.  The  results 
were  not  conclusive,  as  far  as  gas  analysis  was  concerned;  but  in  repol- 
ishing  the  sample  it  was  found  that  the  cracks  had  closed  up  and  that 
there  was  considerably  more  pearlite  in  evidence  than  before,  as  will  be 
seen  by  the  following  photomicrographs. 

To  prove  that  the  heat  alone  without  vacuum  did  not  produce  this 
result,  the  chrome  container  was  normalized  at  1000°  C.  and  showed  no 
change,  other  than  a  slight  penetration  of  the  white  zone  into  the  normal 
metal  and  the  closing  of  the  cracks.  This  is  not  merely  a  surface  reac- 
tion, because  when  the  pieces  were  cut  in  two  they  showed  the  same 
effect  throughout.  Apparently  the  pearlite  was  held  in  solution  by 
some  gas,  probably  nitrogen,  which  was  removed  by  prolonged  heating 
in  vacuum.  Similarly,  in  case  of  the  pipe  referred  to  above,  a  vacuum 
treatment  restored  the  pearlite  as  shown  in  Fig.  12. 

It  was  thought  possible  that  the  cracks  might  be  due  to  the  difference 
in  the  specific  gravity  of  the  steel,  and  this  therefore  was  very  accurately 
determined  inside  and  outside  in  a  Richard's  pycnometer  under  toluene. 
The  results  are  as  follows:  outside,  unaffected  metal,  7.743;  inside, 
affected  metal,  7.682.  This  difference  is  so  slight  that  it  seems  more 
likely  that  the  disappearance  of  the  cracks  was  due  to  relieving  of  stresses 
that  had  been  set  up  by  the  pressure.  These  results  are  only  approxi- 
mate on  an  absolute  basis,  but  are  relatively  correct  to  the  third 
decimal  place. 

Andrews'^  work  showed  that  steel  melted  under  a  pressure  of  nitro- 
gen took  up  some  of  the  nitrogen  and  gave  it  up  only  very  slowly  with 
heat  and  vacuum;  he  concluded  that  several  weeks  of  such  treatment 
would  be  necessary  to  remove  all  the  nitrogen.  His  cooling  curve  showed 
that  a  0.16  per  cent,  carbon  steel  would  absorb  enough  nitrogen,  when 
melted  quickly  under  pressure  of  the  gas,  to  suppress  completely  its 
three  critical  points.  When  the  steel  is  then  heated  in  vacuum  for 
varjring  lengths  of  time  and  cooling  curves  taken  between  each  treatment, 
these  points  reappear  in  a  way  that  gives  some  inkling  of  the  combina- 

1  J.  H.  Andrews:  JnZ.  Iron  and  Steel  Inst.  (1912)  86,  210. 
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FlO.  9.  FlO.  10. 

Fia.  9.— Crobb-sbction  or  nickkl-stzel  container,  three  adjoinino  photo- 

MICBOOBAPHS  BEVORE  TACTJPM.      EtCBXD  20  SBC.  WITH  PICRIC  ACID.       X  50. 

Fia.  10. — Same  arba  as  Fia.  9  aiter  heatinq  in  vacuum  to  1000°  C.  setbral 
HOURS,  Cracks  closed,  zonb  of  penetration  narroved.  Etched  20  sec.  with 
PICRIC  ACID.     X  60. 
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Fig.  12. — Samf.  area  as  Fio.  7  after  vacudm  treatment.     Ktchkd  20  sec.  with 
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tion  that  takes  place.  The  upper  two  points  become  gradually  sharper 
as  the  nitrogen  is  removed,  but  are  neither  raised  nor  lowered.  The 
Ari  point  first  becomes  evident  at  a  temperature  well  below  that  at 
which  it  formerly  occurred,  but  still  considerably  above  room  tempera- 
ture. As  more  nitrogen  is  removed  the  point  becomes  sharper  and  is 
raised  until  it  finally  reaches  its  usual  position  and  intensity.  From 
Andrews'  work  then,  evidently,  nitrogen  can  dissolve  in  molten  steel 
under  pressure  and  affects  the  crystallization  of  the  carbide.  These 
cylinders  seem  to  indicate  that  nitrogen  can  also  dissolve  in  solid  steel 
with  heat  and  pressure,  giving  an  effect  similar  to  that  produced  by 
adding  more  nickel  or  manganese.  There  is  no  evidence  in  all  the 
literature,  nor  in  this  work,  that  molecular  nitrogen  will  react  with 
iron  in  the  absence  of  carbon  under  any  conditions. 

Part  II 

A  few  preliminary  experiments  on  alloy  steels  indicated  that  a  stream 
of  ammonia  passed  over  them  for  a  long  period  of  time,  at  about  650®  C, 
gave  an  effect  very  similar  to  that  observed  in  the  cylinders  described  in 
Part  I.  High-pressure  experiments  with  molecular  nitrogen  are  difficult, 
dangerous,  and  take  a  great  deal  of  time,  so  it  was  thought  that  a  study 
of  the  effect  of  nascent  nitrogen  on  various  steels  might  throw  some  light 
on  their  general  behavior  and  be  a  good  method  of  elimination.  The 
furnace  used  consisted  of  an  inside  glazed  fused  silica  tube,  electrically 
heated,  and  arranged  so  that  the  sample  of  steel  being  treated  could  be 
moved  from  the  hot  to  the  cool  parts  of  thcfurnace  without  opening  it  to 
the  air,  as  described  by  Tschischewski.*  In  each  case  a  small  cylinder  of 
metal  about  %  in.  (15.6  mm.)  in  diameter  was  used  as  a  sample,  and  be- 
fore treating  in  ammonia  it  was  cut  across  one  end  with  a  saw  in  the  direc- 
tion of  the  axis  to  a  depth  of  3^^  in.  The  piece  was  put  in  the  furnace 
and  brought  up  to  the  temperature  of  the  experiment  (usually  650®  C), 
then  the  ammonia  was  turned  on  from  a  tank  of  the  compressed  gas, 
and  the  flow  adjusted  so  that  when  the  outcoming  gases  were  passed 
through  ammonium  hydroxide  and  then  through  sulfuric  acid  they  ap- 
peared to  be  50  per  cent,  decomposed.  This  was  continued  for  20  hr., 
the  temperature  being  held  quite  constant;  at  the  end  of  that  time  the 
specimen  was  moved  to  a  cooler  part  of  the  furnace.  When  this  piece 
was  cut  clear  through  on  a  plane  perpendicular  to  the  original  saw  cut 
and  polished  and  etched,  the  effect  of  the  penetration  could  be  very  easily 
observed. 

Carbon  Series 

Norway  Iron. — Much  work  has  been  done  on  the  effect  of  decomposing 
ammonia  on  low-carbon  irons  but  most  of  the  investigators  have  ignored 

«  N.  Tschischewski:  JrU.  Iron  and  Steel  Inst.  (1915)  92,  47. 
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z  the  eGFect  of  carbon  impurities  in  the  ammoaia. 

I  This  was  first  pointed   out  in  Stahl  und  Eiaen.* 

S  The  writer  believes  that  undue  stress  has  been  laid 

J,  on  iron  nitride  in  respect  to  the  effect  of  nitrogen 

^  in   iron   and    steel.     Nascent   nitrogen   from    the 
decomposition  of  ammonia  will  react  with  pure 

§  iron  to  form  iron  nitride,  Fe»N;  this  compound  is 

X  only  stable  up  to  450"  C.  and  is  entirely  decom- 
posed well   below   the  melting  point  of  steel.    It 

S  decomposes  in  dilute  acids  to  form  the  ammonia 

„  salt   quantitatively;    this    is   the   basis   of  most 

I  methods  of  analysis  for  nitrogen  in  steel.    An- 

K  g  other  method,  which  has  the  advantage  of  less 

g  a  contamination  by  the  reagents,  is  to  pass  hydro- 

^  g  gen   gas  over  the  nitride  at  425°  C.  and  to  wash 

H  g  out  the  resultant  ammoaia  in  a  standard  acid,  using 

q,  "*  methyl  red  as  an  indicator.     Either  method  gives 

H  g  the  nitride  nitrogen  only. 

ie  Q  A  sample  of  iron  was  heated  in  purified  dry 

u  S  hydrogen  to  constant  weight  and  then  in  dry  am- 

"  b  monia  until  there  was  no  further  gain  in  weight  at 

"  S  425°  C. ;  the  gain  corresponded  to  the  formula  FejN. 

g  ^  There  was  no  gain  in  carbon  by  the  iron  at  this 

i  S  temperature,  the  content  being  0.06  per  cent,  be- 

0  fore  and  after  treatment.  This  sample  was  then 
o  "  heated  in  purified  dry  hydrogen  gas  at  425°  C.  to 
o  o  constant  weight,  and  the  resultant  ammonia  washed 
*"  '^  out  in  standard  acid  and  the  excess  acid  titrated, 
■^  o  using  methyl  red.  The  loss  in  weight  and  the 
H  titration  both  checked  to  the  formula  Fe^N  very 
S  ^  closely,  the  variation  being  only  a  few  hundredths 
-  g  per  cent. 

1  Iron  nitride  is  no  more  metallic  than  iron  oxide, 
and  the  writer  seriously  questions  its  ever  having 
been  found  as  a  metallographic  constituent  of 
steel.  The  effect  of  ammonia  on  very  low-carbon 
iron  is  illustrated  in  the  German  work  referred  to 
above,  and  also  in  Fig.  13.  This  is  a  composite 
picture  made  up  of  five  adjoining  exposures,  at 
500  diameters,  of  a  piece  of  Norway  iron  of  0.06 
per  cent,  carbon  treated  for  several  hours  in 
ammonia;  it  also  shows  the  carburized  edge 
noted  by  these  investigators.     Since  careful  samp- 

'(D™.,1914)  lS17(ab8tractiii/ran^pe,Feb.  17, 1916). 


;a 


H.   E.   WHEBLBE  267 

liDg  shows  that  the  inside  of  this  piece  has  not  lost  carbon,  the  edge 
must  have  been  carburized  by  pyridine  impurities  in  the  ammonia.  The 
Widmamist&ttian  bands  will  be  referred  to  later.  This  zone  is  by  analysis 
from  0.40  to  0.90  carbon. 

Some  ammonia  manufactured  by  the  catalytic  process  at  the  U.  5. 
Nitrate  Plant  No.  I,  at  Sheffield,  was  obtained  and  Norway  iron  treated 
in  this  gas  showed  somewhat  less  gain  in  carbon.  In  48  hr.  at  750°  C, 
one  piece  gained  enough  carbon  so  that  filings  from  the  edge  analyzed 


Fio.  14. — Another  view  of  cabbitrized  bdoe  c 

WiDUAMNBTATTIAN     HTBUCTORE.       EtCHED     10    BEC. 
KITBIC  ACID.       X  50. 


0.64  per  cent.  C.  The  carbon  in  this  case  is  evidently  not  pyridene, 
but  residual  carbon  monoxide,  dioxide,  acetylene,  or  methane,  which 
escaped  the  purification  process.  Figs.  14  to  17  show  these  structures 
in  more  detail.  The  fine  fines,  needles,  slip  bands  or  Neuman  bands, 
are  plainly  evident.  They  are  not  made  any  more  numerous  by  strain- 
ing the  piece,  as  would  bo  expected  if  they  were  slip  bands  caused  by  the 
extreme  brittleness  of  the  nitrogenizcd  ferrite.  Strain  followed  by  an- 
nealing does  not  increase  the  number  of  these  lines,  as  would  be  ex- 
pected were  they  due  to  twinning.  They  seem  to  be  associated  with 
some  critical  carbon  content.  To  call  them  iron  nitride  is  a  long  unwar- 
ranted step  in  the  dark. 
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Fio.  IS.— Samb  as  Fio.  14.     Etched  10  sec.  with  4  per  cent,  nitric  acid.    X  500. 


FlO.    16. NORWAT    IRON    TREATED    20    HR.    AT 

SBOWINQ  TYPICAL  SHALL  NBEDLBS.      EtCHED   10  B 

X600. 
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Fio.  17.— Saub  i 
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White  Cast  Iran  and  Washed  Metal. — The  difference  in  behavior  of 
washed  metal  and  white  cast  iron  i»  remarkable  and,  so  far,  inexplicable. 
When  washed  metal  of  alwut  3.60  per  cent,  combined  carbon  is  treated 
in  ammonia  at  650°  C,  it  is  hardly  affected.  At  750°  C,  there  is  only  a 
slight  decarbarization;  the  metal  is  extremely  resistant.  See  Figs.  18 
and  19. 

White  cast  iron  of  about  the  same  content  of  combined  carbon  might 
be  expected  to  act  in  the  same  way.  The  metal  is  not  penetrated  at  all, 
as  far  as  can  be  seen,  but  the  surface  becomes  coated  to  a  depth  of  from 
Kg  (1-5  mm.)  to  J-^  in.  with  iron  nitride.     This  can  be  scraped  off  easily 


with  a  penknife  and  analyzed,  and  shows  that  the  carbon  content  has 
been  reduced  to  1  per  cent.,  the  remainder  Iwing  FcjN,  by  anal}^. 
This  experiment  was  repeated  several  times.  Always  |the  white  cast 
iron  came  out  of  the  furnace  with  a  heavy  lead-colored  coat  of  iron 
nitride,  while  the  washed  metal  came  out  bright.  Too  much  emphasis 
cannot  be  laid  upon  this  fact,  since  it  was  the  only  case  in  this  research 
where  there  was  a  noticeable  formation  of  iron  nitride  on  a  solid  piece. 
Pulverant  iron  by  hydrogen  could  be  quantitatively  converted  to  the 
nitride,  but  on  solid  pieces  there  was  not  another  single  case  where  there 
was  even  the  slightest  evidence  of  nitride.  The  analysis  throws  no 
light  on  the  peculiar  behavior  of  white  cast  iron  unless  the  effect  can  be 
attributed  to  the  sulfur  or  phosphorus, 
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Carbon         Manganese  Silicon  Bulfub  Phosphorus 

White  cast  iron 2.15  0.12  0.33  0.208  0.20 

Washed  metal 3.65  None  None  0.02  0.01 

Between  these  two  extremes  of  carbon  content,  the  medium-carbon 
steels  are  affected  by  the  formation  of  a  structureless  zone,  as  in  the  case 
of  the  cylinders  in  Part  I.  At  650^  C.  the  ferrite  seems  to  offer  almost 
no  resistance  to  the  penetration  of  nascent  nitrogen;  the  pearlite  and 
cementite  do.  The  cementite  is  first  reduced  to  pearlite  evidently  by 
losing  carbon.  Pearlite  disappears  as  the  penetration  proceeds,  but 
experiments  show  that  the  carbon  is  still  present  but  in  solution;  there- 
fore, the  higher  the  carbon  content  the  slower  is  the  penetration.  To 
demonstrate  this  point  by  photomicrographs  would  take  considerable 
space  so  the  statement  is  left  unsupported  by  proof  for  the  sake  of  brevity, 
but  the  work  in  nickel  steels  will  throw  further  light  on  it. 

Analysis, — No  one  knows  what  nitrogen  content  in  steel  is  detrimental 
or  in  what  form  it  exists,  so  it  would  seem  reasonable  to  suppose  that  this 
knowledge  must  come  before  a  method  of  analysis  can  be  devised. 
Andrews  has  offered  the  suggestion  that  alloys  which  are  entirely 
soluble  in  ferrite  in  the  solid  and  liquid  state  and  do  not  form  compounds 
with  it  nor  with  carbon  are  effective  in  lowering  the  Ari  point  in  pro- 
portion to  their  atomic  volume.  Doctor  Langenberg  has  suggested 
to  the  writer  that  the  work  of  Prof.  T.  W.  Richards*  on  the  compressible 
atom  might  be  successfully  applied  to  this  problem.  Professor  Richards 
showed  good  evidence  that  the  space  occupied  by  any  substance  as  a 
gas  at  the  critical  point  is  completely  filled  with  the  atoms  comprising 
it  and  that  though  this  volume  is  greatly  affected  by  affinity,  cohesion, 
etc.,  it  is  more  or  less  characteristic  of  any  element  in  any  of  its  combina- 
tions. On  this  basis,  it  is  evident  that  a  few  hundredths  of  1  per  cent, 
nitrogen  would  be  as  effective  in  steel  as  several  per  cent,  of  nickel, 
for  instance;  results  seem  to  bear  out  this  conclusion. 

Surely  any  method  for  determining  nitrogen  in  steel  which  depends  on 
the  conversion  to  NHj  is  open  to  the  objection  that  dissolved  nitrogen 
may  not  be  reduced.  In  the  case  of  the  cylinders  in  Part  I  and  many  of 
the  pieces  treated  in  ammonia,  the  amount  of  nitrogen  that  could  be  con- 
verted to  NHj  was  apparently  irrespective  of  the  effect  noticeable  in 
the  microstructure. 

When  sections  of  the  affected  zones  of  the  cyUnders  were  cut  out 
and  dissolved  in  the  double  chloride  of  copper  and  potassium,  the  gases 
evolved  showed  no  remarkable  nor  consistent  results  in  respect  to  nitrogen, 
though  the  temperature  was  very  carefully  regulated.  Fine  filings  of  this 
affected  steel  heated  in  molten  sodium  or  sodimn  carbonate  gave  no 
trace  of  cyanide.    When  dissolved  in  H2S04,  no  cyanide  is  evolved. 


*  T.  W.  Richards:  Jnl.  Amer.  Chem.  Soc.  (Dec.,  1914)  86,  2417. 
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The  vacuum  method  seems  promising  but  the  technique  is  difficult. 
Although  the  apparatus  at  Watertown  is  entirely  of  glass  and  fused 
silica,  it  did  not  include  a  direct  method  for  nitrogen  and  so  was  decidedly 
unsatisfactory  on  such  small  amounts. 

Some  pieces  previously  treated  in  ammonia  gave  oflF  large  volumes 
of  gas  under  vacuum,  which  analyzed  sometimes  as  high  as  80  per  cent, 
nitrogen.  Again  the  quantity  would  be  small  and  the  nitrogen  as  low 
as  12  per  cent.  Lieutenant  Hemingway  has  shown  that  surface  is  a 
large  factor  in  this  problem  in  general. 

Pure  Metals  and  Special  Alloys, — Henderson^  found  that  all  pure 
metals,  with  the  exception  of  tungsten,  were  greatly  altered  by  decom- 
posing ammonia;  the  effect  he  attributed  to  the  continuous  formation 
and  decomposition  of  nitride.  In  this  work,  the  writer  was  first  led 
astray  into  a  study  of  alloy  steels  based  on  the  effect  of  nitrogen  on  the 
pure  metal  used  as  alloy.  But  it  soon  became  evident  that  in  steel 
the  alloyed  elements  did  not  combine  with  the  nitrogen  but  affected 
its  penetration  only  as  they  affected  the  carbide,  so  this  line  of  investiga- 
tion was  dropped.  Several  special  alloys  show  good  resistance  to  the 
action  of  decomposing  NHs.  Among  those  that  proved  quite  resistant 
were  stellite,  monel  metal,  and  nichrome. 

Alloy  Steels. — Before  taking  up  the  more  complicated  subject  of 
alloy  steels,  it  should  be  pointed  out  that  this  method  of  investigation 
cannot  be  applied  sweepingly  to  all  kinds  of  steel  without  taking  care- 
fully into  consideration  the  variables  that  determine  the  extent  of  the 
effect  that  is  being  observed;  namely,  the  depth  of  the  case  formed  by 
the  nitrogen.  First,  the  ammonia  is  effective  in  proportion  to  the  con- 
centration of  nascent  nitrogen  on  the  surface  being  studied.  This  is 
affected  by  the  rate  of  flow,  the  temperature,  the  hot  surfaces  previously 
encountered,  and  the  surface  of  the  piece  itself. 

Next,  on  low-carbon  samples,  the  carbon  impurities  in  the  ammonia 
must  be  reckoned  with.  These  consist  of  pyridine,  carbon  monoxide, 
acetylene,  etc.,  depending  on  the  source  of  the  ammonia.  They  do  not 
act  as  carburizers  unless  the  carbon  content  is  fairly  low.  With  very 
high  carbon  content  the  action  is  reversed,  the  hydrogen  acting  as  a 
decarburizer  Both  reactions  seem  to  require  a  temperature  higher  than 
425°  C.  Also,  it  is  necessary,  in  making  comparisons,  to  consider  the 
state  of  existence  of  the  carbide  during  the  experiment  in  reference  to 
its  critical  points,  its  previous  heat  treatment,  hot  or  cold  work,  etc. 

Another  variable,  quite  difficult  to  control  but  powerful  in  its  effect,  is 
the  rate  of  cooling  the  sample  through  its  critical  range  after  the  experi- 
ment.    A  factor  that  enters  very  little  in  this  work,  but  is  of  great  im- 


»0.  G.  Henderson  and  O.  T.  Beilby:  Jnl  Chem.  Soc.  (190i;  79,  1245. 
G.  G.  Henderson  and  .1.  C.  Galletly:  Jnl.  Soc.  Chem.  Ind.  (Apr.  30,  1908)  27,  387. 
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portance  in  pressure  experiments,  will  be  called  penetrability.  It  will 
be  referred  to  later. 

The  alloy  steels  tested  are  listed  only  by  analysis  and  in  a  general 
way  indicate  the  source.  Many  were  prepared  to  order  by  the  Bureau 
of  Mines,  and  those  that  were  needed  quickly  were  made  in  the  laboratory 
by  the  thermit  process.  Although  this  work  covered  all  practical  and 
many  special  steels,  as  shown  by  the  table  of  analyses,  b>  far  the  most 
o(  the  work  was  centered  on  nickel  steels,  since  these  are  largely  used 
in  ordnance  and  the  writer  early  in  the  work  came  to  the  conclusion  that 
he  was  dealing  with  an  effect  similar  to  erosion.  Also,  nickel  steels 
can  be  treated  above  their  critical  change  at  temperatures  low  enough  to 
be  practicable  with  ammonia. 

Nickel  Steels.— Firat  sample  (Bar  No.  4011-8),  a  0.35  per  cent.  C 
3.00  per  cent.  Ni  steel  with  an  Art  point  at  605°  C  and  an  Aci  point 


Fia.  20.— Bar  No.  4011-8.  Nickel  stbbl  0.35 
Tkeatbd  12  HR.  IN  NH,  AT  650°  C.  Etched  15  bb. 
X  50.     Below  cbiticai,  chanqb;  center  . 

at  705°  C.  Treated  for  a  few  hours  inNH,at  650°  C,  it  showed  a  white 
zone  at  the  surface  but  the  center  structure  was  unchanged  as  in  Fig.  20, 
Another  piece  of  the  same  metal  was  heated  first  to  850°  C,  cooled  to 
650°  C,  and  then  treated  12  hr,  in  ammonia.  The  edge  effect  was  much 
deeper  and  graded  oil  into  martensite,  as  shown  in  Fig.  21.  The  center 
structure  was  changed,  as  shown  in  Fig.  22.  Repolishing  and  etching 
with  a  copper-bearing  rragt-nt  gives  tlii^  reverse,  as  shown  in  Fig.  23, 
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Flo.  22.— Same  ab  Fig.  21; 
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Kia.  'ii.—liAus  Ai  FiQ.  23  aiteb  vacuuu  treatuent.     X  SO. 
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Thia  reagent  was  made  up  as  follows:  CHjOH,  100  c.c;  HjO,  18  c.c; 
Cone.  HCl, 2  e.c. ;  CuCl,,  1  gm. ;  MgCl,,  4  gm.  This  sample,  when  treated 
several  hours  in  a  vacuum  at  1000°  C,  polished  and  etched  again  with 
tiie  copper-bearing  reagent,  is  shown  in  Fig.  24.    This  showed  that  the 


r   DDCTILE,        X  3. 

same  steel  treated  at  the  same  temperature  (650°  C.)  was  afTected  only 
on  the  surface  when  in  the  crystalline  state  and  all  through  the  piece 
when  in  the  solid-solution  state. 

A  tensile  bar  turned  from  this  sample  and  treated  in  NH,  15  hr.  at 


650°  C.  (first  heated  to  850°  C.)  came  out  of  the  furnace  so  hard  on  the 
surface  that  it  had  to  be  ground  to  finish  size.  The  same  heat  treatment 
was  given  a  duplicate  bar  in  hydrogen.  The  bar  treated  in  ammonia 
cracked  on  iti*  surface  when  pulled  as  though  case  hardoned ;  the  hydrt^en 
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bar  (lid  not;  see  Fig.  26.    The  structure  of  the  NH*  treated  bar  is 
showD  in  Fig.  26. 

Charpy  Bar  Test. — The  second  sample,  which  contained  0.40  per  cent. 
C  and  3.50  per  cent.  Ni,  was  made  up  into  Charpy  impact  test  bars. 
One  was  heated  to  850°  C,  cooled  t«  650°  C,  and  treated  with  NH,  at 
this  temperature  for  48  hr. ;  a  second  was  treated  the  same  way  in  nitrogen, 
and  a  third  left  untreated.  They  broke  as  follows:  untreated,  180  ft.- 
Ib.  per  sq.  in.,  with  dark  fracture;  in  nitrogen,  168  ft.-lb.  per  sq.  in.,  with 
dark  fracture;  in  ammonia,  32  ft. -lb.  per  sq.  in.,  with  bright  fracture- 
The  broken  ammonia-treated  bar  was  ground  off  on  the  fractured  end 


Fio.  27. — Charpy  bar  at  fractubbd  end.  0.40  per  cent.  C,  3.50  per  cent. 
Ni.     Teeatbd  above  critical  cranoe  48  hr.  in  NH,  at  650°  C.     Etched  15  sec. 

WITH  4  FEB  CENT.  NITRIC  ACID.        X  25. 

and  polished  and  etched.  The  entire  end  is  shown  in  Fig.  27,  the  light 
area  being  the  area  opposite  the  slot  during  treatment.  This  area  is 
shown  in  Fig.  28;  this  grades  off  into  the  structure  shown  in  Fig.  29, 
then  Fig.  30,  then  Fig.  31,  which  last  is  characteristic  of  all  the  rest 
of  the  dark  area.  For  brevity  from  here  on  these  and  similar  structures 
will  be  referred  to  as  austenitic,  Fig.  28,  martensitic,  Figs.  29  and  30, 
Widmannstattian,  Fig.  31.  The  martensitic  area  is  rarely  encountered 
spread  out,  as  here,  but  usually  is  a  very  naiTow  zone,  if  it  is  visible  at  all. 
It  always  etches  to  a  purplish  color  with  nitric  acid. 

A  third  sample  of  0.40  per  cent,  carbon  and  2.50  per  cent,  nickel  was 
used  to  make  60  Charpy  bars.  Of  these,  15  were  treated  20  hr.  in  NHi 
at  700°  C,  first  heating  to  850°  C.     The  rest  were  given  the  same  heat 
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Fio.  30. — Sahb  as  Fio.  29;  hearer  to  dark  area.     Mabtbcihitic.     Etcbbd  IS 

BEC.  WITH  4  PER  CENT.  NITRIC  ACID.        X   600. 


Fio.  31.— Same  as  Fia.  27;  within  the  dare  ar 

HETAI,    DVRIKO    TREATMENT.       WiDUANNSTATTlAN. 
ACID.        X  500. 
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treatment  in  a  box,  sealed  to  exclude  air.  They  were  then  broken  in 
groups,  according  to  location,  one  treated  bar  in  each  group,  at  various 
temperatures,  by  a  method  worked  out  in  this  laboratory  in  connection 
with  another  research,  which  will  probably  be  described  by  its  originators. 
Fig.  32  shows  that  the  NH,  treated  bars  are  about  evenly  below  the 
untreated  bars  and  that  this  "nitrogen  brittleness"  is  in  no  way  afiFected 
by  any  narrow  temperature  range.  Many  of  these  bars,  after  breaking 
were  polished  and  etched  as  in  the  first  case.  They  show  that  with  all 
conditions  of  time,  temperature,  flow,  cooling,  etc.  kept  as  nearly  the  same 
as  possible,  there  is  still  a  great  difference  in  the  resulting  structure. 
See  also  Figs.  33  to  39. 
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Fio.  32. — Charpy  test  on  annealed  gun  steel. 

The  effect  of  a  low  draw  on  the  austenitic  structure  is  shown  in 
Fig.  40,  which  is  the  same  piece  as  is  shown  in  Fig.  38,  drawn  for  a  few 
hours  at  300®  C.  and  repolished.  Fig.  41  shows  the  same  area  as  is  shown 
in  Fig.  28  after  it  was  drawn  for  24  hr.  at  200°  C. 

The  dark  area  after  the  draw  is  shown  in  Fig.  42.  The  "triangula- 
tion"  is  similar  to  that  described  by  Doctor  Langenberg."  In  that  case 
he  attributed  the  formation  to  a  critical  rate  of  cooling  through  the  Ar\ 
range  and  supported  his  argument  with  experimental  evidence.  Here 
there  is  no  critical  cooling  rate  and  the  writer  believes  that  the  nitrogen 
content  was  sufficient  to  lower  the  Ari  range  to  a  point  where  the  steel 
was  in  a  "critically  mobile"  condition  to  give  this  same  effect. 


<i 
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Fig.  33. — Chakpt  bar.    0.40  pkb  cent.  <!.,  2.50  pbe  cbnt.   Ni.    Tkbatkd 
ABOVE  CRiTtCAi.  CHANGE  AT  700°  C.  FOR  20  BR.  IN  Nfl,.     Brokbn  AT  100°  C.    Etcubd 

10  8BC.  WITH  4  PER  CENT.  NITRIC  ACID.        X  50. 


J.  33.     Etched  10  sec.  with  4  per  cent,  nitric  acid.     X  600. 
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Fia.  38.— Another  b 
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Fia.  39. — Anotheb  bab  lire  Fio,  ■ 


Fto.  40. — Same  area  as  Fia.  38  after  drawin< 

SHOWlNa    CBANOB    FROM    AUSTENITB   TO    MAKTENBITE. 
CENT.    NITBIC    ACID.        X  500. 
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FiQ.  41.— Same  area  ab  Fio.  28  aitbr  drawiko  at  200°  V.  for  24  hb.    Adb 

TKNITI  IB  CBANOBD  TO  UARTBNSITB,      EtcHBD  10  BBC.  WITH  4  PSR  CENT,  NITRIC  ACID. 
X260. 
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Other  Alloy  Sleels. — The  object  of  treating  a  large  number  of  alloy 
steels  20  hr.  in  NH,  at  650°  C.  and,  in  some  cases,  at  750°  C  was  to  observe 
the  depth  of  the  case  formed  and  gather  an  idea  of  the  effect  of  the  added 
element  in  retarding  or  accelerating  this  reaction.  The  method  is  far 
from  quantitative.  For  instance,  two  steels,  each  of  0.40  per  cent, 
carbon,  1.00  per  cent,  chromium,  one  of  0.20  per  cent,  vanadium,  and 
theotherof  0.25  per  cent,  vanadium,  would  not  give  in  a  halfndozen experi- 
ments consistent  results  as  regards  the  depth  of  penetration.  Such  fine 
distinctions  are  beyond  the  scope  of  this  method.  It  does,  however,  give 
a  broad  general  idea  of  the  effect  of  different  families  of  elements.    The 


Fia.  43. — Hams  as  Fio.  28  after  drawing  24  int.  at  200°  C.     Extr&ub  onrsiDB 

EDOE  SHOWS  mw  INTERCRTSTALLIKK  CONSTITUENT.      EtCHED  10  BEC.   WITH  4  PBR 
■CENT.  NITBIC  ACID.      X  500. 

writer  does  not  feel  that  an  elaborate  exposition  of  the  300  or  400  experi- 
ments, each  taking  20  hr.  and  many  of  them  repeated  aeveral  times, 
would  be  interesting.  He  will  therefore  briefly  give  only  hia  observations. 
With  nickel  and  manganese,  the  case  formed  etches  lighter  than  the 
normal  metal  and  shows  an  austenitic  appearance.  With  chromium, 
tungsten,  molybdenum,  uranium  (and  to  a  less  extent  with  Bilicon, 
aluminum,  and  titanium),  the  case  is  darker  after  etching  than  the  un- 
affected metal  and  the  original  structure  remains  visible.  Silicon,  up  to 
4  per  cent.,  seems  to  have  no  effect  on  the  depth  of  the  case;  and  with 
low-carbon  content,  the  piece  is  affected  clear  through  showing  no  more 
resistance  than  a  corresponding  low-carbon  steel  low  in  silicon.  Exam- 
ples of  light  and  dark  cases  are  shown  in  Figs.  44  and  45.  The  curve 
is  the  bottom  of  the  saw-cut. 
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By  far  the  most  resistant  of  all  steels  tried  was  chrome- vanadium. 
The  writer  is  uncertain  just  what  part  is  played  by  the  vanadium  but  it  is 
possible  that  the  effect  is  partly  due  to  the  texture  it  imparts  to  the  metal. 
This  method  of  investigation  does  not  take  account  of  the  effect  of  grain 
size  or  porosity.  With  the  cylinders  in  Part  I,  that  was  an  important 
factor,  as  a  cast  cylinder  lasted  but  a  few  days  under  pressure.  This 
point  could  have  been  cleared  up  by  some  high-pressure  experiments 
at  the  Carnegie  Geophysical  Laboratory,  but  as  the  work' was  about  to  be 
undertaken  the  use  of  the  laboratory  was  withdrawn.  As  a  substitute, 
Charpy  bars  have  been  made  of  all  promising  compositions  and  have 
been  sent  to  Nitrate  Plant  No.  1  to  be  enclosed  in  the  converter.  There 
they  will  be  subject  to  a  volume-reducing  pressure  of  Nj  +  H2  and  a  tem- 
perature of  500°  to  600°  C.  for  several  months,  then  broken  and  examined 
for  depth  of  case. 

Hydrogen. — The  effect  of  hydrogen  has  been  ignored.  The  nascent 
H2  from  decomposed  NHs  is  not  as  powerful  a  decarburizer  as  one  might 
expect.  Only  in  the  case  of  hyper-eutectoid  steel  was  it  noticeable; 
and  in  very  low-carbon  samples,  the  carbon  equilibrium  swung  in  the 
other  direction.  The  only  case  where  hydrogen  seemed  to  have  played 
a  part  was  the  Charpy  bar  refetred  to  above.  The  austenitic  area  in 
Fig.  28  after  a  24-hr.  draw  in  hydrogen  showed  a  new  constituent,  as 
in  Fig.  43;  this  looks  like  the  solid  solution  that  Andrews  produced 
with  hydrogen. 

Heat  treatment  and  hot  work  may  influence  the  reaction,  as  the 
finely  divided  carbide  goes  into  solution  more  readily  than  the  massive 
carbide.  However,  it  is  also  true  that  the  gases  do  not  penetrate  the 
forged  or  heat-treated  peices  as  readily  as  the  casting,  so  the  effects  tend 
to  balance.  Any  quenching  treatment  that  tends  to  hold  carbide  in 
solution  will  assist  the  formation  of  the  austenitic  case,  as  might  be 
expected. 

Cold  Work, — Cold  work  greatly  assists  the  penetration,  making  it 
selectively  faster  on  the  cold-worked  portions.  This  is  easily  demon- 
strated, as  will  be  seen  from  Figs.  56  to  59,  which  will  be  discussed  under 
the  heading  Erosion  of  Guas.  Evidently  the  cold  work  produces  a  sort 
of  mechanical  amorphous  mixture  of  cementitc  andferrite,  which  changes 
to  the  solid-solution  phase  with  nitrogen  more  easily  than  when  distinctly 
crystalline.  The  amount  of  cold  work  needed  to  produce  a  noticeable 
effect  is  so  slight  that,  at  first,  it  was  confused  with  strain.  In  the  case 
of  the  ends  of  tensile  bars  that  had  been  pulled  and  split  in  two  along  the 
axis  and  treated  in  ammonia,  and  again  split  alon^  the  axis  and  polished 
and  etched,  only  the  outside  surface  showed  the  white  layer,  and  it  be- 
came thicker  toward  the  point  of  fracture.  The  white  layer  occurs  only 
on  the  sides  of  the  threads  that  took  the  stress  of  pulling. 
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Table  1. — Containers  from  General  Chemical  Co. 


Carbon.  \  ^l"^^' 
PerCent.p-^^'„,, 


Out,  CS 1.08       0.26 

In,  CS 0.58 

Out,  S 0  35 

In,  S 0  06 

Out,  CVS 0  54 

In,  CVS 0  29 

32-1 0.54 

Out,  NS 0.43 

In,  NS 0.41 


Silicon,  i    Sulfur,   .  J}'?f' 
Percent.  Percent.  pP^^C^i^ 


Nickel,  ,    ,^|;|"°- 
PerCent.'    -gSt. 


Vana- 
dium, 
Per  Cent. 


0.26 

1 
0.174 

0.029 

1 
0.013 

0.65 

0.23 

0.169 

0.030 

0.015 

0.35 

0.017 

0.0i9 

0.020 

0.35 

0.023 

0.051 

0.013 

0.49 

0  173 

0.037 

0.019 

1.10 

0.38 

0.53 

1  0.118 

0.038 

0.017 

1.08 

0.38 

0.69 

1  0.103 

0.037 

0.009 

0.96 

0.30 

0.58 

0.381 

0.024 

0.013 

3 

59 

0.57 

0.103 

0.023 

0.022 

3 

47 

Table  2. — Containers  from  Bethlehern  Steel  Co. 


Number 


Carbon,.!  '^^"*''" 
Percent  p/,^^;,,. 


Silicon, 
Per  Cent. 


Sulfur 
Per  Cent. 


Phos- 
phorus, 
Per  Cent. 


Nickel, 
Per  Cent. 


Chro- 
mium, 
Per  Cent. 


Vana- 
dium, 
Per  Cent. 


Tungsten 
Per  Cent. 


4011-1 

0.20 

0.56    . 

0.26 

0.048 

0.045 

1 

2 

0.40 

0.93 

0.45 

0.035 

0.046 

1 

3 

1.20 

0.80 

0.58 

0.052 

0.048 

4 

0.65 

0.25 

0.33 

0.045 

0.034 

2.00 

2.13 

5 

0.64 

0.11 

0.33 

0.012 

0.039 

2.83 

2.71 

6 

0.38 

0.62 

0.20 

0.049 

0.045 

1.46 

1 

0.16 

7 

0.39 

0.63 

0.20 

0.052 

0  012 

0.22 

8 

0.35 

0  63 

0.20 

0.048 

0.017 

3.08 

10 

1.23 

0.24 

0.57 

0.020 

3.49 

11 

0.63 

0.25 

0.030 

3.96 

0.14 

19.15 

13 

0.52 

0.11 

0.11 

0.058 

0.030 

14 

1.30 

0.08 

0.08 

o.o:o 

0.016 

15 

0.24 

1.08 

0.05 

0.059 

0.044 

16 

0.50 

1.08 

0.10 

0.01)0  ' 

0  032 

17 

0.48 

0.79 

0.24 

0  027 

0  015 

1.10 

18 

0.54 

0.80 

0.48 

0.026 

0.016 

1.14 

0.27 

19 

0.48 

0.77 

0.21 

0.025 

0.025 

2.18 

20 

0.46 

0.67 

0.14 

0.027 

0.014 

3.49 

21 

0.44 

0.61 

0.30 

0.028 

0.028 

25.12 

0.22 

0.39 

22 

0.33 

0.49 

0.16 

0.046 

0.028 

3.25 

1.44 

23 

0.31 

0.50 

0.16 

0  045 

0.028 

3.31 

1.66 

24 

0.32 

0.56 

0.16 

0.043 

0.028 

3.37 

1.28 

r 

25 

0.33 

0.52 

0.20 

0  042 

0.029 

3.43 

1.57 

The  bronze  container,  No.  9,  contained  0.12  per  cent,  manganese,  1.16 
per  cent,  iron,  0.73  per  cent,  aluminum,  a  trace  of  lead,  32.70  per  cent, 
zinc,  0.29  per  cent,  tin,  65  per  cent,  copper.  The  monel  metal  container, 
No.  12,  contained  0.24  per  cent,  carbon,  1.71  per  cent,  manganese,  0.09 
per  cent,  silicon,  0.02  per  cent,  phosphorus,  68  per  cent,  nickel,  2.52  per 
cent,  iron,  and  27.53  per  cent,  copper. 
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Table  3. — Samples  from  the  Bureau  of  Mines 


ft. 

Cent. 
Per 

Per 

* 

a 

1  M 

1  A. 

1 

Carbon,  Pe 
Cent. 

Manganese, 
Cent. 

1 

Silicon,  Per 

Tungsten, 
Cent. 

Uranium, 
,    Cent. 

Molybdenu 
,    Per  Cent. 

,  Aluminum, 
Cent. 

.  Titanium, 
Cent. 

'  Vanadium, 
'    Cent. 

Chromium, 
Per  Cent. 

SW13 

0.38 

0.14   4.48 

1 

1 

1 

SW  3 

0.56 

0  30  '  1.99  ' 

1 

R  3 

0.53 

1.21 

R16 

0.70 

3.50 

1077 

0.61 

0.65 

0.36 

1.7 

1 

1 

1078 

0.54 

0.85 

0.30 

1.5 

1079 

0.78 

0.94 

0,48 

1.0 

1080 

0.34 

0.58 

0.25 

0.3 

1081 

0.53 

0.60 

0.31 

0.8 

1 
1 

1082 

0.38 

0.62 

0.44 

1.90 

1 

1 

1084 

0.44 

0.51 

0.42 

1.40 

■ 

1085 

0.35 

0.56 

0.24 

1.20 

, 

1086 

0.47 

0.39 

0.17 

0.10 

t 

) 

1087 

0.47 

0.75 

0.28 

1 

U  4 

0.43 

0.68 

0.63 

0.31 

1 

U  6 

0.52 

0.62 

0.19 

0.41 

1 

U  7 

0.53 

0.63 

0.29 

0.04 

1 

U  8 

0.60 

0.77 

0.40 

0.37 

1 

U  9 

0.49 

0.69 

0.34 

0.75 

1 

UIO 

0.39 

0.53 

0.27 

1.09 

1 

U12 

0.52 

0.61 

0.32 

1.86 

I 

U13 

0.53 

0.48 

0.26 

3.10 

1 

1090 

0.50 

0.70 

0.26 

' 

4.94 

1094 

0.46 

0.68 

0.37 

4.92 

1100 

0.28 

0.30 

0.43 

1 

0.97 

1098 

0.40 

0.70 

0.27 

0.42 

1088 

0.51 

0.42 

0.58 

1 

1.2 

1 

1089 

0.66 

0.79 

0.22 

2.0  1 

1 

1091 

0.44 

0.76 

0.43 

1.15 

1092 

0.36 

0.67 

0.41 

2.15 

1 

1096 

0.39 

0.66 

0.29 

1 

2.10 

1097 

0.36 

0.65 

0.30 

3.00  ' 

1099 

0.40 

0.80 

0.34 

1 

0.40 

1110 

0.53 

0.67 

0.50 

1 

1 

1 

0.90 

1116 

0.40 

0.64 

0.18 

0.58 

1121 

0.43 

0.44 

0.19 

0.98 

1122 

0.42 

0.55 

0.38 

1 

3.00 

1123 

0.39 

0.35 

0.20 

1 

1 

1.95 

1124 

0.38 

0.65 

0.23 

1 

0.96 

1125 

0.44 

0.61 

0.14 

1 

2.01 

1126 

0.46 

0.76 

0.17 

1 

1 
1 

2.77 

1127 

0.58 

0.74 

0.17 

1 
1 

2.30 

2.30 
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Table  4. — Samples  Made  by  the  Thermit  Process 


Thermit  Heat, 
Number 

1 

Carbon, 
Per  Cent. 

0.21 

Manganese, 
Per  Cent. 

Silicon, 
Per  Cent. 

■   1 

Chromium, 
Per  Cent. 

2.96 

Vanadium, 
Per  Cent. 

Titanium, 
Per  Cent. 

1 

1.03 

2 

0.56 

1.27 

4.10 

5 

0.11 

0.64 

0.94 

7 

0  06 

0.26 

1.25 

8 

0.20 

0.35 

0.92 

0.30 

10 

0.39 

0.67 

0.48 

1.02 

0.18 

Table  5. — Samples  Made  by  the  National  Tube  Co. 


Carbon, 
Per  Cent. 

Manga- 
nese, 
Per  Cent. 

Silicon, 
Per  Cent. 

1     Sulfur. 
!  Per  Cent. 

Phos- 
phorus, 
Per  Cent. 

Chrom- 
ium. 
Per  Cent. 

Vanad- 
ium. 
Per  Cent. 

CVSl 

0.33 

0  55 

0.90 

0.014 

0.018 

1.68 

0.17 

SVl 

0.21 

0  58 

1.02 

0.013 

0.026 

0.15 

SV2 

0.12 

0.75 

1.00 

0.26 

SI 

0.23 

0.45 

0.98 

1 

• 

0.17 

Table  6. — Unclassified  Samples 


Carbon, 
Per  Cent. 


32-1  T  3 1  0.54 

Casting  T  1....  I  0.45 

Forging  T  2...  0.50 

Norway  iron. . .  0 .  06 

Projectile  cap. .  0.20 

C  14 1.11 

2-in.  pipe 0. 13 


Manga- 
nese. 
Per  Cent. 


0.69 
0.21 

1.67 


0.09 
0.47 


Silicon,         Sulfur,         ,xii^^      {Chromium, 
Per  Cent.  |  Per  Cent.     Pe"  Cent      ^®'  ^®'**' 


0.10 
0.21 
0.32 


0.037 
0.046 
0 .  027 


0.27 

0.009  I    0.026 


0.009 
0.028 
0.013 


0.027 


0.96 
1.51 
1.01 


16.25 
0.03 


Vanad- 
ium, 
Per  Cent. 


0.30 
0.46 
0.28 


Table  7. — Samples  Made  at  Watertown  Arsenal 


Carbon,     Manga- 
^®'^®"*',  Per  Cent. 


Silicon.       Sulfur, 
Per  Cent. 


Phos- 


Percent.  iP^ho^Si. 


Chro- 
mium, 
Per  Cent. 


Vana-    '  Molyb-  ;  m:«i,«i 

dium,    '  denum,  IbT*??*'; 
Per  Cent.  Per  Cent.  P«' Cent. 


4273 

0.57 

1 

0.77 

0.54 

0.013 

0.007 

1.38 

1.78 

C308 

0.24 

0.52 

1.56 

0.043 

0.012 

1.35 

0.35 

0.66 

E185 

0.35 

3.50 
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Table  8. — Samples  (Wa)  Analyzed  in  Laboratory  of  Watertown  Arsenal 
or  Results  (Zr)  Furnished  by  Detroit  Ordnance  Office 


a 

a 

in.  Per 
t. 

Ifur, 
er  Cent. 

•§.0 

• 

bdenu 
Cent. 

It. 

Cent. 

nium, 
Cent. 

miuxn. 
Cent. 

•£§ 

gs 

.§8 

SS 

•SS5 

I& 

gS 

|SJ 

es 

1" 

S^ 

CO 

04 

5?^ 

a* 

■^^ 

jaeu 

Zr  1 

0.409 

0.80      1.65 

0.011 

0.014 

2.93 

0.36 

Wa 

0.44 

2.59 

Zr3 

0.44 

0.90     1.32 

0.010    0.018;  3.06 

0.27 

0.59 

0.37 

Wa 

0.42 

i 

3.56  , 

0.00 

0.67 

Zr5 

0.398 

0.84      1.22 

0.031 

0.018    3.34 

0.28 

0.88 

Wa 

0.36 

3.72 

0.187 

The  Charpy  impact  test  bars  contained  0.40  per  cent  carbon,  0.66 
per  cent,  manganese,  0.205  per  cent,  silicon,  0.033  per  cent,  sulfur,  0.034 
per  cent,  phosphorus,  0.06  per  cent,  chromium,  2.48  per  cent,  nickel. 


Erosion  of  Guns 

A  study  of  the  data  on  erosion  shows  that  it  has  been  customary  to 
treat  a  comparati^elj*^  small  number  of  experiments  with  an  intensive 
study  of  each,  rather  than  to  take  the  salient  features  from  a  larger 
number  of  experiments.  The  opportunity  to  take  the  latter  course  was 
presented  during  the  war  but,  so  far  as  the  writer  has  been  able  to  find  out, 
no  new  facts  regarding  erosion  were  discovered  by  any  of  the  governments 
participating.  It  is  surprising  to  find  that  while  almost  all  metals  have 
been  experimented  with  in  so-called  erosion  experiments,  only  a  very 
few  have  actually  been  tried  in  a  gun;  and  even  these  have  been  tried 
only  in  a  hit-or-miss  fashion. 

Definition 

For  the  purpose  of  this  article,  erosion  will  be  defined  as  the  enlarge- 
ment of  the  bore  and  obliteration  of  the  rifling  from  any  cause.  Some 
of  these  causes  are:  The  eccentric  path  taken  by  the  projectile  and  the 
consequent  pounding;  the  whip  or  vibration  of  long  guns;  the  muzzle 
droop  of  long  guns;  mechanical  wear  or  abrasion,  from  the  passing  of  the 
projectile,  gases,  or  unburned  powder,  etc.;  protrusion  of  liners  and 
consequent  loss  of  metal  within  the  bore;  swelUng  of  barrel  (in  small 
arms)  due  to  lowering  of  elastic  limit;  cracking  of  bore  surface  due  to  the 
formation  of  a  hard  layer  of  low  ductility.  Only  this  last  feature  of 
erosion  will  be  dealt  with  here.  The  others  will  be  referred  to  only  as 
they  affect  the  formation  or  effect  of  the  hard  layer. 

To  describe  it  briefly,  even  after  the  first  few  rounds,  there  is  a  notice- 
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able  hardening  of  the  surface,  which  is  selective  in  its  formation.  The 
microscope  reveals  it  as  a  layer  that  remains  bright  on  etching  and  ex- 
hibits no  structure.  The  formation  follows  the  driving  side  of  the 
lands,  preferentially,  and  eventually  the  entire  land  and  groove  and  even 
the  powder  chamber  and  forcing  cone  are  aflfected.  The  formation  on 
the  bearing  suiface  of  the  land  extends  much  farther  down  the  bore  than 
on  any  other  point  of  the  circumference.  This  layer  is  characterized 
by  hardness  and  especially  by  its  low  ductility,  so  that  it  no  sooner  forms 
than  it  develops  a  network  of  fine  hair-like  cracks  which  make  a  charac- 
teristic pattern,  the  largest  being  in  a  plane  perpendicular  or  parallel  to 
the  axis  of  the  bore.  The  enlargement  of  these  cracks,  and  the  consequent 
roughening  of  the  bore,  is  j^enerally  admitted  to  be  one  of  the  chief  deter- 
mining factors  in  the  Ufe  of  guns  of  large  calibers. 

Before  oflfering  new  theories  of  the  cause  and  for  the  prevention  of 
the  formation  of  this  layer,  some  of  the  most  generally  accepted  theories 
of  erosion  will  be  mentioned. 

The  Gas-leakage  Theory. — This  was  the  first  theory  advanced,  and  it 
is  also  the  one  most  generally  held  today,  although  it  is  very  largely 
discredited  by  those  who  have  made  a  careful  study  of  the  question. 
This  theory  assumes  that  the  hot  gases  rushing  past  the  projectile, 
in  the  early  stages  of  combustion  before  the  copper  band  has  become  en- 
graved to  the  rifling,  cut  away  the  metal  both  by  mechanical  action  and 
by  melting  or  even  vaporizing  the  metal. 

In  support  of  this  theory,  the  results  of  Vieille^  are  offered  as  proof. 
Vieille  did  not  intend  his  results  to  explain  the  formation  of  the  first 
cracking.  He  was  willing  to  pass  over  that  as  perhaps  due  to  carbon 
monoxide  or  something  he  did  not  understand.  He  accepted  the  cracks 
as  inevitable  and  intended  his  work  to  have  a  bearing  only  on  the  enlarge- 
ment of  these  cracks.  This  theory  does  not  in  any  way  account  for 
the  existence  of  the  hard  layer,  its  selective  formation,  or  the  cracks 
themselves. 

A  high-speed  photograph  of  a  mortar  firing,  the  first  of  a  well  known 
series  taken  at  Fortress  Monroe,  Va.,  is  shown  in  Fig.  46.  There  is  no 
gas  escaping  ahead  of  the  projectile  in  this  case  and  there  certainly  should 
be  leakage  in  a  short  gun  like  a  mortar,  if  ever  there  is.  A  distinction 
should  be  made  between  guns  using  fixed  ammunition  and  guns  in  which 
the  shell  is  rammed  home.  In  the  former,  erosion  is  followed  by  gas 
leakage,  surely,  but  it  remains  to  be  shown  that  gas  leakage  precedes 
erosion. 

The  fact  that  the  lands  erode  faster  than  the  grooves  cannot  be  re- 
conciled to  this  theory.  In  fact,  in  some  cases,  the  lands  have  worn 
oflf  and  their  location  on  the.  circumference  has  boon  worn  down  below 

^  M.  Vieille:  "  Memorial  des  Poudrcs  et  Salp^tres,"  1901,  1902. 
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the  level  of  the  grooves,  eo  that  they  are  reversed,  the  groove  now  being 
the  land.     The  maximum  leakage  should  occur  in  the  groove,  of  course. 

As  for  the  other  side  of  the  theory,  the  melting  and  washing  away  of 
the  metal,  the  writer  wishes  to  ask  if  this  is  not  hopelessly  removed  from 
the  facts.  When  a  closed  bomb  is  fired  and  the  entire  charge  caused  to 
pass  through  a  single  vent,  as  in  experiments  of  the  Vieille  type,  no  doubt 
the  surface  metal  has  time  to  acquire  the  temperature  of  the  passing  gases. 
In  a  gun,  the  heat  of  the  entire  charge  is  not  centered  on  one  small  sur- 


Fio,  46. — MoRTAK  riBiNG;  notice  bbell  lbavino  mczzle. 

face.  But  taking  this  theory  at  its  face  value,  see  where  it  leads.  The 
ideal  gun  would  then  be  of  platinum  or  any  metal  having  a  very  high 
melting  point.  Howe'  has  pointed  out  carefully  that  the  melting  point 
cannot  be  the  true  measure  of  erodibility.  He  cites  VieiUe's  table  and 
shows  that  the  density,  specific  heat  and  conductivity  must  all  be  taken 
into  account.  He  might  have  used  the  term  "diffusivity;"  from  the 
table,byF.T.Havard,'of  this  property,  the  following  can  be  constructed, 

'  H.  M.  Howe:  Trans.  (1918)  68,  513. 

•  F.  T.  Havard:  "  Refractories  aad  Fumacea."     N.  Y.,  1912.     McGraw-Hill. 
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Diffuflivity 


Melting  Point, 
Degrees  C. 


Hardness 


Er  edibility 


Aluminum 
Zinc 


0.83 
0.40 


650 
419 


38 
46 


2200 
1000 


Struck  off  to  even   comparative  figures,  this  table  becomes: 


Diffusivity 

Melting  Point 

Hardness 

Erodibility 

Alnmimiw) , . .  . 

2 
1 

3 
2 

19 
23 

2 

Zinc 

1 

2      3       19 
Aluminum  is  to  zinc  as  .  X  ^  X  ^oy  or,  approximately,  as  5  is  to  2  equals  the 

expected  relative  resistance. 

But  zinc  is  to  aluminum  as  2  is  to  1,  by  experiment,  equals  the  actual  relative 
resistance,  which  is  an  error  of  500  per  cent. 

The  fouling  of  the  forward  part  of  the  bore  is  attributed  to  the  molten 
or  gaseous  metal  carried  forward  and  deposited  there.  This  fouling 
can  be  accounted  for  by  the  coppering  of  the  bore  in  many  cases  and  buck- 
ling of  the  liner  in  many  more. 

Cold^work  Theory, — Another  well-known  theory  is  that  the  formation 
of  the  hard  layer  is  due  to  cold  work.  This  grew  out  of  the  work  done  by 
Professor  Fay^®  when  he  was  metallurgist  at  Watertown  Arsenal.  He 
showed  that  pieces  of  steel,  when  selectively  cold  worked,  showed  a  for- 
mation of  the  white  layer  on  the  cold-worked  areas.  He  could  not  ex- 
plain this  formation  in  the  powder  chamber  of  a  gun,  which  is  not  cold 
worked,  neither  could  this  theory  be  reconciled  with  the  martensite 
theory,  so  these  results  were  discarded  as  probably  due  to  coincidence, 
salience,  etc.    These  results  should  not,  and  cannot  be  ignored,  however. 

Martensite  Theory.-^AQ.  who  have  studied  the  matter  seem  to  agree 
on  the  martensite  theory  of  erosion.  This  assumes  that  the  thin  skin 
of  metal  on  the  bore  face  is  heated  by  contact  with  the  combustion  gases 
to  a  point  well  above  the  critical  point,  perhaps  even  beyond  the  melting 
point;  that  this  thin  skin  is  instantly  chilled  by  the  large  mass  of  metal, 
causing  martensite  to  form;  and  that  each  shot  deepens  the  layer,  minus 
what  is  carried  away.  In  the  first  place,  this  layer  is  hard.  The  facts 
show  that  this  layer  is  much  more  Uke  austenite  than  martensite;  but 
the  facts  had  to  be  stretched  considerably  to  account  for  martensite 
so  austenite  was  hopeless. 

It  seems  probable  that  the  temperature  of  the  bore  face  has  been 
much  exaggerated  by  assuming  that  there  was  time  for  equilibrium 
between  the  hot  gases  and  cold  metal.     Take  the  case  of  the  75-mm. 

»« Henry  Fay:  Trans,  (1916)  56,  474. 
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field  gun.  It  cannot  be  laid  and  fii-ed,  as  in  barrage  work,  faster  tlian 
six  times  a  minute.  A  gun  fired  at  this  rate  for  several  hours  is  certainly 
in  a  state  of  thermal  equilibrium  and  is  radiating  heat  as  fast  as  it  gets 
it.  When  such  a  gun  is  suddenly  closed  up  and  the  bore  temperature 
measured,  it  is  found  to  be  from  200*  to  250°  C.  Does  it  seem  possible 
that  even  a  thin  layer  was  raised  to  1000  or  2000°  C.  six  times  a  minute 
for  several  hours? 

The  transfer  of  heat  from  hot  gases  to  cold  metal  of  containers  is 
considered  to  take  place  principally  by  radiation.  But  it  is  also  true  that 
hydrogen  under  high  pressure  conducts  heat  ahnost  as  well  as  a  metal. 
Even  leaving  convection  out  of  consideration,  it  would  seem  that  the 


Fia.  47. — Rough  groove  in  btbbl  treated  in  NHi  at  f 


metal  might  reach  quite  a  high  tempemture;  that  it  does  not  is  evidenced 
in  several  ways.  It  looks  "fused"  but  this  appearance  can  be  produced 
at  650° C,  with  nitrogen  and  rough  polishing;  Fig.  47 shows  an  "artificial" 
eroded  groove. 

Also,  it  ha.s  never  been  pointed  out  that  the  ferrite  network  extends 
well  into  this  hard  layer.  Fig.  48  shows  a  cose  of  this  on  a  plane  per- 
pendicular to  the  axis  and  Figs.  49  and  50  show  this  network  on  a  plane 
perpendicular  to  a  radius.  The  sharp  outline  of  the  original  ferrite 
pattern  is  also  shown.  Could  this  metal  have  boon  above  the  critical 
point  even  for  an  instant,  granting  that  pearlite  would  "merge"  more 
readily  than  massive  ferrite? 
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Fio.  48. — Eroded  qon  tube;  section  perpendicclar  to  axis.     Showinq  fb». 

BTTII    NETWORK    EXTENDING    INTO    WHITE    LATER.       X  600.       EtCBED    20    SBC,    WITfl 
PICRIC  ACID. 


Fig.  49. — Erodbd   uun   tubk;   plane    t-EnPENDicuLAR   ' 
nRRiTB  network  in  white  layer.     X  500.     Etched  10  s 

NITRIC  ACID. 
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Howe  noticed  the  remarkable  absence  of  cornices  on  the  edge  of 
cracks  in  the  bore  face;  he  explained  this  by  assuming  that  the  crack 
closed  by  heat,  was  flowed  over  with  molten  metal  which  solidified  and 
then  cracked  open  again  on  cooling.  The  writer  wishes  to  offer  the  al- 
ternative explanation  that  the  lack  of  cornices  ie  due  to  lack  of  softening, 
that  the  metal  is  hard  to  start  with  and  never  gets  hot  enough  to  soften; 
in  fact,  that  the  start  of  erosion  is  really  a  shattering  action  such  as  you 
would  expect  in  a  glass-lined  or  enameled  gun.  The  fact  that  the  hard 
layer  does  not  follow  down  the  cracks  can  be  explained  by  the  simple 
assumption  that  the  bottom  of  the  crack,  below  the  white  layer,  never 


gets  warm  enough  for  the  formation  to  take  place;  also,  it  seems  to  be  & 
strain  effect,  as  will  be  mentioned  under  the  heading  Pressure.  In  some 
experiments  described  by  Lieut-Comm.  H.  E.  Yarnell,  U.S.N.,"  a  can 
was  enclosed  in  a  bomb  in  some  cases.  When  it  happened  to  be  thrown 
against  the  vent,  it  was  fused  onto  it;  but  in  other  cases  this  thin  sheet 
metal  was  not  fused  by  the  heat  of  the  explosion. 

At  this  point  it  will  be  well  to  describe  two  other  causes  of  erosion. 
When  a  machine  gun  is  fired  without  water  cooling,  it  can  be  brought 
to  a  yellow  heat  over  the  entire  barrel,  largely  due  to  friction  of  the  ballet. 
The  erosion,  if  it  may  be  so  called,  in  this  case  takes  the  form  of  swelling 
and  the  bore  increases  in  size  several  calibers  until  the  bullets  can  pass 

"  H.  E.  Yamell:  Jnl.  Soc.  Naval  Eng.  (May,  1910)  23. 
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through  it  sideways,  in  extreme  cases.  Here  the  contribating  factor  of 
erosion  due  to  the  white  layer  is  at  a  minimum.  Also,  in  certain  thin 
Uuers,  notably  in  the  75-mm.  gun,  the  liner  both  protrudes  and  rotates. 
The  protrusion  is  equivalent  to  removing  that  volume  of  metal  from  the 
bore  and  in  effect  constitutes  erosion.  Incidentally,  the  strain  due  to 
rotation  at  one  end  is  often  great  enough  to  exceed  the  elastic  limit  of 
the  steel  of  the  liner. 

Note, — In  this  connection,  it  perhaps  has  never  been  brought  to  general  attention 
that  the  rotation  and  protrusion  of  liners  is  so  often  proportional  in  the  same  natures 
and  calibers. 

In  the  75-inm.  gun,  in  every  case  that  has  come  to  the  writer's  notice,  the  protni' 
aion  and  rotation  were  numerically  equal,  no  doubt  a  peculiar  feature  of  the  dimen- 
sions of  the  gun.  Still  this  proportionality  suggests  that  perhaps  rotation,  from 
the  shell,  is  the  cause  of  protrusion.     By  rotation  is  meant  the  relative  rotation  of 


.    WITH   4   PER   CENT.   NITRIC   ACID. 

the  tnuiile  end  in  respect  to  the  breech.  This  assumes  that  torsion  below  the  elastio 
limit  of  a  hollow  tube  would  lengthen  and  make  it  of  smaller  diameter.  It  is  well 
known  that  torsion  above  the  clastic  limit  will  do  this,  and'an  immeasurably  slight 
change  in  diameter  would  allow  the  liner  to  slide  forward  in  the  taper  quite  a  distance 
as  the  ratio  is  1000  to  1.  An  attempt  made  by  the  writer  to  show  some  alight  elonga- 
tion in  torsion  below  the  elastic  limit  was  not  wholly  successful.  The  tendency  was 
there  indicated  but  the  measurements  were  hardly  within  the  accuracy  of  the  in- 
struments at  hand. 

Therefore  the  erosion  due  to  the  white  layer  is  of  varying  importance 
in  different  natures  and  calibers  and  in  lined  and  solid  guns;  it  would  seem 
to  reach  its  maximum  importance  in  a  large  rifle.  Thishas  been  mentioned 
in  Borne  detail  because  it  is  the  practice  of  the  Department  to  test  new 
steels  for  theu'  resistance  to  erosion  by  firing  in  machine-gun  or  75-mm. 
liner  tests.  Either  method  is  cheap,  but  the  liner  will  fail  physically 
in  a  certain  number  of  rounds,  regardless  of  the  actual  erosion  of  the 
steel;  that  is,  by  being  protruded  and  rotated.  The  machine  gun, 
even  with  water  cooling,  is  distinctly  an  extreme  case  of  sustained  fire. 
The  residual  temperature  of  one  shot  is  added  to  the  temperature  rise 
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due  to  the  next  shot,  giving  a  cumulative  effect  that  far  outweighs  the 
temperature  effect  of  the  same  number  of  rounds  well  spaced  in  time. 
It  is  safe  to  predict  that  no  new  steel  will  be  found  that  is  startlingly 
resistant  in  large  guns  as  long  as  these  methods  of  experiment  are  used. 
Nitrogen  Theory  of  Erosion, — ^Tho  writer  wishes  to  offer  the  sugges- 
tion that  the  hard  white  layer  of  an  eroded  gun  is  a  locally  cold-worked 
austenitic  case  due  to  penetration  of  nitrogen.  Since  nitrogen  under 
pressure  and  with  heat  penetrates  and  combines  with  steel  as  has  been 
described,  it  would  be  strange  indeed  if  the  reaction  did  not  occur  in  the 
bore  of  a  gun  where  there  is  an  atmosphere  of  from  35  to  45  per  cent,  nitro- 
gen, very  hot  and  fresh  from  combination  of  another  sort,  i.e.,  nascent 
and  under  a  pressure  of  30,000  to  45,000  lb.  per  sq.  in.  Since  even  molec- 
ular nitrogen  has  been  shown  to  react  at  500®  C.  and  1500  lb.  per  sq. 
in.,  the  reaction  must  occur  in  a  gun.  By  assuming  that  the  white  laj'^er 
on  the  inside  of  a  gun  is  the  same  as  that  which  can  be  produced  by  nitro- 
gen, most  of  the  loose  ends  of  previous  theories  are  picked  up.  For  that 
reason,  and  more  especially  because  it  offers  a  way  out,  this  idea  is  offered 
for  consideration. 

Pressure 

The  significant  pressures  above  would  be  the  partial  pressures  due  to 
nitrogen  alone  in  the  gun;  10,500  to  20,250  lb.  per  sq.  in.,  and  in  the  8301- 
thetic  ammonia  cylinders  375  lb.  per  sq.  in.  The  time,  of  course,  is  very 
short  in  the  gun,  and  the  temperature  of  the  metal  itself  is  probably  not 
more  than  a  red  heat.  The  work  of  P.  W.  Bridgman^^  has  shown  that 
steel  will  alloy  with  mercury  under  pressure  when  the  pressure  strain  is 
such  B&  to  increase  the  volume  of  metal  or,  in  other  words,  to  make  the 
metal  more  porous.  The  same  pressure  with  a  volume  decreasing 
strain  gives  no  alloying  effect.  The  writer  would  not  care  to  state  that 
strain  is  a  critical  condition  for  the  alloying  of  nitrogen  with  steel  under 
pressure  until  he  had  tried  it,  but  it  seems  evident,  from  the  synthetic 
ammonia  cylinder  referred  to  above,  that  the  strain  has  a  great  deal  to 
do  with  the  depth  of  the  penetration.  In  Fig.  1,  the  effect  of  the  inden- 
tation where  the  threading  began  was  very  slight,  the  strain  at  this  point 
would  be  very  little  greater  than  at  a  corresponding  depth  in  the  solid 
metal.  The  plain  steel  cylinder  showed  the  same  effect  and  both  showed 
that  some  definite  temperature  is  needed,  as  the  connections,  which  were 
somewhat  air  cooled,  were  not  affected  at  all. 

Hardness 

The  objection  might  well  be  raised  that  great  hardness  is  not  char- 
acteristic of  austenite.  But  like  all  solid  solutions  (and  pure  metals)  this 
constituent  is  very  susceptible  to  hardening  by  cold  work     The  impor- 

12  P.  W.  Bridgman:  Proe.  Amer.  Acad.,  46,  323. 
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tance  of  the  liardiiess  of  tliis  layer  scciris  to  have  been  very  niueh  over- 
estimated. Its  low  ductility  is,  of  eouiso,  the  iiiaiu  feature  as  far  as 
erosion  is  coDcerned.  In  n  gun  the  hardness  by  acleroscope  is  from  30 
to  65;  readings  as  high  as  75  have  been  produced  in  the  artificial  white 
layer  by  cold  work.  There  is  much  similarity  between  Figs.  1  and  51. 
la  it  conceivable  that  a  heat  and  chill  effect  could  end  so  abruptly,  bear- 
ing in  mind  that  this  is  a  picture  of  the  layer  cut  at  a  very  sharp  angle 
to  its  surface,  that  is,  on  a  plane  perpendicular  to  a  radius?  Fig.  52 
shows  the  junction  of  the  two  zones  on  similar  sections;  the  sharpne&s 
is  even  more  marked  at  25  diameters.  Fig.  53,  at  a  magnification  of 
500,  shows  a  radial  section  drawn  5  hr.  at  .300°  C. 


Fio.  52. — Junction  or  two  zones,  baue  view  as  in  Fia.  61.     X  25.     Etched 

10    SEC    WITH    4    PER    CENT.    NITRIC    ACID. 

Howe  pointed  out  that  when  the  layer  was  heated  to  1000"  C.  it  dis- 
appeared, showing  that  it  was  due  to  unstable  equilibrium  due  to  chill. 
The  writer  has  felt  that  there  was  also  the  possibility  that  at  1000°  C. 
the  high  concentration  of  nitrogen  in  this  layer  was  lowered  by  diffusion 
into  the  piece- 

If  a  gun-tube  section  is  etched  with  copper  chloride,  as  in  Fig.  54, 
the  ferrite  is  clean.  If  heated  to  1000°  C,  furnace  cooled,  and  etched 
again  with  copper  chloride,  the  ferrite  is  darkened,  as  in  Fig.  55,  giving 
the  reverse  pattern.  This  would  seem  to  indicate  that  the  nitrogen  dif- 
fuses evenly  through  the  austcnite  and,  when  it  comes  down,  is  found 
mostly  in  the  ferrite. 
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The  Cannon  SMtion  of  the  Engineering  Division  of  Ordnance  became 
interested  in  this  work  and  authorized  the  manufacture  of  a  liner  for  a 
75-mm.  gun  out  of  chrome- vanadium  steel.  This  seems  an  unfortunate 
selection,  because  a  liner  for  a  75-mm.  gun  will  fail  for  other  reasons  in  a 
certain  number  of  cases  as  shown  above.  The  unpublished  reports  of 
the  Cannon  Section  show  that  a  test  made  in  J914  oa  machine-gun 
barrels  of  all  usual  gun  steels  and  some  unusual  steels  showed  chrome- 
vanadium  steel  to  rank  first.  In  the  case  of  a  machine  gun,  the  white 
layer  is  present  but  of  not  much  importance,  so  that  a  chrome-vanadium 
steel  gun  of  some  lar^^e  caliber  might  be  expected  to  do  very  well. 


Fio,  57. — Letter  V  staufed  at  anole  into  bmaix  p 
NH.  AT  650°  C.  FOR  4  HR.;  polihhed  and  etched  10  sec 
ACID.      X  60. 

Fig.  56  is  a  reproduction  of  one  of  Professor  Fay's  photographs; 
this  was  produced  by  actual  hring.  The  results  shown  in  Fig.  57  were 
formed  in  the  ammonia  furnace.  The  similarity  is  not  perfect,  of 
course,  the  high  pressure  in  one  case  making  the  effect  slightly  differeat. 
It  shows,  however,  that  the  action  is  selectively  faster  on  the  portions 
that  have  suffered  plastic  deformation.  Fig.  5S  is  the  thread  of  a  tension 
bar  split  in  two  before  treating;  only  the  side  that  took  the  pull  is  affected, 
if  the  experiment  is  discontinued  in  time;  also,  only  the  outside  of  the 
contracted  portion  of  the  bar  is  affected. 

In  looking  for  steels  that  resist  this  penetration,  it  would  seem  evident 
that  they  must  be  of  such  composition  as  to  resist  the  formation  of  the 
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Fig.  58. — CBoes-aBonoN  or  thrbadbd  pobtion  or  sput  p 

TBKATBD  IN  NHi  AT  650°  C.  TOR  6  HR.      OnLT  BIDE       _ 
AFFECTED.        X  SO.      ExCHED    10    8BC.    WITH    4    FEB   CENT.    ^ 


Fla.    59. OUTBIDE  EDGE  OP  BAR  PORTION   A9  TENSILE  BAR  SHOWN   I 

POINT   NEAR   FRACTURG.       ThE   INSIDB   SHOWED   NO  WHITE  LAYER  ALTHUI 

KXPoeED.     X  50.     Etched  10  sec,  with  4  per  cent,  nitric  acid. 
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solid-solution  phase  (chromium,  etc.)  and  at  the  same  time  must  be  as 
little  penetrable  to  gases  under  pressure  as  possible.  A  means  of  measur- 
ing this  penetrability  would  be  extremely  desirable. 

Some  apology  seems  necessary  for  the  large  number  of  expressions 
of  opinion  herein  which  are  not  sufficiently  supported  by  experimental 
evidence.  In  a  few  cases  this  might  be  done  for  those  who  are  interested. 
But  for  the  most  part  probability  was  sought  for  to  the  sacrifice  of  elabor- 
ate proof  and  the  results  are  offered  not  as  a  completed  research  but  in 
the  hope  that  they  may  be  of  some  interest  to  those  now  working  on 
similar  problems. 
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DISCUSSION 

W.  E.  Ruder,  Schenectady,  N.  Y.  (written  discussion). — Nascent 
nitrogen  is  undoubtedly  present  in  large  percentages,  and  with  pressure 
and  the  temperatures  attained  it  seems  that  a  combination  must  be 
achieved;  the  nitride  so  formed  would  have  the  properties  and  character- 
istics found  in  eroded  gun  liners.  If  this  theory  is  correct  it  should  be 
capable  of  metallographic  proof,  as  heat  treatment  should  bring  out 
certain  characteristic  structure."  The  specimens  the  writer  used  in  a 
recent  set  of  experiments  were  pure  iron,  however,  and  it  is  quite  probable 
that  material  containing  0.40  to  0.60  per  cent,  carbon  would  show 
somewhat  different  structure.  With  alloy  and  carbon  steels,  the  grain 
is  usually  so  much  finer  that  the  characteristic  needle  structure  might 
be  overlooked  in  ordinary  observation. 

Mr.  Wheeler  takes  strong  exception  to  the  association  of  the  name 
iron  nitride  with  the  characteristic  needles  and  dark  patches  found 
in  N-bearing  steels.  As  the  writer  is  partly  responsible  for  this  name, 
he  wishes  to  repeat  the  statement  that  in  so  far  as  our  present  knowledge 
of  their  actual  chemical  constitution  goes,  there  is  no  evidence  to  justify 
the  calling  of  these  micrographic  constituents  iron  nitride.     The  name 

^^Cliem.  &  Met.  Eng.  (March  3.  1920)  22,  403. 
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was  used  for  coiiveiiieiiee,  uiuiiily,  and  as  it  is  truly  descriptive  and 
distinctive  its  eoutinucd  use  is  justified  until  such  time  as  a  better  name 
can  be  given. 

The  presence  of  carbon  is  not  necessary  for  the  formation  of  nitride 
needles  and  certainly  they  are  not  necessarily  associated  with  any 
critical  carbon  content,  as  suggested  by  the  author,  rather  they  are 
caused  by  a  certain  nitrogen  content,  and  then  only  on  comparatively 
slow  cooling. 

Carbon  may  be  associated  with  the  "pearlite-appearing"  areas, 
but  micrographic  evidence  points  to  the  assumption  that  the  "lines  and 
needles"  are  a  true  iron-nitrogen  compound,  while  the  patches  are  a 
binary  eutectic   (Fes-N-Fe?).     Its  appearance  resembles   "Steadite." 


Fia.  60. 
Fio.    60.— Elbctbolttic  iron,  NHj,   700°  C,   U 
ACID.      X  75. 

Fig.  61.— S.\mb  as  Fig.  60,  etched  with  Stead's 

The  author's  statement  (p.  301)  that  the  outer  nitride  layer  diffuses 
into  the  ferrite  on  heating  agrees  with  the  experiments  covered  by  the 
first  set  of  micrographs  given  herewith. 

Due  to  the  similarity  between  nitrogen-bearing  areas  and  pearlite 
on  nitric  acid  etching,  it  became  desirable  to  find  a  method  for  distinguish- 
ing between  them.  Heat  tinting  gave  some  promise,  as  nitride  needles 
and  areas  were  colored  differently  from  ferrite  or  pearlite.  Ferrite 
containing  small  amounts  of  dissolved  nitrogen  colored  more  rapidly 
than  pure  ferrite.  The  distinctions  were  slight,  however,  between  the 
nitride  areas  and  pearlite,  so  a  more  certain  method  was  sought. 

Dilute  HCl  colored  the  nitride  a  deep  black,  while  affecting  pearlite 
to  a  less  degree.  As  the  distinction  was  not  definite  enough,  copper- 
bearing  solutions  were  experimented  with;  Stead's  reagent,  as  used  for 
the  determination  of  phosphorus,  was  found  to  give  entirely  satisfactory 
results.  The  same  care  must  be  exercised  as  in  testing  for  phosphorus, 
as  too  long  an  application  covers  the  pearlite  as  well  as  the  ferrite,  and 
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the  distinction  bcfweoti  thoHo  is  lost.  The  nitride,  hownver,  continues 
to  etch  black  when  in  the  eutoclic  or  needle  form.  If  dissolved  in  the 
fcrrite  it  has  the  same  effect  as  phosphorus  with   this  reagent.     The 


Fio.   62.  Fio.  63. 

FtQ.   62.— Electrolytic  iron,    NHj,   700°  C,    U  hr.     Etchbu  with  nitric 
Acm.     X  220. 

Fi«.  63. — Same  as  Fic  62,  etcurd  with  Stead's  reagent. 

solution  was  made  up  as  follows:  Cupric  chloride,  5  gm.;  maKnesium 
chloride,  20  gm.;  hydrochloric  acid,  10  c.c,  alcohol  (95  per  cent.)  to 
make  up  to  500  c.c.     Absohite  alcohol  gave  less  satisfactory  results. 

The  photomicroj^aphs,  Figs.  60  to  63,  66  and  67,  of  ammonia-treated 
electrolytic  iron,  etched  with  nitric  acid  and  Stead's,  respectively,  show 


Fio.  64.  Fi<i,  05, 

Fia.  M. — ^Electhic  weld  btthbd  with  nitric  acid. 
Fig.  65. — Same  ab  Fig.  C4,  ktchbd  with  Stbad'h  reagknt. 

characteristic  structures.  With  HNOj  efchinR,  the  nitride's  areas  are 
usually  edged  with  a  hard  white  cement it-e-like  constituent,  which  also 
forms  part  of  the  interior  area.  When  etched  with  Stead's,  this  white 
constituent  is  eaten  out,  giving  the  deep  black  appearance  shown  in 
Figs,  61  and  63.     Cementite  areas  remain  entirely  unaffected,  and  true 
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Fia.  86,  Fio.  67. 

Fig.  66.— Iron  pipe.  NH,,  700°  C.  36  hr.    Etched  with  .nitric  acid.     X  200. 
Fio.  67. — Same  as  Fio.  6C,  etched  with  Stead's  rbaobnt.  , 

pearlite  is  not  copper-plated,  while  ferrite  is  coppered.  This  makes  it 
possible  to  distiDguish  between  the  other  cotiHtituents  present  in  the 
same  specimen.  The  dark  areas  in  Fij;.  64  are  pearhte  and  nitrite. 
Apparently  the  dark  areas  in  Fig.  66  are  mostly  nitride,  with  which 
some  pearlite  is  associated,  as  is  shown  by  the  use  of  Stead's  reagent. 
Fig.  67. 

The  iron  nitride,  whether  in  massive,  cutectoid,  or  needle  form,  is 
dissolved  out  by  this  reagent,  while  carbon-l>earing  constituents  are 
unaffected,  and  ferrite  is  copper-plated. 

George  F.  Comstock,*  Niagara  Fails,  N.  Y.  {written  discussion). — 
This  paper  brings  out  some  interesting  facts  regarding  the  effect  of 


Fiu.  68. 
Fia.  08. — NiTBOGENizKD 
Fio.  69.^Nitrogbnized 


•Metallurgititl  Engineer,  Titanium  Alloy  Mfg.  Co. 
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nitrogen  in  steel,  and  the  author's  theory  regarding  the  erosion  of  guns 
seems  the  most  reasonable  that  has  been  advanced.  Some  aspects  of 
the  author's  metallographic  conclusions,  however,  seem  open  to  criticism. 
Work  done  by  Ruder,  Miller,  and  the  writer  has  shown  definitely  that 
there  is  in  the  metal  deposited  in  fusion  welds,  a  metallic  constituent 
that  is  capable  of  assuming  different  forms  after  heat  treatment,  and 
that  is  not  a  carbide  but  must  contain  nitrogen  in  some  form.  To  call 
this  constituent  iron  nitride  may  be  unwarranted,  but  the  name  is 
convenient  and  descriptive  and  should  be  permissible  with  the  under- 
standing that  no  definite  formula  or  chemical  purity  is  implied.  This 
constituent  occurs  in  iron  practically  free  from  carbon  (0.04  per  cent.  C 
and  electrolytic  iron);  Figs.  68  and  69  show  the  same  needles  in  a  cast 


Fia.  70. 
Fia.  70.— Same  as  Fig.  68,  b 
Fia.  71. — Same  spot  as  Fig.  69,  but  etched  w 

steel  of  over  0.20  per  cent,  carbon,  and  in  a  sheet-bar  steel  of  about  0,12 
per  cent,  carbon,  both  specimens  having  been  nitrogenized  by  heating 
in  a  cyanonitride  compound.  Hence  this  constituent  does  not  seem  to 
be  associated  with  some  critical  carbon  content,  as  suggested  by  the 
author. 

Etching  with  nitric  acid  or  picric  acid  will  not  distinguish  between 
the  constituents  due  to  carbide,  such  as  pearlite,  etc.,  and  those  due  to 
nitride,  in  a  polished  section  of  steel.  Nitride  may  occur  in  steel  in  a 
form  closely  resembling  peariite  and  no  simple  metallographic  method 
of  distinguishing  these  constituents  has  so  far  been  published.  Through 
a  suggestion  of  Doctor  Ruder,  a  solution  has  been  developed  in  this 
laboratory  that  will  make  this  distinction  in  most  cases.  Fig.  70  shows 
the  same  specimen  as  Fig.  68,  etched  to  darken  only  the  nitride  con- 
stituent, leaving  the  ferrite  and  the  pearlite  unattacked.    Fig,  71  shows 


the  same  spot  as  Fig.  69,  repolished  and  etched  like  Fig.  70.    The  reagent 
is  made  up  by  dissolving  0.1  gm.  HgCU  and  0.1  gm.  CuCU  in  20  c.c.conc. 


Fio.  72.  Fra.  73. 

flo.  72. nltroobnized   electrolytic    iron,  etched    with 

chloride  rbaoen't.     x  400. 

Fig.  73. — Same  as  Fig.  68,  but  etched  with  perricyanide  rkaqent. 


HCl  and  adding  80  c.c.  of  95  per  cent,  ethyl  alcohol.     This  is  dropped  on 
the  polished  surface  and  darkens  the  nitride  constituent,  but  if  the 
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.  74. — Same  spot  a 


I    FERRICYANIDE    REAUBNT. 


etching  is  continued  too  long  the  pearlite  or  ferrite  may  become  brown. 
The  brown  stain  can  be  polished  off  and,  by  repeated  etching  and  polish- 
ing, the  nitride  constituent  may  be  blackened  while  the  pearlite  and 
ferrite  are  left  bright. 
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Fig.  72  shows  a  specimen  of  nitrogenized  electrolytic  iron  etched 
less  deeply  by  the  same  solution.  The  dark  patches,  which  looked  like 
pearlite  when  etched  with  nitric  acid,  are  a  eiitectoid  form  of  the  nitride 
constituent,  and  are  not  left  bright  by  cupric  chloride  as  pearlite 
would  be. 

In  some  cases  a  massive  form  of  the  nitride  constituent  was  not 
attacked  by  the  reagent  described,  so  that  such  particles  could  not  be 
distinguished  from  ccmentite,  which  oft<5n  occurs  in  annealed  low- 
carbon  steel.  The  specimens  were  therefore  boiled  for  from  10  to  30  min. 
in  a  reagent  made  up  by  dissolving  10  gm.  potassium  hydroxide  and  1  to 
4  gm.  of  potassium  ferricyanide  in  100  c.c.  of  water.**  Massive  cementite 
is  blackened  by  this  treatment,  and  pearlite  and  sorbite  are  turned  quite 
brown,  while  the  nitride  constituent  either  is  not  attacked  or  is  given  a 
slight  yellow  stain.  Fig.  73  shows  the  same  specimen  as  Figs.  68  and  70 
etched  in  this  way,  and  Fig.  74  shows  the  same  spot  illustrated  by  Figs.  69 
and  71,  etched  like  Fig.  73. 

By  the  use  of  these  two  solutions,  a  definite  and  sure  distinction 
can  be  made  in  the  metallography  of  steel  between  the  constituents  due 
to  nitrogen  and  those  due  to  carbon.  The  formulas  given  represent 
the  results  of  a  large  amount  of  work  with  different  solutions  on  various 
specimens,  some  of  them  known  to  contain  nitride  and  others  known  to 
contain  carbide.  For  the  accomplishment  of  most  of  this  work  the 
writer  is  indebted  to  Austin  B.  Wilson.  In  view  of  the  additional  evi- 
dence here  offered  as  to  the  identification  of  the  nitride  constituent  by 
means  of  the  new  reagents,  it  would  seem  that  its  existence  and  the  fact 
of  its  having  been  found  in  nitrogenized  iron  and  steel  fusion  welds  could 
no  longer  be  questioned. 

H.  L.  Merring,*  Washington,  D.  C.  (written  discussion) — The 
author's  point  is  well  taken  in  regard  to  the  method  of  occurrence  of 
nitrogen  in  iron  and  steel;  that  is,  that  at  present  we  are  not  justified  in 
calling  the  typical  needles  iron  nitride.  If  iron  nitride  decomposes  above 
450°  C.  (and  one  author  puts  its  temperature  of  decomposition  as  low 
as  200°  C),  the  metal  would  not  be  sufficiently  plastic  below  that  tem- 
perature to  permit  the  iron  nitride  to  form  and  migrate  to  the  cleavage 
planes.  I  believe  that  the  needles  are  associated  with  some  critical  car- 
bon content. 

W.  E.  Ruder*^  has  given  a  review  of  the  literature  and  the  results  of 
some  investigations  on  a  vacuum-fused  electrolytic  iron  nitrogenized  in 
what  he  calls  pure  ammonia,  from  which  results  he  argues  that   the 

^*  T.  Murakami:  Note  on  the  Structure  of  Iron-carbon-chromium  Alloys.  Jnl. 
Iron  and  Steel  Inst.  (1919)  100,  447. 

*  Lieutenant  Commander,  U.  S.  Navy. 

»*  Cheyn.  &  Met.  Eng.  (March  3,  1920)  22,  399. 
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needles  are  iron  nitride  and  have  nothing  to  do  with  the  presence  or 
absence  of  carbon.  He  apparently  did  not  analyze  for  carbon  but  speaks 
of  pearlitic  appearing  patches  near  the  edge,  which  may  be  pearlite 
perhaps  containing  nitrogen.  He  shows  a  photograph  at  high  magnifica- 
tion of  a  similar  patch  in  a  weld  in  steel  which  does  not  exhibit  a  true 
pearlitic  structure  but  a  martensitic  appearance.  Might  this  not  be 
attributed  to  the  presence  of  nitrogen  and  perhaps  to  the  rate  of  cooling? 
He  found  in  his  nitrogenized  iron  sample  that  the  needles  appeared 
and  disappeared  on  heat  treatment,  a  temperature  of  700°  C.  and  slow 
cooling  being  necessary  to  cause  their  reappearance. 

Giolitti's  theory  of  the  crystallography  of  alpha  and  beta  iron  might 
be  applied  to  this  problem.  In  Fig.  13,  the  edge  of  this  sample,  which 
showed  0.40  to  0.90  per  cent,  carbon,  appears  to  contain  a  considerably 
greater  proportion  of  ferrite  than  would  be  expected  in  steel  of  this 
carbon  content.  Where  can  the  carbon  be  except  dissolved  in  the 
ferrite  either  as  carbon  or  carbide  held  in  solution  by  the  nitrogen? 
This  agrees  with  Andrew's  results  as  quoted  on  pages  262  and  269. 

Agreeing  with  Giolitti  that  the  crystalline  habit  of  beta  iron  is  massive 
and  that  of  alpha  iron  platelike,  and  that  the  beta  grains  tend  to  form  on 
the  low-carbon  areas  in  the  original  austenite  as  nuclei,  is  it  unreasonable 
to  suppose  that  the  larger  part,  if  not  all,  of  the  dissolved  carbon  is  in  the 
alpha  needles?  This  being  granted,  as  we  recede  from  the  edge  and  the 
percentage  of  total  carbon  drops,  and  more  beta  and  less  alpha  iron  come 
down,  the  proportion  of  carbon  to  iron  in  the  alpha  needles  increases 
until  they  are  reduced  to  needles  of  cementite  containing  nitrogen; 
Fig.  13  agrees  very  well  with  this  explanation.  The  pronounced  Wid- 
mannstattian  structure  at  the  edge  fades  away  gradually  to  the  typical 
needles,  and  it  is  not  incompatible  with  Ruder's  results,  provided  one 
grants  (as  he  does  not)  that  his  sample  contains  carbon. 

Mr.  Wheeler's  theory  of  the  erosion  of  guns  is  the  most  practical  to 
date  and  will  merit  a  most  thorough  investigation.  I  sec  no  reason  to 
question  the  assertion  that  nitrogen  renders  steel  austenitic  in  the  cold 
and  there  is  no  doubt  that  the  surface  hardness  of  austenite  can  be  greatly 
increased  by  cold  working. 

J.  S.  Vanick,*  Washington,  D.  C.  (written  discussion). — While  at 
ordinary  temperatures  nitrogen  is  generally  an  inert  gas,  at  the  tempera- 
tures at  which  the  author's  experiments  have  been  conducted  (650°  C), 
nitrogen,  evolved  from  its  compounds,  is  a  vigorously  active  element. 

The  term  iron  nitride  is  apparently  substituted  in  discussions  of  the 
structure  for  the  sake  of  brevity  and  convenience.  The  author  says  that 
a  stable  compound  (FeN'i)  forms  in  treating  iron  with  ammonia.  That 
this  compound,  in  its  free  state,  decomposes  at  450°  C.  need  not  discredit 

*  Metallurgist,  Fixed  Nitrogen  Research  Laboratory,  American  University. 
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its  occurrence  in  solution  in  iron  even  at  temperatures  up  to  the  melting 
point.  Recent  progress  in  the  study  of  fusion  welds  and  of  iron  exposed 
to  ammonia  gas  adds  to  our  knowledge'of  the  structural  appearance  of 
compounds  of  iron,  carbon  and  nitrogen.  Hydrogen  is  an  accessory  in 
the  case  of  ammonia  saturations  and  oxygen  is  an  accessory  in  the 
process  of  welding.  The  similarity  of  the  structure  resulting  from  the 
reactions,  in  each  case  establishes  the  presence  of  a  compound  of  iron  and 
nitrogen  formed  by  the  absorption  of  nitrogen  in  the  iron.  The  fact  that 
such  a  compound  does  occur  makes  the  item  of  molecular  composition  of 
secondary  importance. 

Since  nitrogen  combines  with  iron  to  form  a  compound  that,  under 
certain  conditions  of  heat  treatment,  appears  similar  to  the  iron-carbon 
eutectoid  (pearlite),  it  is  difficult  to  waive  the  probability  of  residual 
nitrogen  remaining  in  solution  and  accept  the  substitution  of  non- 
decarburization  or  the  re-appearance  of  hidden  carbide.  Would  a  com- 
plex compound  of  carbon,  iron,  and  nitrogen  release  its  nitrogen  upon 
heating  in  vacuo  at  1000°  C.  and  leave  a  carbon-iron  residue?  If  such 
were  the  case,  the  pearli tic  areas  of  Fig.  11  are  not  sufficiently  extensive 
to  represent  a  steel  containing  0.58  per  cent,  carbon,  neither  are  they 
similar  to  the  structure  of  nitrogenized  Norway  iron,  containing  0.64 
per  cent,  carbon.  An  explanation  of  the  difference  might  be  found  if 
decarburization  in  the  former  case  were  more  fully  considered. 

Heating  in  vacuo  at  1000°  C.  w^ould  induce  decarburization  as  well  as 
denitrogenization.  In  the  absence  of  specific  data  in  relation  to  denitro- 
genization,  it  is  difficult  to  form  a  connection  between  Figs.  5,  7,  11, 
amL12  that  would  support  denitrogenization  accompanied  by  the  appear- 
ance of  pearlite  rather  than  decarburization  accompanied  by  the  occur- 
rence of  a  pearlitic  appearing  nitrogen  compound.  In  view  of  this 
possibility,  the  analysis  of  the  specimens  helps  in  the  solution  of  the 
problem.  The  table  of  carbon  determinations  given  appears  to  justify, 
to  a  great  extent,  the  proclamation  of  decarburization. 

Figs.  14  and  15  illustrate  the  tabular  structure  of  iron-carbon-nitrogen 
compounds;  it  would  be  interesting  to  follow  such  a  structure  through 
the  temperature-vacuum  treatments. 

The  association  of  the  erosion  of  guns  with  the  nitrogenization  theory, 
is  worthy  of  further  study.  If  a  gun  had  a  lining  of  very  low  carbon 
steel,  the  nitrogenization  of  the  bore  might  be  followed  by  the  structural 
changes  that  have  been  so  closely  identified  with  the  occurrence  of 
iron-carbon-nitrogen  compounds  in  steel.  This  method  should  survive, 
provided  that  the  penetration  by  the  gases  exceeds  the  deformation  by 
the  shell.  The  perfection  of  sensitive  analytical  methods  would  like- 
wise tend  to  provide  a  means  toward  obtaining  decisive  evidence. 

O.  A.  Knight,  State  College,  Pa. — The  Watertown  Arsenal,  some  time 
before  Mr.  Wheeler  was  employed  there,  conducted  an  investigation  of 
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the  erosion  of  two  10-in.  rifles.**  At  the  conclusion  of  that  investigation 
I  was  convinced  that  nitrogen  played  a  rather  important  part  in  the 
erosion  of  guns  although  we  did  not  feel  that  sufficient  evidence  was  at 
hand  to  warrant  advocating  the  nitrogen  theory  of  erosion  then.  Later, 
Mr.  Wheelfer  conducted  this  series  of  experiments,  which  seem  to  confirm 
the  fact  that  nitrogen  plays  a  great  part.  In  the  investigations  which 
I  have  carried  out  since  leaving  the  Arsenal,  I  find  that  the  surface  layers 
produced  by  this  nitrogen  treatment  are  extremely  brittle  and  extremely 
fragile;  therefore  in  guns  the  physical  forces  that  exist  would  readily 
sweep  this  layer  away. 

A  study  of  Figs.  19  and  45  would  indicate  that  the  specimens  were  not 
mounted  before  polishing  for  microscopic  examination,  or  that  any  pre- 
caution was  taken  to  prevent  any  of  the  surface  layer  being  chipped  off 
during  the  grinding  and  polishing. 

On  page  286,  he  states:  "The  object  of  treating  a  large  number  of 
alloy  steels  20  hr.  in  NHs  at  650°  C,  and  in  some  cases  at  750°  C,  was  to 
observe  the  depth  of  the  case  formed  and  gather  an  idea  of  the  effect 
of  the  added  element  in  retarding  or  accelerating  this  reaction.  The 
method  is  far  from  quantitative.  For  instance,  two  steels  each  of  0.40 
per  cent,  carbon,  1.00  per  cent,  chromium,  one  of  0.20  per  cent,  vanadium, 
and  the  other  of  0.25  per  cent,  vanadium,  would  not  give  in  a  half-dozen 
experiments  consistent  results  as  regards  the  depth  of  penetration. 
Such  fine  distinctions  are  beyond  the  scope  of  this  method.  It  does, 
however,  give  a  broad  general  idea  of  the  effect  of  different  famil  iesof 
elements."  » 

In  my  investigations  I  found  it  absolutely  essential  to  mount  all 
specimens  in  a  low  melting-point  alloy  before  polishing  in  order  to  retain 
the  extremely  brittle  outside  surface  layers;  then  an  even  uniform  case 
will  be  formed  when  steels  of  similar  composition  are  given  the  same 
ammonia  treatment.  At  least  this  holds  for  plain  carbon  steels,  from  a 
very  low  per  cent,  carbon  to  considerably  above  the  eutectoid  per  cent. 

Every  specimen  that  was  not  mounted  before  polishing  showed  the 
same  irregular  cases  as  Mr.  Wheeler's.  I  therefore  believe  the  conclusion 
quoted  to  be  in  error. 

J.  W.  RiCHAKDS,*  South  Bethlehem,  Pa. — The  rapid  erosion  of  guns 
was  of  great  interest  during  the  war  and  undoubtedly  it  will  be  the 
subject  of  interesting  investigations  until  the  reasons  are  found.  If 
this  nitrogen  compound  is  decomposable  at  a  low  temperature,  its  rapid 
decomposition  may  effect  a  surface  change  in  the  iron  or  steel. 


*^  Report  of  Tests  of  Metals,  etc.,  at  Watertown  Arsenal  for  year  ending  June  30, 
1917,  245. 

*  Professor  of  Metallurgy,  Lehigh  University. 


316  NITROGEN    IN    STEEL   AND   THE   EROSION   OF   GUNS 

O.  A.  Knight. — I  do  not  believe  the  nitrogen  compound  is  as  easily 
decomposed  as  we  might  think.  After  steel  has  been  heated  in  ammonia 
for  several  hours,  it  is  possible  to  decompose  the  compounds  formed 
by  heating  them  at  the  same  temperature  in  hydrogen.  It  takes, 
however,  a  much  longer  time  to  bring  back  the  normal  structure  by  the 
hydrogen  treatment  than  it  does  to  impart  the  structure  by  the  ammonia 
treatment.  The  same  length  of  time  in  hydrogen  gas  will  not  completely 
remove  the  nitrogen  or  eliminate  the  structure  that  was  formed.  Anneal- 
ing at  considerable  lengths  of  time  does  not  decompose  the  compounds 
very  rapidly. 

H.  E.  Wheeler  (author's  reply  to  discussion). — I  have  been  asked 
to  describe  what  precautions  were  taken  to  prevent  the  surface  layers 
from  being  chipped  off  during  grinding  and  polishing.  A  few  of  the  thin 
sections  were  mounted  in  clamps  before  grinding.  Most  of  the  samples 
treated  in  ammonia  were  not  so  mounted,  the  shape  of  the  sample  making 
it  unnecessary.  Each  piece  was  slotted  with  a  saw  cut  before  treating, 
and  after  treating  the  piece  was  cut  in  two  perpendicular  to  this  slot  to 
expose  a  surface  for  examination.  The  "  case  "  so  formed  was  as  uniform 
as  the  frame  on  a  picture,  and  any  chipping  off  could  have  been  detected. 
As  some  of  the  samples  showed  marked  change  after  a  draw  as  low  as 
200°  C,  I  do  not  think  they  should  be  mounted  in  alloy. 

To  repeat,  my  work  led  me  to  the  conclusion  that  the  iron-carbon- 
nitrogen  system  is  not  essentially  different  in  its  metallography  from  the 
iron-carbon-nickel  system.  I  did  not  recognize  nor  identify  the  eutectic 
described  by  Doctor  Ruder,  but  a  eutectia  is  a  very  definite  thing  and 
if  it  can  be  produced  in  sample  of  iron  free  from  carbon  by  analysis  after 
treating,  the  iron-nitrogen  system  should  be  as  clearly  exposed  as  the  iron- 
phosphorus  system.  Cooling  curves  of  iron  carrying  varying  percentages 
of  eutectic  from  hyper  to  hypo  would  be  very  interesting.  Surely  iron 
nitride  does  not  crystallize  out  without  some  heat  effect.  I  am  still 
uncertain  whether  the  metallographic  distinctions  offered  between  this 
eutectic  and  pearlite  do  preclude  the  possibility  of  its  being  pearlite  with 
nitrogen  dissolved  in  the  eutectic  ferrite. 
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Effect  of  Sulfur  and  Oxides  in  Ordnance  Steel 

By  William  J.  Priestley,*  M.  E.,  South  Charleston,  W.  Va. 

(New  York  Meeting,  February,  1922) 

In  the  manufacture  of  gun  forgings  and  other  steel  parts  that,  in  serv- 
ice, are  subject  to  sudden  high  stresses  and  shocks,  it  is  most  desirable  to 
use  steel  possessing  the  greatest  toughness  and  ductility  possible  without 
sacrifice  of  strength.  In  order  to  obtain  this  condition,  it  is  necessary  to 
procure  steel  that  shows  the  highest  possible  elongation  and  reduction  of 
area  without  lowering  the  tensile  strength  and  elastic  limit.  Proper  heat 
treatment  of  the  steel  can  control  this  condition  within  certain  limits. 
When  heat  treatment  has  failed  to  produce  the  desired  results,  metal- 
lurgists have  used  steels  containing  molybdenum,  zirconium,  vanadium, 
chromium,  tungsten,  etc. 

The  purpose  of  this  paper  is  to  describe  a  method  by  which  these 
desired  physical  properties  may  be  procured — by  the  elimination  of 
certain  impurities  that  inherently  exist  in  steel  made  by  the  open-hearth 
process,  and  without  the  use  of  expensive  alloys. 

I  Design  of  Gun  Forgings 

In  the  manufacture  of  gun  forgings,  a  certain  elastic  limit  is  fixed  by 
the  designer,  and  the  walls  of  the  gun  are  made  of  the  proper  thickness, 
allowing  a  suitable  factor  of  safety  for  the  high  stresses  and  sudden  shocks 
that  occur  during  gun  firing.  The  elastic  strength  of  the  gun  is  about  1.4 
times  the  stress  set  up  at  any  point  along  the  bore  of  the  gun  during  firing 
with  the  maximum  powder  charge. 

As  the  stresses  set  up  in  the  walls  of  the  gun  during  firing  are  mostly 
''tangential,"  all  physical  tests  are  taken  in  this  direction.  Due  to  the 
length  of  the  forgings,  these  tangential  test  bars  are  always  taken  at  right 
angles  and  transverse  to  the  direction  of  flow  of  the  metal  in  forging. 
Furthermore,  test  bars  taken  across  the  grain  of  the  metal  will  more  fre- 
quently expose  defects  and  foreign  inclusions  in  the  steel  than  will  bars 


*  Steel  Superintendent,  U.  S.  Naval  Ordnance  Plant. 
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taken  in  the  direction  of  flow  of  the  luotal  in  forging.     Impurities  in  the 
steel  will  also  be  more  readily  detected  by  transverse^  test  bars. 

With  a  given  tensile  strength  and  elastic  limit,  a  steel  with  higher 
elongation  and  reduction  of  area  is  more  desirable  for  service  where 
sudden  stresses  and  great  shocks  are  encountered.  The  high  elongation 
denotes  ductility  and  the  high  reduction  of  area  denotes  toughness;  for  the 
purposes  just  mentioned,  these  properties  are  preferable  to  a  higher  ten- 
sile strength  and  higher  elastic  limit  with  a  lower  elongation  and  lower 
reduction  of  area. 

Results  Obtained  with  Electric  Steel 

Some  interesting  results  were  obtained  recently  in  the  manufacture 
of  heavy  ordnance  forgings  at  the  U.  S.  Naval  Ordnance  Plant, 
South  Charleston,  W.  Va.  The  steel  was  made  by  the  duplexing  process, 
in  which  cold  charges  of  pig  iron  and  scrap  were  melted  in  a  75-ton  basic 
open-hearth  furnace,  where  the  dephosphorizing  was  done,  and  subse- 
quently the  deoxidizing  and  desulf  urizihg  was  done  in  two  40-ton  basic- 
lined  electric  furnaces.  A  comparison  of  the  physical  results  obtained 
from  forgings  made  by  this  process  with  similar  forgings  made  directly  in 
an  acid  open-hearth  furnace  at  the  works  of  one  of  the  leading  industrial 
steel  plants,,  noted  for  high-grade  open-hearth  steel,  shows  that  the  steel 
with  the  lower  phosphorus  and  sulfur  has  the  greater  toughness  and 
ductility.  Transverse  tensile  test  bars  from  electric  steel,  though  having 
the  same  tensile  strength  and  elastic  limit  as  the  bars  from  the  open- 
hearth  steel,  have  a  much  greater  elongation  and  reduction  of  area. 

The  results  given  in  Tables  1  and  2  were  obtained  on  tangential  tensile 
test  bars.  All  forgings  received  a  green  annealing  before  machining;  after 
machining  they  were  quenched  and  drawn.  For  the  results  given  in 
Table  2,  it  was  impossible  to  procure  comparative  results  from  open- 
hearth  or  electric  steel  made  in  private  industrial  plants.  The  first 
impression  on  comparing  these  results  is  that  the  higher  elongation  and 
reduction  of  area  are  due  to  the  low  phosphorus  and  sulfur,  as  shown  by 
the  chemical  analysis;  all  the  other  elements  are  approximately  alike. 

Effect  of  Phosphorus 

It  would  be  difficult  to  draw  any  comparison  between  the  open- 
hearth  and  electric  steel  in  regard  to  the  phosphorus  content.  This 
element  is  in  soUd  solution  with  the  iron  as  a  phosphide  and  the  per- 


^  Tensile  test  bars  referred  to  here  a£  transverse  are  taken  from  the  forging  in  such 
a  manner  that  their  axes  are  at  right  angles  to  the  direction  of  flow  of  the  metal  in 
forging.  In  the  specifications  for  gun  forgings,  bars  of  this  kind  are  referred  to  as 
"tangential."  The  axis  of  a  "longitudinal"  test  bar  is  parallel  to  the  direction  of 
flow  of  the  metal  in  forging. 
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ccntages  arc  too  small  in  both  the  open-hearth  and  the  electric  steel 
to  denote  any  difference  even  with  a  microscope.  The  lower  phosphorus 
in  the  electric  steel  might  have  a  slight  effect  on  the  elongation,  due 
to  producing  a  somewhat  smaller  grain  and  decreased  brittleneas  in 
the  steel. 

Effect  of  Sulfur 

It  has  been  stated  by  a  recognized  authority  on  the  manufacture  of 
steel  that  "the  effect  of  sulfur  on  the  cold  property  of  steel  has  not 
been  accurately  determined  but  it  is  certain  that  it  is  unimportant. 
In  common  practice,  the  content  varies  from  0.02  to  0.10  per  cent,  and, 
within  these  limits,  it  has  no  appreciable  influence  on  the  elastic  ratio  and 
the  elongation  or  the  reduction  of  area.''  This  statement  probably 
relates  to  commercial  steels  tested  longitudinally.  In  this  case  the 
sulfur,  in  the  form  of  manganese  sulfide,  has  been  drawn  out  into  thin 
shreds  in  the  direction  of  forging  or  rolling  and  is  not  so  easily  noticed  in 
the  results  of  longitudinal  test  bars  as  it  would  be  in  the  case  of  transverse 
bars.  With  the  overbalancing  amount  of  manganese  present  in  all  the 
steels  referred  to  in  this  article,  probably  no  iron  sulfide  is  present  in  the 
steel  for  none  of  the  ingots  showed  any  signs  of  tearing  during  forging. 
Steel  containing  iron  sulfide  is  known  to  tear  in  forging  and  is  termed 
"hot  short"  by  steel  workers.  Manganese  sulfide  has  been  described  as 
being  present  in  the  ingot  in  the  form  of  small  globules  between  the  grains 
of  the  metal.  Having  about  the  same  fusing  point  as  the  metal,  these 
inclusions  become  equally  plastic  when  the  ingot  is  heated  for  forging 
and  are  drawn  out  into  long  thin  shreds — ^just  as  slag  is  drawn  out  in 
wrought  iron.  If,  however,  the  amount  of  manganese  sulfide  present  is 
not  enough  to  form  these  globules,  these  shreds  will  not  be  developed  in 
forging  and  transverse  test  bars  will  show  as  good  results  in  elongation 
and  contraction  as  longitudinal  bars. 

The  following  test  bars  were  taken  from  a  piece  of  steel  resembling 
that  shown  in  Fig.  3.  Two  of  the  bars  were  drilled  longitudinal  with  the 
forging  and  the  other  two  tangential.  They  were  given  exactly  the  same 
heat  treatment,  quenched  at  1425°  F.,  and  drawn  at  1200°  F.;  the  results 
were  as  follows . 

Tbnbilb    Elastic  Reduo 

Stbkngth.    Limit,  Elonqa-  tion  of 

Lb.Pbb      Lb.Peb  tion.  Per  Abba, 

Sq.  In.        Sq.  In.  Cent.  Per  Cent.              Fracture 

Tangential 111,500    55,500       21.3        44.5      Silky  lipped 

Tangential 108,500    58,000       20. 9        40. 2     Irregular  and  woody 

Longitudinal 109,600    58,500       24. 1        55. 8     One-half  cupped  silky 

Longitudinal 109,400    59,700       24 . 1        56 . 3     Three-fourths  cupped 

silky. 

It  will  be  noted  that  the  tensile  strength  and  elastic  limit  are  prac- 
tically equal  in  the  tangential  and  longitudinal  bars,  but  the  non-metallic 
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enclosures  in  the  steel  caused  the  tangential  bars  to  show  a  lower  elonga- 
tion and  lower  contraction  than  the  longitudinal  bars. 

Effect  of  Oxygen 

There  is  nothing  in  the  usual  chemical  analysis  to  show  how  much 
oxygen  is  present  in  steel.  It  exists  in  small  amounts  in  even  the  best 
steel  and  has  bad  results.  In  large  amounts,  it  produces  tearing  during 
forging  or  rolUng,  and  when  cold  is  brittle  under  shock.  If  present  in 
steely  it  is  probably  in  the  form  of  iron  and  manganese  oxides  and  silicates. 
Oxygen  is  most  prevalent  in  basic  open-hearth  steel.  Where  non-metallic 
enclosures  are  great  enough  to  analyze,  they  have  been  reported  to  show 
the  following  composition:  SiOa  50  per  cent.,  MnO  30  to  40  per  cent. 
AUOs  7  to  18  per  cent.,  FeO  trace.  In  the  acid  open-hearth  furnace 
a  more  effective  reaction  between  the  slag  and  the  steel  tends  to  deoxidize 
the  steel  more  thoroughly.  This  cannot  be  done  completely  on  account 
of  the  air  present  in  the  acid  open-hearth  furnace. 

A  condition  exists  in  the  basic  electric  furnace  which  cannot  exist 
in  the  basic  or  the  acid  open-hearth  furnaces.  With  a  reducing  atmos- 
phere in  the  furnace,  it  is  possible  to  form  a  calcium  carbide  slag  free 
from  metalUc  oxides;  with  constant  rabbling  of  the  bath,  any  oxides 
in  the  steel  will  rise  to  the  slag,  where  they  are  reduced  by  the  carbon 
present.  The  iron  and  manganese  are  returned  to  the  bath,  and  the 
resulting  carbon  monoxide  is  Uberated  to  the  atmosphere  of  the  furnace. 
Unless  the  slag  and  bath  are  free  from  oxygen,  it  would  be  impossible 
to  maintain  a  carbide  slag;  and  unless  the  slag  and  bath  were  thoroughly 
deoxidized,  it  would  be  impossible  to  retain  the  sulfur  in  the  slag  as 
calcium  sulfide. 

Hence,  the  conditions  that  bring  about  the  elimination  of  sulfur 
from  the  steel  guarantee  that  oxides  and  other  non-metallic  impurities 
have  also  been  eliminated.  This  is  demonstrated  in  the  case  of  the  last 
two  forgings  in  Table  1.  While  the  forgings  were  made  by  the  electric 
refining  process  in  different  steel  plants,  the  test  bars  of  steels  containing 
the  higher  sulfur  show  no  better  results  than  the  forgings  made  by  the 
acid  open-hearth  process.  The  photomicrograph  of  the  electric  steel 
with  high  sulfur,  Fig.  3,  reveals  more  enclosures  than  the  electric  steel 
with  low  sulfur. 

Photomicrographs  of  Open-hearth  and  Electric  Steel 

Photomicrographs  have  been  taken  of  bars  picked  at  random  from 
each  of  the  three  classes  of  steels  described.  The  polished  surface  of 
these  bars  was  parallel  to  the  direction  of  forging.  One  set  of  photo- 
micrographs was  taken  at  25  diameters,  so  as  to  include  as  many  enclo- 
sures as  possible  and  to  show  their  distribution.    A  second  set  was 
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taken  at  200  magnificatioiis,  to  show  the  formation  of  the  enclosures. 
It  will  be  noted  that  the  non-metallic  enclosures  in  the  steel  with  low 
sulfur  and  highest  elongation  and  reduction  of  area  are  smaller  than  in  the 
steel  with  higher  sulfur  content  and  the  lowest  elongation  and  reduction 
of  area.  All  the  enclosures  in  the  low-sulfur  steel  seem  to  be  of  the  same 
kind,  whereas,  in  the  acid  open-hearth  and  electric  steel  with  higher 
sulfur,  there  are  two  types — the  small  round  ones  and  those  that  were 


Fro,  1. — Acid  opbn-heabth  steel,    a,  Unetched,  x25;  6,  unetched,   x200. 

elongated  and  drawn  out  in  forging.  The  light  colored  elongated 
enclosures  in  the  acid  open-hearth  steel  are  probably  a  mixture  of  man- 
ganese sulfide,  oxides,  and  silicates. 

Fig,  1  shows  a  longitudinal  section  taken  from  an  acid  open-hearth 
steel  forging  1 1  in.  in  diameter,  28  ft.  long,  7^  in.  bore,  weighing  6000  lb., 
having  the  following  chemical  analysis:  Carbon  0.35  per  cent.,  manganese 
0.68  per  cent.,  silicon  0.240  per  cent.,  phosphorus  0.040  per  cent.,  sulfur 
0.053  per  cent.,  nickel  3.00  per  cent.  Physical  teats  on  tangential  test 
bars  gave  the  following  restUts: 
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Sa.  In. 

BM 101,700 

BI 101,500 

MO 96,800 

MM 97,100 

Required  by  speci- 

ficationa 90,000 


75,600 

18.1 

36.8 

Woody 

77,300 

20.5 

38.6 

One-half  cup  woody 

G5,200 

18.1 

32.4 

Woody,  streaked 

63,400 

18.0 

37.1 

Irregular,  wooity 

FiQ.  2. — Electric  stbbl  with  low  .'julfur.     a,  Unetched,  X25;  6,  unetcrrd, 


This  forging  was  green  annealed  at  1600°  F.,  rough  machined  and 
quenched  at  1450°  F.,  and  drawn  to  1200°  F.  The  elongated  enclosures 
or  shreds  follow  the  direction  of  forging.  A  tensile  bar  taken  transversely, 
or  across,  these  enclosures  will  show  a  lower  elongation  and  lower  reduc- 
tion of  area  than  if  these  impurities  were  not  present.  No  aluminum  was 
added  to  this  steel  in  the  open  hearth.  This  enclosure  is  much  lighter 
than  that  in  the  electric  steel.  It  did  not  pull  apart  in  forging  and  appears 
to  have  been  more  plastic  and  probably  contains  more  manganese  sulfide 
than  either  of  the  other  two  specimens,  Figs.  2  and  3. 
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In  Fig.  2  is  shown  a  longitudinal  section  taken  from  a  low-sulfur 
electric  steel  forging  11  in.  in  diameter,  28  ft.  long,  7J^  in.  bore,  weighing 
6000  lb.,  having  the  following  chemical  analysis:  Carbon  0.28  per  cent., 
manganese  0.74  per  cent.,  silicon  0.140  per  cent.,  phosphorus  0.011  per 
cent.,  sulfur  0.006  per  cent.,  nickel  2.81  per  cent.  Physical  tests  on 
tangential  test  bars  gave  the  following  results: 


a  h 

Fig.  3. — Basic  electric  steel  made  during  the  war  in  private  industrial 

PLANT,     a,  Unetched,   X25;  6,  unetched,  X200. 


Tensile 

Strexoth, 

Lb.  Per 

Sq.  In. 

BM 92,800 

BI 93,400 

MO 94,200 

MN 97,400 

Required  by  speci- 
fications      90,000 


Elastic 

Limit, 

Lb.  Per 

Sq.  In. 

67,700 
67,500 
67,100 
72,900 


55,000 


Elonqa-     Reduction 
TioN,  or  Area, 

Per  Cent.    Per  Cent. 


26.4 
26.9 
24.9 
23.8 


18.0 


64.5 
64.7 
56.5 
54.9 


30.0 


Fracture 

One-half  cup  silky 
Silky  lipped 
Silky 

Three-fourths    cup 
silky 


This  forging  wa^  green  annealed  at  1600°  F.,  rough  machined  and 
quenched  at  1450°  F.,  and  drawn  to  1190°  F. 
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The  elongated  enclosures  found  in  the  acid  open-hearth  steel  are  lack- 
ing. Transverse  test  bars  show  high  elongation  and  high  reduction  of 
area  with  no  decrease  in  tensile  strength  and  elastic  limit.  No  aluminum 
was  added  to  this  steel  in  the  melt  shop. 

Fig.  3  shows  a  longitudinal  section  taken  from  a  basic  electric  steel 
forging  9  in.  in  diameter,  28  ft.  long,  53^  in.  bore,  weighing  4000  lb.,  hav- 
ing the  following  chemical  analysis:  Carbon  0.41  per  cent.,  manganese 
0.48  per  cent.,  siUcon  0.168  per  cent.,  phosphorus  0.026  percent.,  sulfur 
0.029  per  cent.,  nickel  2.60  per  cent.  Physical  tests  in  tangential  test 
bars  gave  the  following  results: 

Tensilb  Elastic 

Strength,  Limit.  Elonoa-  Reduction 

Lb.  Per  I^.  Per  tion,  of  Area, 

Sq.  In.  Sq.  In.  Per  Cent.  Per  Cent.  Fracture 

BM 93,100  61,900  21.1  44.7  Silky  cup 

BI 91,600  63,800  16.3  33.4  Woody  shear 

MO 90,000  61,900  23.6  45.0  Slightly  woody 

MM 90,300  64,300  24 . 2  45 . 3  Woody,  crystalline 

BID 90,100  62,100  22 . 5  42 . 0  SUghtly  woody 

Physical     require- 
ments   90,000  55,000  18.0  30.0 

This  forging  was  green  annealed  at  1600°  F.,  rough  machined  and 
quenched  at  1450°  F.,  and  drawn  to  1220°  F. 

Elongated  enclosures  similar  to  those  found  in  the  acid  open-hearth 
steel  are  equally  prominent  but  not  so  numerous.  They  are  darker  in 
color  and  the  fact  that  they  pulled  apart  indicates  that  they  are  more 
brittle.  These  inclosures  are  probably  silicates  of  iron,  manganese 
or  aluminum.  From  4  to  6  oz.  of  aluminum  per  ton  of  steel  was 
added  to  the  bath  in  the  electric  furnace,  on  the  end  of  a  rabble  iron, 
just  before  tapping. 

Manufacture  of  Steel  at  Naval  Ordnance  Plant 

From  the  foregoing  physical  results  and  substantiating  data,  it  is  evi- 
dent that  the  presence  of  sulfur,  oxides,  and  other  non-metallic  enclosures 
are  detrimental  to  the  ductility  and  toughness  of  steel.  Where  the  best 
quality  of  steel  is  required,  it  is  necessary  to  keep  these  impurities  to  a 
minimum.  The  basic  open-hearth  furnace  eliminates  the  phosphorus  but 
only  slightly  reduces  the  sulfur;  the  oxides  must  be  eliminated  by  the  addi- 
tion of  deoxidizers,  such  as  ferromanganese,  ferrosilicon,  aluminum,  etc., 
which  are  sometimes  added  to  the  open-hearth  furnace  and  rabbled  after 
the  air  is  shut  off,  but  more  frequently  are  added  to  the  metal  in  the  ladle. 
If  added  in  the  ladle,  the  reactions  are  incomplete  and  the  products  of 
combustion  remain  suspended  in  the  steel,  forming  harmful  non-metallic 
inclusions.  Gun  f orgings  and  other  ordnance  material,  where  transverse 
tests  are  required,  have  never  been  successfully  made  from  basic  open- 
hearth  steel.     The  bars  generally  fail  in  elongation  And  reduction  of  area 
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tests,  because  of  the  presence  of  these  inclusions.     They  generally  break 
with  a  laminated  and  woody  fracture. 

The  acid  open-hearth  furnace  is  better  for  making  steel  free  from 
oxides  and  non-metallic  impurities,  and  ordnance  forgings  have  been 
obtained  from  acid  open-hearth  steel.  While  neither  phosphorus  nor 
sulfur  can  be  eliminated  in  this  furnace,  the  amount  of  these  impurities 
may  be  kept  down  by  the  selection  of  high-grade  scrap  and  pig  iron.  The 
oxides  may  be  largely  eliminated  by  the  eflfective  reaction  between  the  slag 
and  the  steel. 

The  method  of  making  steel  at  the  U.  S.  Naval  Ordnance  Plant  aims 
for  the  elimination  of  phosphorus,  sulfur,  and  oxides.  The  metallic 
charge  of  the  open-hearth  furnace  consists  of  40  per  cent,  basic  pig  iron  and 
60  per  cent,  miscellaneous  scrap,  including  turnings,  crop  ends,  etc.;  up  to 
8  per  cent,  of  limestone  is  added  with  the  charge  and  sufficient  ore  to  lower 
the  carbon  to  approximately  0.20  to  0.25  per  cent.,  which  is  slightly  below 
the  amount  required  in  the  finished  steel. 

The  pig  iron  has  the  following  approximate  analysis:  Carbon  3.50  to 
4.00  per  cent.,  manganese  0.95  per  cent.,  sihconO.65  per  cent.,  phosphorus 
0.15  per  cent,  and  sulfur  0.04  to  0.05  per  cent.  The  crop  ends  are  usually 
low  in  phosphorus  and  sulfur,  being  the  discard  from  ingots  made  at  this 
plant  by  the  electric  refining  process.  The  miscellaneous  scrap,  consisting 
of  boiler  plate,  pimchings,  and  turnings,  averages  approximately  0.04  to 
0.05  per  cent,  phosphorus  and  sulfur. 

The  Umestone  shows  the  following  analysis:  Si02  1.43  per  cent., 
Fe203  +  AI2O3  0.60  per  ceut-,  CaCOa  97.54  per  cent.  A  small  quantity 
of  fluorspar  added  to  the  slag  has  a  negligible  effect  upon  the  analysis. 

The  average  analysis  of  the  final  slag  taken  from  the  open-hearth 
furnace  on  nineteen  consecutive  heats  just  before  tapping  is  as  follows: 
Si02  15.43  per  cent.,  FeO  19.27  per  cent.,  AI2O3  3.66  per  cent.,  MnO  8.02 
per  cent.,  CaO  45.02  per  cent.,  MgO  6.37  per  cent.,  P2O6 1.80  per  cent.,  S 
0.031  per  cent. 

The  average  analysis  of  the  steel  prior  to  tapping  these  same  heats  was 
as  follows:  Carbon  0.23  per  cent.,  manganese  0.26  per  cent.,  silicon 
0.010  per  cent.,  phosphorus  0.007  per  cent.,  sulfur  0.015  per  cent.,  nickel 
0.66  per  cent.,  chromium  0.00  per  cent.  After  it  is  tapped  from  the  open- 
hearth  furnace  into  a  75-ton  ladle,  the  steel  is  teemed  through  a  2^  in. 
nozzle  into  two  40-ton  basic  electric  furnaces  for  deoxidizing  and  finishing. 
Usually  2  lb.  of  50-per  cent,  ferrosiliconand  3  oz.  of  aluminum  for  every  ton 
of  steel  tapped  from  the  open  hearth  are  added  to  the  ladle,  to  take  up  any 
oxygen  present,  which  might  lower  the  carbon  content  while  the  steel  was 
in  the  ladle. 

An  average  analysis  of  the  slag  left  in  the  ladle  from  the  nineteen 
heats,  after  teeming  into  the  40-ton  furnace  was  as  follows:  Si02  17.27 
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per  cent.,  FeO  18.32  per  cent.,  AljOa  5.75  per  cent.,  MnO  7.84  per  cent., 
CaO  42.79  per  cent.,  MgO  8.15  per  cent.,  P2O5  1.65  per  cent.,  S  0.028 
per  cent. 

The  average  analysis  of  the  metal  as  teemed  into  the  electric  furnaces 
from  the  open  hearth  on  the  same  heats  was  as  follows:  carbon  0.20  per 
cent.,  manganese  0.23  per  cent.,  silicon 0.037  per  cent.,  phosphorus,  0.007 
per  cent.,  sulfur  0.016  per  cent.,  nickel  0.67  per  cent.,  chromium  0.00 
per  cent.  Both  the  furnace  and  the  ladle  slags  show  a  sUght  increase  in 
silica  and  alimiina,  which  may  be  caused  by  the  addition  of  the  ferro- 
silicon  and  aluminum  into  the  ladle.  Some  of  these  same  elements  may 
have  been  washed  from  the  sides  of  the  ladle  and  floated  up  into  the  slag. 
A  comparison  of  the  steel  analysis  will  show  that  the  silicon  increased 
slightly;  also,  that  there  was  a  slight  drop  in  carbon  and  manganese  while 
the  steel  was  in  the  ladle.  The  average  phosphorus  content  of  the  charge 
into  the  open  hearth  was  about  0.08  per  cent.,  because  of  the  compara- 
tively low  phosphorus  in  the  crop  ends. 

After  teeming  the  molten  open-hearth  steel  into  the  40-ton  electric 
furnaces,  a  new  slag  is  made  up  of  burned  lime,  fluorspar,  'and  ground 
coke.  This  represents,  in  weight,  about  3  per  cent,  of  the  metal  charged 
and  is  added  from  time  to  time,  depending  on  the  condition  of  the  bath 
and  the  consistency  of  the  slag.  The  operation  from  now  on  is  a  deoxi- 
dizing one.  Under  normal  conditions,  the  bath  is  held  from  3  to  5  hr. 
in  a  reducing  atmosphere.  The  burned  lime  used  in  making  up  the  new 
slag  from  the  electric  furnace  showed  the  following  analysis:  Si02  2.50 
per  cent.,  Fe203  +  AI2O3  1.50  per  cent.,  CaO  68  per  cent.,  MgO  20  per 
cent.;  loss  on  ignition  8  per  cent.  The  MgO  content  is  higher  than  usual, 
but  a  local  lime  is  used  for  economic  reasons;  regular  practice  limits 
the  MgO  content  to  5  per  cent. 

The  final  slag  from  the  electric  furnaces,  after  finishing  the  steel, 
showed  the  following  approximate  analysis  on  six  consecutive  heats: 


SiOs, 

Per 

Cent. 

Fb, 

Per 

Cent. 

AljOi, 

Per 

Cent. 

Mn. 

Per 

Cent. 

CaO. 
Per 
Cent. 

MoO, 
Per 
Cent. 

P. 
Per 
Cent. 

s. 

Per 
Cent. 

CaCs. 
Per 
Cent 

15.10 

0.64 

1.98 

0.27 

58.24 

16.13 

0.020 

0.281 

1.23 

8.16 

0.70 

3.32 

0.11 

64.01 

16.98 

0.067 

0.281 

1.14 

11.97 

0.66 

1.74 

0.53 

57.95 

14.53 

0.082 

0.188 

0.97 

9.20 

0.58 

4.39 

0.40 

61.76 

12.77 

0.044 

0.360 

1.31 

4.32 

0.74 

2.63 

0.14 

63.11 

16.21 

0.016 

0.393 

1.30 

17.60 

0.49 

3.26 

1.05 

58.32 

13.28 

0.030 

0.337 

1.33 

The  high  MgO  in  these  slags  comes  from  the  high  MgO  in  the  lime 
used.  The  low  sulfur  is  caused  by  the  low  sulfur  in  the  charge.  The 
high  basicity  of  this  slag  and  its  freedom  from  metallic  oxides,  compared 
with  the  slag  from  the  open-hearth  furnace,  should  be  noted.  Unless 
the  slag  and  steel  are  thoroughly  deoxidized,  it  would  be  impossible  to 
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form  the  carbide  slag;  without  such  a  slag,  it  would  be  impossible  to 
eliminate  the  sulfur  from  the  steel. 

The  finished  steel  on  these  same  six  heats  showed  the  following 
analysis: 


Cakbon, 
Peb  Cent. 

Manqanesb, 
Per  Cent. 

Silicon, 
Per  Cent. 

Nickel, 
Per  Cent. 

Phosphorus. 
Per  Cent 

SlTLKUR, 

Per  Cent. 

0.32 

0.71 

0.250 

0.36 

0.022 

0.009 

0.36 

0.74 

0.241 

3.03 

0.013 

0.008 

0.29 

0.74 

0.238 

2.78 

0.010 

0.007 

0.35 

0.71 

0.200 

0.31 

0.013 

0.008 

0.38 

0.67 

0.210 

2.97 

0.010 

0.008 

0.30 

0.78 

0.215 

2.83 

0.013 

0.010 

The  low  sulfur  in  the  final  slag  denotes  the  possibility  of  removing 
a  greater  amount  from  a  steel  of  higher  sulfur  content  from  the  open 
hearth.  This  would  result  from  using  a  lower  grade  of  scrap  and  pig 
iron  with  higher  sulfur  content  in  making  up  the  charge  for  the  open- 
hearth  furnace.  This  might  occur  in  plants  where  miscellaneous  scrap 
is  purchased  in  the  open  market  and  where  crop  ends  are  not  so  low  in 
sulfur  as  those  at  this  plant. 

Description  of  Reactions 

The  reducing  atmosphere  and  high  temperature  existing  in  the  elec- 
tric furnace  permit  the  following  reactions:  When  the  molten  steel 
comes  from  the  open  hearth,  it  contains  oxides,  principally  in  the  form 
of  FeO  and  MnO.  As  the  MnO  is  less  soluble  in  the  molten  metal  than 
the  FeO,  it  rises  to  the  slag,  which  has  been  added  on  top  of  the  steel  as 
teemed  into  the  electric  furnace.  This  slag  contains  CaO  and  C.  As 
the  MnO  rises  to  the  slag,  the  following  occurs : 

MnO  +  C  =  Mn  +  CO  (l) 

The  Mn  goes  back  to  the  bath  and  the  CO  is  liberated  as  a  gas.  When 
the  Mn  goes  back  to  the  bath,  the  following  reaction  takes  place: 

FeO  +  Mn  =  Fe  +  MnO  (2) 

Reaction  (1)  again  takes  place.  When  this  reaction  is  complete  and 
all  metallic  oxides  eliminated  from  the  slag,  another  reaction  between 
the  lime  and  carbon  takes  place,  in  which  calcium  carbide  is  formed: 

CaO  +  3C  =  CaCj  +  CO  (3) 

This  reaction,  however,  will  not  be  stable  as  long  as  there  is  a  migra- 
tion of  either  MnO  or  FeO  from  the  bath  to  the  slag.  In  this  case, 
the  following  occurs : 

CaCz  +3MnO  =  CaO  +  3Mn  +  2C0  (4) 

or 

CaCs  +  3FeO  =  CaO  +  3Fe  +  2C0  (5) 
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As  long  as  the  slag  retains  its  carbide  condition  after  repeated  rabbling, 
it  may  be  assumed  that  the  bath  has  been  freed  from  oxides.  When 
reaction  (3)  becomes  stable,  it  is  possible  to  eliminate  the  sulfur  from 
the  steel. 

The  sulfur  is  present  as  FeS  and  MnS.  As  calcium  has  a  greater 
affinity  for  sulfur  than  either  Fe  or  Mn,  its  presence  in  the  slag  causes 
the  following  reaction: 

3FeS  +  CaCz  +  2CaO  =  3Fe  +  3CaS  +  2C0  (6) 

and 

3MnS  +  CaC2  +  2CaO  =  3Mn  +  3CaS  +  2C0  (7) 

The  Fe  and  Mn  return  to  the  bath,  the  CO  goes  off  as  a  gas,  while 
the  CaS  is  held  in  the  slag.  If  for  any  reason  the  slag  should  take  up 
any  metallic  oxide,  the  conditions  expressed  in  equations  (6)  and  (7) 
would  be  reversed  and  the  calcium  would  give  up  the  sulfur  as  follows : 

CaS  +  FeO  =  FeS  +  CaO  (8) 

or 

CaS  +  MnO  =  MnS  +  CaO  (9) 

A  simple  test  for  the  presence  of  CaC2  in  the  slag  may  be  made  by 
sprinkling  water  on  the  slag,  when  acetylene  gas  will  be  given  off  as  a 
result  of  the  following  reaction: 

CaC2  +  H2O  =  CaO  +  C2H2 

Conclusions 

The  manufacture  of  ordnance  forgings  from  electric  steel  is  not  an 
innovation.  It  was  tried,  during  the  war,  in  a  number  of  plants.  Some 
of  these  plants  were  not  so  successful  as  others,  probably  because  the 
managers  were  not  suflBiciently  experienced  in  the  many  other  phases 
of  manufacture  necessary  in  the  making  of  ordnance  forgings. 

Steel  made  in  an  electric  furnace  will  not  be  of  the  best  quality  unless 
all  operations  and  reactions  are  preformed  completely  and  satisfactorily. 
Electric  steel  with  its  greater  freedom  from  oxides  and  non-metallic 
impurities  is  more  uniform,  more  homogeneous,  and  more  dense  than 
ordinary  open-hearth  steel,  and  if  it  is  cast  at  too  high  a  temperature 
or  chilled  beyond  a  certian  point  in  the  mold,  incipient  cracks  will  develop. 
These  minute  cracks  are  radial  and  are  most  frequently  found  near  the 
center  of  the  ingot  or  forging.  Numerous  electric-steel  plants  working 
on  ordnance  material,  during  the  war,  were  troubled  with  these  de- 
fects, which  from  their  physical  appearance  in  test  bars  were  called 
"snow  flakes." 

A  diversity  of  opinion  has  always  existed  between  the  leading  ord- 
nance steel  plants  regarding  the  method  of  teeming  steel  into  the  molds. 
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Some  have  consistently  adhered  to  bottom  pouring  while  others  have 
claimed  better  results  from  top  pouring  direct,  or  through  funnels 
or  boxes.  The  method  apparently  makes  little  difference  if  the  steel 
is  placed  in  the  mold  at  the  proper  temperature  and  has  been  properly 
cleansed  before  teeming.  Top  pouring  direct  obviates  the  danger  of 
getting  runner  brick  into  the  ingot,  which  frequently  occurs  in  the  case 
of  bottom  pouring.  It  also  obviates  the  danger  of  sand  washing  into 
the  molds  with  the  metal  from  the  funnel  or  box.  Bottom  pouring 
will  give  a  better  surface  on  the  ingot  and  for  some  purposes  may  be 
more  dedirable. 

DISCUSSION 

Harry  T.  Morris,*  Bethlehem,  Pa. — Was  this  armor  plate  forged 
in  both  directions?  Has  the  author  experimented  frequently  with 
transverse  and  longitudinal  bars  from  armor  plate  in  which  the  forging 
was  done  in  both  directions?  Has  he  found  that  irrespective  of  the 
content  of  sulfur,  up  to  0.06  per  cent.,  the  forging  in  both  directions,  for 
a  time  in  one  direction  and  for  another  time  at  right  angles,  produces 
reasonably  consistent  and  comparable  results  in  the  tensile  bars,  both 
transverse  and  longitudinal? 

William  J.  Priestley. — An  examination  of  the  photomicrographs 
of  the  armor  plate  made  of  electric  steel  will  show  that  the  inclusions 
are  approximately  the  same  magnitude  in  the  bars  taken  in  both  direc- 
tions, and  that  they  are  smaller  than  the  enclosures  in  the  other  armor 
plate.  It  would  be  expected  that  when  the  plate  was  forged  in  two 
directions,  the  inclusions  would  be  drawn  out  in  both  directions  and  they 
would  be  more  apparent  than  in  the  case  of  the  longitudinal  bar  taken 
from  the  plate  forged  only  in  one  direction. 

Figs.  4  and  5  are  photomicrographs  taken  from  transverse  and  longi- 
tudinal test  bars  from  a  heat-treated  armor  plate  of  foreign  manufacture, 
which  showed  very  poor  results  in  ballistic  tests.  Fig.  4  was  taken 
parallel  to  the  direction  of  forging  the  ingot  and  shows  the  non-metallic 
enclosures  in  the  steel  elongated.  The  physical  properties  of  this  bar, 
taken  at  right  angles  to  the  direction  of  forging,  showed  the  following 
characteristics:  Tensile  strength  111,000  lb.  per  sq.  in.;  elastic  limit, 
55,000  lb.  per  sq.  in. ;  elongation,  13.4  per  cent. ;  contraction,  23.9  per  cent. 

Fig.  5  was  from  a  longitudinal  test  bar  taken  parallel  to  the  direc- 
tion of  forging  the  ingot;  it  will  be  noted  that  the  impurities  are 
round  and  are  cross-sections  of  the  enclosures  as  shown  in  Fig.  4.  The 
results  of  the  physical  tests  on  this  bar  were  as  follows:  Tensile  strength, 
100,000  lb.  per  sq.  in.;  elastic  limit,  68,000  lb.  per  sq.  in.;  elongation, 
26.5  per  cent.;  contraction,  65.5  per  cent. 
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Flo.    4.— TRANSVERaB   TEST  B 


Fio.  5. — Long  1T0  DIN  A  I.  test  bar  from  foreiqn  heat-treated 
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Fig.  6. — Transverse  test  bar  from  green  annealed  electric  steel  armor 

PLATE.      X  25. 
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Fig.  7. — Longitudinal  test  bar  from  green  annealed  electric  steel  armor 

PLATE.      X  25. 
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Figs.  6  and  7  arc  from  transverse  and  longitudinal  test  bars  taken 
from  an  armor  plate  made  of  electric  steel  from  which  the  oxides  and 
non-metallic  enclosures  have  been  removed.  The  results  of  physical 
tests  on  the  transverse  test  bar  were:  Tensile  strength  101,500  lb.  per 
sq.  in.;  elastic  limit,  61,000  lb.  per  sq.  in.;  elongation,  26.5  per  cent.; 
contraction,  65.8  per  cent.  The  longitudinal  test  bar.  Fig.  7,  was  taken 
from  the  same  plate  as  the  transverse  bar  and  showed  the  following 
physical  properties:  Tensile  strength,  104,000  lb.  per  sq.  in.;  clastic  limit, 
57,000  lb.  per  sq.  in. ;  elongation,  25.3  per  cent.;  contraction,  63.5  per  cent. 

The  forgings  from  which  the  bars  shown  in  Figs.  6  and  7  were  taken 
were  only  green  annealed,  whereas  the  plates  from  which  the  other  bars 
were  taken  were  heat  treated.  It  will  be  noted  that  the  electric  steel, 
which  is  free  from  non-metallic  inclusions,  has  practically  the  same 
strength  and  ductility  in  two  directions,  whereas  the  steel  shown  in  Figs. 
4  and  5,  which  contains  a  greater  amount  of  non-metallic  inclusions,  has 
strength  and  ductility  only  in  one  direction  and  is  very  weak  and  lacks 
toughness  and  ductility  in  the  other  direction. 

C.  P.  Perin,  New  York,  N.  Y. — I  did  not  understand  that  was  the 
question;  I  thought  Mr.  Morris  asked  as  to  the  deleterious  effect  of  sulfur, 
although  the  steel  were  forged  in  both  directions,  whether  it  would  have  a 
bad  effect. 

Harry  T.  Morris. — I  asked  about  the  physical  results,  not  the 
photomicrographs.  It  is  not  to  be  disputed  that  if  the  sulfur  content  is 
three  times  as  high  in  one  piece  of  steel  as  in  another,  the  microscope 
might  show  more  inclusions  in  a  given  area  where  the  sulfur  is  high;  but 
the  thing  that  I  wanted  to  show  was  that  it  does  not  necessarily  follow 
that  specimens  from  a  piece  of  steel  containing  0.04  per  cent,  or  more 
sulfur  will  not  give  practically  equal  physical  properties  in  both  directions; 
that  is,  there  is  some  treatment  besides  the  elimination  of  sulfur  that 
will  give  it  equal  physical  properties  in  both  directions. 

W.  J.  Priestley. — We  have  tried  to  heat-treat  foreign  inclusions  out 
of  steel.  Some  melting  men  say  that  it  can  be  forged  out  and  some  say 
that  it  can  be  heat-treated  out,  but  I  have  never  seen  it  done,  nor  have 
I  seen  it  broken  up  or  scattered. 

Harry  T.  Morris. — The  question  of  sulfur  in  proportions  up  to  0.04, 
0.05,  0.06  per  cent,  is  an  important  one  in  all  kinds  of  steel,  and  there  are 
differences  of  opinion  among  engineers,  producers,  and  open-hearth  men 
as  to  the  effect  of  sulfur  up  to  0.05  or  0.06  per  cent.  Some  engineers, 
open-hearth,  and  electric-furnace  people,  and  steel  producers  will  not 
admit  that  a  steel  with  0.06  per  cent,  sulfur  is  not  necessarily  an 
inferior  steel. 

This  paper  seemed  to  indicate  that  if  an  armor  plate,  for  instance, 
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had  0.06  or  0.06  per  cent,  sulfur  (such  sulfur  is  not  shown  in  this  paper 
but  the  inference  might  be  drawn  by  those  not  familiar  with  this  subject) 
it  would  not  be  quite  as  good  as  one  with  0.03  per  cent,  sulfur.  I  do 
not  believe  that  the  actual  resistance  in  a  firing  test  (where  projectiles 
are  fired  against  armor  plate)  will  demonstrate  that  a  0.06  per  cent, 
sulfur  armor  plate  is  necessarily  poorer  than  one  with  a  0.03  per  cent, 
sulfur  content. 

James  H.  Gray,*  New  York,  N.  Y. — When  I  first  read  this  paper, 
I  thought  the  author  had  found  a  decided  difference  in  the  quality  of  the 
steel,  getting  transverse  tests  practically  equal  to  longitudinal  tests  in 
gun  steel  forged  in  only  one  direction.  It  seemed  as  if  there  was  a  differ- 
ence between  0.025  per  cent,  sulfur  in  certain  electric  steels  and  under  0.01 
per  cent,  in  the  author's  steel.  The  author  seems  to  prefer  low  sulfur 
because  it  is  an  indication  that  he  has  properly  made  the  steel  in  the 
electric  furnace ;  that  is,  he  could  not  desulf urize  the  steel  without  having 
previously  cleaned  and  deoxidized  it.  If  he  could  express  that' idea,  it 
would  perhaps  clear  up  the  difficulty  as  to  the  real  value  of  lower  sulfur. 

W.  J.  Priestley. — In  order  to  reduce  sulfur  from  steel  down  as  low  as 
0.008  or  0.006  per  cent.,  the  steel  must  be  thoroughly  deoxidized.  A 
carbide  slag  is  necessary,  to  take  out  the  last  traces  of  sulfur.  I  do  not 
want  to  convey  the  idea  that  it  is  the  sulfur  that  is  doing  the  harm,  but 
if  the  sulfur  can  be  brought  down  that  low,  you  must  get  all  the  oxides  out 
of  the  steel. 

W.  P.  Barba,  Philadelphia,  Pa. — The  author  is  discussing  the  manu- 
facture of  this  product  in  an  electric  furnace  only.  Mr.  Morris  questions 
the  initial  and  final  content  of  sulfur,  irrespective  of  the  process  used  to 
melt  and  produce  the  ingot.  You  have,  therefore,  two  different  premises, 
which  cannot  be  compared  without  qualification. 

There  is  in  armor  plate  a  third  dimension,  that  is  from  face  to  face 
through  the  plate;  if,  in  my  works  practice,  I  saw  such  a  test  bar  with  a 
cup  fracture,  I  would  cut  a  whole  section  through  the  plate  and  study 
that  macrostructure  in  order  to  find  out  whether  or  not  it  had  the  neces- 
sary resistance  properties.  Because  of  the  successive  laminations, 
exactly  like  the  successive  pages  of  a  book,  were  a  projectile  fired  against 
the  plate,  it  would  meet  sheet  after  sheet  of  resisting  metal,  the  values  of 
which  are  not  exhibited  by  a  pulled  bar.  The  pulled  bar  was  used  to 
determine  if  the  works  superintendent  had  gotten  his  grain-size  into  the 
most  satisfactory  condition  to  resist  the  impact  of  a  shell  at  the  proving 
grounds;  but  he  does  not  want  to  see  a  cup  fracture  in  all  three  dimensions 
on  his  plate,  therefore,  I  do  not  give  too  much  value  to  cup  fractures.  As 
Mr.  Morris  pointed  out,  the  plate  could  have  been  forged  in  two  directions, 
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while  in  the  slab  or  ingot  form,  and  by  forging  thus  you  can  get  practically 
equal  test  bars.  There  is  an  entirely  different  set  of  conditions  in  the 
plate  to  observe  from  face  to  face;  yet,  the  plate  showing  in  that  third 
dimension  test  bar  1  per  cent,  stretch  might  keep  out  a  shot. 

W.  J.  Priestley. — The  first  two  plates  made  of  electric  steel  had  the 
laminated  structure,  with  fissures  between,  about  which  Colonel  Barba 
has  spoken.  We  thought  that  if  we  could  not  improve  on  that,  we  were 
not  going  to  improve  our  armor  plate.  We  wanted  a  plate  that  was 
homogeneous  in  structure  with  a  perfect  continuity  of  metal  through 
the  thickness,  exactly  as  in  the  other  dimensions.  That  was  obtained 
from  clean  steel  free  from  oxides  by  preventing  the  ingot  from  cooling  in 
the  mold  and  by  preventing  the  plate  from  cooling  down  after  forging. 
The  steel  was  kept  hot  all  the  way  through  and  eliminated  that  structure. 
Unfortunately,  we  did  not  have  time  to  get  a  tensile-test  bar  out  of  the 
third  dimension,  but  from  physical  appearances  the  structure  was  homo- 
geneous and  lacked  that  woody  formation  with  fissures  generally  found  in 
armor  plate  made  in  the  basic  open-hearth  furnace.  The  last  plate  I  saw 
tested  ballistically  did  not  have  these  fissures;  the  back  of  the  plate 
opened  up  like  an  orange  peel.  This  plate  was  rated  high.  On  plates 
with  this  laminated  structure  I  have  seen  a  perfect  disk  pushed  from  the 
back  in  firing  tests.  It  has  been  my  experience  that  a  plate  that  will  open 
up  in  the  back  like  an  orange  peel  and  hold  together  on  the  perimeter  of 
the  impact  is  stronger  and  better  than  a  plate  that  will  fail  by  a  straight, 
flat  button  going  out  of  the  back  of  the  plate. 

Haakon  Styri,*  Philadelphia,  Pa. — I  have  never  obtained  any 
satisfactory  explanation  as  to  why  some  ingot  molds  are  made  corru- 
gated with  sharp  corners  and  others  with  round  corners,  or  some  with 
six  corrugations,  some  with  eight,  and  some  with  more.  Some  plants 
get  good  results  with  sJharp-cornered  molds  and  others  get  better  results 
with  round  corners. 

In  Howe  and  Barba's  paper,  an  analogy  was  drawn  with  cylindrical 
and  corrugated  drain  pipes,  the  latter  not  bursting  when  the  water  would 
freeze.  But  water  expands  on  freezing  and  steel  contracts.  To  resist 
liquid  pressure  the  cylindrical  form  would  be  stronger  than  the  corru- 
gated. Is  not  the  explanation  of  various  successes  with  different  ingot 
molds  rather  the  adaptation  of  such  molds  that  will  best  suit  the  pouring 
practice  at  the  particular  plant  or  some  variation  of  the  practice  to  fit 
the  mold,  so  that  the  resulting  skin  of  the  ingot  will  be  strong  enough 
and  not  burst. 

W.  P.  Barba. — Doctor  Howe's  philosophy  on  the  reported  practice, 
supported  by  sketches,  blueprints  and  experience  dating  back  toJl897, 
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will  ansv^er  the  questions  just  raised.     The  practical  point  is  that  about 
ten  factors  of  design  and  of  practice  are  brought  into  consideration. 

Frank  D.  Carney,  New  York,  N.  Y. — With  the  octagon  sharp- 
cornered  mold,  Fig.  8,  when  the  dentritic  or  columnar  crystals  start  to 
grow  in  from  the  concave  sides  they  produce  a  plane  of  weakness  at  each 
comer,  trapping  the  impurities,  and  it  requires  great  skill  in  pouring  and 
temperature  control  to  prevent  a  plane  of  weakness  at  the  corners. 

Our  experience  at  the  Bethlehem  Steel  Co.  was  similar  to  Mr.  Priest- 
ley's. Sharp-cornered  octagon  ingots  sometimes  gave  poor  transverse 
tests  if  test  specimens  crossed  at  this  point.  If  the  octagon  mold  was 
designed  with  round  corners,  we  did  not  have  the  trapping  effect  in  the 
corners.  This  type  of  mold  is  fool-proof  as  it  allows  a  wider  margin  in 
rate  of  pour  and  pouring  temperatures.  This  ingot  could  be  rolled  with 
good  results  on  a  blooming  mill. 


Deep  plane  of  weak';»ess  and  ^o  plane  of  weakness  or  p,„„ .  ^  wAnU«*cc 

scgrtgai^on  of  chill  crystals  segregation  of  chill  crystals  in  cSiM  cl^^aU 

>  Fig.  8. 

For  heavy  ordinance  work  our  practice  was  to  slice  the  ingots  in  a 
lathe,  bore  out  the  center  and  inspect  the  end  surfaces,  from  time  to  time, 
with  sulfur  prints.  We  never  found  planes  of  weakness  in  the  round- 
cornered  ingots  and  therefore  abandoned  the  use  of  sharp-cornered  molds. 

W.  P.  Barba. — Mr  Carney  has  correctly  shown  the  two  extremes  that 
lie  in  those  two  forms  of  ingot  molds.  I  was,  to  some  degree,  familiar 
with  the  experience  of  the  Bethlehem  Steel  Co.,  and  have  noted  exactly 
the  same  thing.  If  the  correct  relation  is  had  between  cross-sectional 
areas,  the  radius  to  what  we  call  the  flat  and  the  ra^dius  to  what  we  call 
the  corner,  none  of  the  troubles  that  Mr.  Carney  mentions,  will  be  experi- 
enced. It  is  a  phase  through  which  one  must  feel  his  way,  and  when  the 
right  method  is  found  the  wrong  one  should  be  abandoned. 

W.  L.  Harbrecht,*  Niagara  Falls,  N.  Y. — The  author  says  that  he 
saw  flakes  only  in  electric  steel;  I  have  seen  them  in  both  the  acid  open- 
hearth  and  electric  steel,  and  more  frequently  in  the  latter.  By  electric 
steel  I  mean  that  made  by  the  triplex  process. 

*  Metallographiflt,  Electro-Metallurgical  Co. 
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W.  J.  Priestley. — I  have  seen  so-called  flakes  in  acid  and  basic 
steel.  I  have  examined  the  defects  closely  and  have  found  that  in  the 
center  of  the  flake,  in  the  acid  or  basic  open-hearth  steel,  there  would  be 
a  slag  inclusion  as  a  rule;  but  my  experience  has  been  that  with  the  typical 
electric  steel  flake  there  is  no  foreign  inclusion. 

W.  L.  Harbrecht. — We  have  examined  flakes  from  both  kinds  of 
metal  and  we  did  not  find  any  inclusion  in  either,  except  that  at  the 
edge  of  the  flake,  by  making  a  macroetch,  we  sometimes  would  see  a 
small  dotted  line  of  inclusions  along  the  outside  of  the  flake. 

C.  P.  Perin. — Was  that  characteristic  of  the  electric  or  of  the  open- 
hearth  steel? 

W.  L.  Harbrecht. — Of  both.  When  examined  with  a  microscope,  we 
did  not  see  any  difference  in  structure  or  in  any  other  way. 

George  F.  Comstock,*  Niagara  Falls,  N.  Y.  (written  discussion). — 
This  paper  is  of  great  interest,  showing  as  it  does  the  detrimental  effects 
of  sulfides  and  other  non-metallic  inclusions  on  the  quality  of  steel.  It 
might  be  suggested,  however,  that  segregation  has  an  important  influence 
on  the  degree  of  harm  occasioned  by  a  given  amount  of  non-metallic 
matter  included,  because  the  arrangement  of  a  number  of  particles  in 
groups  or  streaks,  as  is  suggested  by  the  photomicrographs  in  Fig.  1  and 
Fig.  3,  undoubtedly  gives  a  much  more  serious  effect  than  would  a  uni- 
form distribution  of  the  same  amount  of  material.  Probably  one  reason 
for  the  success  attained  at  the  Naval  Ordnance  Plant  in  making  this 
steel  was  the  care  and  time  available  for  insuring  a  complete  absence  of 
segregation,  such  a  condition  being  practicable  at  this  plant  on  account 
of  the  lack  of  necessity  for  a  large  tonnage  of  output  in  a  given  time. 

It  does  not  seem  correct  to  state  that  oxides  are  *' eliminated,  by  the 
addition  of  deoxidizers,  such  as  ferromanganese,  ferrosilicon,  aluminum, 
etc. "  Oxygen  and  iron  oxide  are  doubtless  eliminated  by  these  reagents, 
but  at  the  cost  of  producing  other  oxides  in  the  steel,  the  net  result  being 
a  formation  of  oxides  rather  than  their  destruction.  The  oxide  of 
aluminum,  especially,  is  difficult  to  eliminate  from  steel  in  which  it  has 
once  been  formed,  and  it  is  nearly  always  possible  to  identify  steel  in 
which  it  has  been  used,  by  a  microscopic  search  for  alumina  particles  in 
a  polished  section.  The  deoxidizer  least  liable  to  contaminate  steel 
with  its  oxidation  products  is  ferro  carbon-titanium,  which  is  not  men- 
tioned. Titanium  oxide  has  been  found  to  render  slags  and  oxidation 
products  of  other  deoxidizers  more  fusible,  and  the  carbon  in  this  alloy 
assists  in  the  production  of  a  lively  reaction  in  the  steel,  which  is  entirely 
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completed  in  the  ladle  in  a  very  reasonable  time.  No  noticeable  con- 
tamination of  the  steel  by  oxides  is  evident  in  steel  properly  treated  with 
this  alloy,  and  an  exhaustive  series  of  tests  in  rail  steel  has  furnished 
unquestioned  proof  of  its  effectiveness  as  a  preventive  of  serious  segrega-* 
tion.  It  is  unfortunate  that  this  method  of  treating  basic  open-hearth 
steel  has  not  been  given  a  thorough  trial  in  the  manufacture  of  ordnance 
material,  for  the  lack  of  success  from  such  steel  might  be  overcome,  in  this 
way,  at  much  less  expense  than  by  the  method  of  duplexing  with  an 
electric  furnace. 

E.  J.  Janitzky,*  South  Chicago,  111.  (written  discussion). — The  author 
states  that  usually  2  lb.  of  50-pcr  cent,  ferrosilicon  and  3  oz.  of  aluminum 
are  added  to  the  ladle  for  every  ton  of  steel  tapped  from  the  open-hearth, 
to  take  up  any  oxygen  present,  which  might  lower  the  carbon  content 
while  the  steel  was  in  the  ladle.  These  additions  appear  unexcelled  as 
deoxidizers  as  no  gases  are  developed  in  their  reactions  but  as  they  hinder 
the  expulsion  of  occluded  gases  from  the  metal,  their  use  is  questionable. 

The  products  of  oxidation  of  silicon  and  aluminum  have  ample  time 
during  the  refining  period  to  enter  the  slag,  which  is  no  reason  for  dis- 
criminating against  their  use.  Ferrosilicon  and  aluminum  will  kill  the 
steel,  in  other  words,  eliminate  the  liveliness  of  the  steel  bath,  hence  they 
will  not  allow  a  gradual  natural  dead  melt. 

A  ferromanganese  addition  will  counterbalance  supposed  carbon  loss. 
Manganese  is  one  of  the  main  deoxidizing  elements  in  the  electric-furnace 
process  and  the  loss  of  metallic  manganese  in  the  ladle  would  in  all 
probability  counterbalance  the  certain  loss  of  aluminum  and  silicon, 
neither  of  which  has  any  influence  on  the  physical  properties  of  the  steel 
nor  takes  part  in  the  deoxidizing  reactions,  as  does  manganese.  Otherwise 
a  higher  initial  carbon  content  of  the  open-hearth  melt  or  the  addition 
of  some  anthracite  to  the  ladle  would  be  a  less  expensive  way  and  would 
also  offset  the  carbon  loss.  Either  anthracite  or  ferromanganese  will 
take  part  in  the  deoxidizing  reaction,  but  when  pouring  into  the  electric 
furnace,  the  opportunity  of  gas  expulsion  is  given,  whereas  silicon  and 
aluminum  would  hinder  it.  As  degasification  cannot  be  performed  with 
the  addition  of  ferro-alloys,  the  refining  of  the  bath  must  take  care  of  it. 
The  degree  to  which  it  takes  place  is  a  matter  of  speculation. 

The  influence  of  occluded  gases  on  the  physical  properties  of  steel 
has  not  been  thoroughly  studied.  Recent  experiments,  however,  seem 
to  show  that  their  influence  is  greater  than  we  assume.  Mars  and  others 
have  pointed  to  the  improved  quality  that  can  be  obtained  by  cooling 
the  bath  below  the  pouring  temperature  and  then  reheating  it  to  the 
required  temperature.     By  repeating  this  procedure,  the  minimum  gas 
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content  can  be  obtained.  The  electric  furnace  facilitates  degasifying 
in  this  manner.  That  occluded  gases  which  are  partly  liberated  in  solidifi- 
cation, as  well  as  non-metallic  inclusions  and  segregation,  are  responsible 
for  weakening  the  transverse  structure  is  not  yet  perfectly  established, 
but  recent  experiments  seem  to  indicate  this  fact;  therefore  degasification 
is  beneficial  to  the  transverse  properties  of  the  steel  and  its  importance 
should  not  be  overlooked. 
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EfiFect  of  Quality  of  Steel  on  Case-carburizing  Results 

By  H.  W.  McQuAiD,*  M.  E.,  and  E.  W.  Ehn.*  M.  E.,  Canton,  Ohio 

(New  York  Meeting,  February.  1922) 

It  is  usually  assumed  that  chemical  specifications  are  sufficient  for 
steel  to  be  used  for  case  carburizing,  and  if  the  steel  analyzes  within  the 
ordinary  limits  specified  for  steel  for  this  purpose,  no  difficulty  traceable 
to  the  steel  used  should  be  encountered  in  obtaining  satisfactory  results 
in  the  case  carburizing  and  hardening.  Much  work  has  been  done  to 
determine  the  effect  of  various  alloying  elements  on  the  rate  of  carbon 
penetration,  etc.  but,  to  our  knowledge,  little  if  anything  has  been  pub- 
lished in  regard  to  the  effect  of  the  quality  of  the  steel  on  the  final  results 
in  the  hardening  of  case-carburized  steel  parts. 

The  writers  believe  that  the  structure  of  the  case  both  before  and  after 
quenching  is  greatly  affected  by  the  actual  condition  of  the  steel  itself 
as  made,  and  that  for  good  results  in  the  case-carburizing  and  hardening 
departments,  the  steel  should  be  of  the  best  possible  quality  as  regards 
non-metallic  impurities. 

It  is  the  purpose  of  this  paper  to  prove  that  the  presence  of  excess 
dissolved  oxides  in  the  steel,  as  made  in  the  melting  furnace,  affects 
permanently  the  results  obtained  in  carburizing  and  hardening  and  that 
it  is  possible  that  the  presence  of  dissolved  oxide  can  result  in  total  unfit- 
ness of  low-carbon  steel  for  case  hardening  purposes. 

When  races  and  rolls  for  roller  bearings  are  made  from  a  low-carbon 
steel,  case  carburized  and  hardened,  it  is  of  primary  importance  that  the 
results  of  this  treatment  be  of  the  highest  quality.  It  is  necessary, 
therefore,  that  in  the  case-carburizing  work  each  detail  be  rigorously 
checked  to  avoid  any  defects  which  would  cause  the  loss  of  much  time 
and  material. 

The  case  carburizing  with  which  this  paper  deals  was  done  in  under- 
fired  oil  furnaces.  The  temperature  of  each  furnace  is  controlled  by 
means  of  a  platinum  platinum-rhodium  thermocouple,  in  connection  with 
a  potentiometer  indicator  and  potentiometer  recorder.  The  temperature 
of  each  furnace  is  registered  every  15  min.  by  an  operator,  who  is  continu- 
ally checked  by  the  automatic  recorders. 

•Metallurgist,  Timken  Roller  Bearing  Co. 
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The  work  prepared  for  carburizing  is  packed  carefully  in  nickel- 
chrome  carburizing  pots  of  rather  large  size,  14  by  18  by  14  in.  (36  by 
46  by  36  cm.).  When  loaded,  one  of  these  pots  will  weigh  approximately 
500  lb.  (227  kg.).  Six  of  these  pots  constitute  a  furnace  charge,  making 
a  total  of  3000  lb.  per  charge.  The  time  required  to  bring  this  charge  to 
the  carburizing  temperature  (1700°  F.)  varies  from  9  to  10  hr.,  depending 
on  the  size  of  the  pieces  being  carburized. 

In  bringing  a  large  carburizing  pot  to  the  required  temperature,  the 
temperature  of  the  corners  and  the  material  near  the  surface  is  always 
considerably  ahead  of  that  of  the  material  deeper  in  the  pot,  hence  car- 
burizing starts  at  these  points.  With  charcoal-barium  carbonate  com- 
pounds, which  are  more  active  at  lower  temperatures  and  produce  a 
case  in  a  much  shorter  time  than  bone-base  compounds,  the  effect  of  this 
difference  in  temperature  of  different  parts  of  the  same  pot  is  to  cause  a 
corresponding  variation  in  case  depth  and  carbon  content.  With  the 
bone-base  compounds,  the  time  required  to  bring  the  charge  to  heat  is 
only  a  small  percentage  of  the  total  time  required  for  carburizing  as 
compared  to  that  required  with  the  charcoal-barium  carbonate  com- 
pounds. With  the  bone-base  compounds  the  time  during  which  the  corners 
of  the  pot  will  be  at  carburizing  temperature  will  only  be  from  10  to  15  per 
cent,  longer  than  the  time  during  which  the  work  in  the  center  of  the  pot  is 
carburizing.  With  the  charcoal-barium  carbonate  compounds,  the  corre- 
sponding difference  will  be  from  30  to  40  per  cent.  It  has,  therefore,  been 
considered  advisable  in  the  carburizing  of  roll-bearing  parts,  where  the 
case  obtained  is  a  direct  factor  in  the  life  of  the  bearings,  to  carburize  with 
bone-base  compounds,  the  extra  time  required  being  compensated  by 
the  assurance  of  uniformity  in  the  results  obtained. 

With  each  pot  of  work  are  packed  pieces  for  check  tests.  These  pieces 
when  cold  are  taken  from  the  pot,  reheated  to  1420°  to  1440°  F.,  quenched 
in  water,  broken,  and  the  fracture  examined.  A  15-per  cent,  solution  of 
nitric  acid  is  used  to  develop  the  depth  of  case. 

In  spite,  however,  of  the  most  careful  inspection,  trouble  would 
occasionally  develop  in  the  hardening  of  case-carburized  material,  and 
large  quantities  of  material  would  be  rejected  after  hardening  because 
soft  spots  were  found  by  the  file.  This,  it  was  noted,  occurred  in  particu- 
lar lots  of  work  when  nearly  100  per  cent,  of  the  pieces  showed  soft  spots 
in  the  hard  inspection  test.  The  pieces,  it  was  also  noted,  could  be 
traced  almost  exclusively  to  certain  heats  of  steel  made  in  basic  open- 
hearth  furnaces. 

It  was  assumed,  as  has  long  been  the  custom,  that  all  steel  within  the 
chemical  specifications  would  react  the  same  in  the  carburizing  process, 
hence  all  efforts  to  locate  the  cause  of  soft  work  were  directed  to  the 
quenching,  heating,  or  carburizing  compound,  or  in  some  preliminary 
treatment,  such  as  forging  or  rolling. 


H.    W.   McQUAID  AND   E.    W.    EHN  343 

The  carburized  work,  in  the  form  of  cups  and  cones  for  Timken  bear- 
ings, is  quenched  in  special  fixtures  designed  to  produce  the  quickest 
possible  chilling  of  the  pieces — clear,  clean  water  at  65°  to  70**  F.  being 
forced  against  the  surface  of  the  raceway  under  a  pressure  of  50  lb.  per 
sq.  in.  The  pieces  are  heated  in  especially  designed  oil-  or  gas-fired  fur- 
naces of  the  rotating-table  type,  the  pieces  being  automatically  carried 
through  the  heated  zone  to  the  outlet  door,  from  which  they  are  taken  by 
the  operator  and  quickly  placed  in  the  mechanically  operated  quenching 
apparatus.  The  process  is  so  arranged  that  there  is  the  minimum  possi- 
bility of  variation  in  the  temperature  of  the  pieces  as  they  enter  the 
quench.  When  it  is  found  that  a  certain  batch  of  work  will  not  harden 
properly,  special  care  is  taken  to  insure  proper  quenching  and  work  from 
batches  known  to  be  satisfactory  is  mixed,  as  a  check,  with  the  work 
giving  ti7)uble.  If  under  these  conditions  the  work  from  good  batches 
hardens  properly  whereas  the  other  work  will  not  harden,  it  is  accepted  as 
proof  that  the  cause  of  the  soft  work  antedates  the  hardening  operation. 
Great  care  is  taken  to  check  this  conclusion.  If  when  trouble  of  this 
character  occurred  the  hardening  temperature  was  raised  considerably 
above  the  normal  operating  range  ( 1420°  to  1440°  F.) ,  little  if  any  improve- 
ment would  be  found;  although  it  was  observed  that  the  high  temperature 
generally  had  little  effect  on  the  grain  of  the  case,  the  usual  coarseness  of 
fractured  case  not  being  obtained  with  increased  temperature. 

When  it  was  found  that  large'  quantities  of  certain  sizes  would  not 
harden  properly,  the  first  step  taken  was  to  recarburize  for  a  short  time. 
This,  in  nearly  every  instance,  failed  to  improve  the  result  of  the  harden- 
ing. When  it  was  found  that  the  work  that  resisted  all  attempts  to 
harden  was  confined  to  certain  lots  of  basic  open-hearth  steel,  checks  were 
instituted  to  determine  the  cause  of  the  difficulty. 

When  work  from  these  lots  of  basic  open-hearth  steel  was  packed 
together  {i.e.  within  J^  in.)  in  the  same  carburizing  pot  with  the  best 
grade  of  electric-furnace  steel  and  it  was  found  that  the  electric-furnace 
product  gave  excellent  results  in  hardening,  producing  a  deep  martensite, 
whereas  the  open-hearth  steel  products  resisted  all  attempts  to  harden 
and  the  case  was  of  variable  martensite  with  a  deep  and  variable  troostitic 
zone,  it  was  assumed  that  the  cause  of  the  difficulty  must  lie  in  some 
previous  stage  of  manufacture  and  the  carburizing  department  was 
eliminated  as  a  factor.  At  this  time  representative  compounds  of  the 
various  types  of  carburizing  agents  were  tried;  charcoal-barium  carbonate, 
charred  leather,  and  petroleum  coke  with  added  energizers  all  failed  to 
improve  results. 

Samples  were  taken  from  forgings  of  basic  open-hearth  steel  from  the 
same  shipments  as  those  giving  trouble  and  from  electric-furnace  steel 
and  packed  closely  together  in  the  same  pot.  It  was  found  that  the  open- 
hearth  steel  results  were  very  unsatisfactory  while  the  electric  steel 
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results  were  excellent.  This  check  was  then  made  on  billets  for  the  forg- 
ing machines,  bars  from  the  rolling  mills,  blooms  for  the  bar  mill,  and 
finally  from  the  ingot.  In  all  these  cases  the  electric  steel  used  gave 
satisfactory  results  while  the  basic  open-hearth  steel  produced  very  poor 
results,  the  hardened  work  being  soft  in  spots  and  the  fracture  of  poor 
appearance.  After  a  nmnber  of  such  tests  were  made,  it  became  evident 
that  the  cause  of  the  hardening  department  troubles  could  not  be  in  the 
working  of  the  steel  before  carburizing,  in  the  carburizing  department, 
or  in  the  hardening  department.  All  test  results  were  carefully  checked 
by  microscopic  examination. 

Microscopic  examination  of  many  specimens  of  carburized  work  devel- 
oped a  striking  difference  between  steels  that  would  show  soft  areas  after 
quenching  and  those  that  would  be  satisfactory.  By  a  careful  compari-. 
son  of  carburized  steel  from  bars  known  to  produce  poor  results  with  steel 
that  gave  good  results,  it  became  possible  to  determine,  after  carburizing, 
whether  or  not  the  pieces  would  have  soft  areas  after  quenching.  It  also 
became  evident  that,  for  some  reason,  a  characteristic  structure  in  the 
hypereutectoid  zone  was  formed  after  carburizing  in  the  steel  giving 
trouble,  which  made  it  almost  impossible  to  retain  the  normal  martensite 
after  quenching. 

Microscopically,  it  became  a  simple  matter  to  detect  steel  after  car- 
burizing that  would  not  form  normal  martensite  after  the  quenching, 
the  difference  between  it  and  the  normal  steels  being  easily  distinguished 
by  the  experienced  observer  (Figs.  1  and  2).  Fig.  3  represents  the  hyper- 
eutectoid zone  of  a  normal  steel  after  case  carburizing  and  slow  cooling. 
The  pearlite  is  very  finely  lamellar  and  the  cementite  exists  as  well- 
defined  lines  of  fine  but  continuous  formation  at  the  crystal  boundaries. 
Fig.  4  represents  the  hypereutectoid  zone  of  an  abnormal  steel.  This 
steel  was  carburized  under  exactly  the  same  conditions  as  that  of  Fig.  3, 
both  specimens  being  packed  close  together  in  the  same  carburizing  pot. 
In  Fig.  4,  the  pearlite  of  the  hypereutectoid  zone  has  partly  broken  down 
to  form  massive  cementite  and  free  ferrite;  the  cementite  can  be  distin- 
guished as  ridges  having  a  white  background  of  ferrite.  Fig.  5  shows  the 
same  specimen  as  Fig.  4  after  etching  with  hot  sodium-picrate  solution. 
Steel  that,  after  carburizing,  gives  the  results  shown  in  Fig.  3,  we  have 
here  designated  as  normal;  steel  that  under  the  same  conditions  produces 
the  results  shown  in  Fig.  4,  we  have  designated  as  abnormal.  Fig.  6 
represents  the  gradation  zone  of  normal  steel,  exhibiting  the  coarse 
crystal  structure  caused  by  the  long  exposure  to  the  carburizing 
temperature  (24  hr.  at  1700''  F.) 

Figs.  7,  8,  and  9  represent  gradation  zones  of  specimens  of  abnormal 
steel.  The  small  crystal  formation  and  the  irregularity  of  this  zone  are 
characteristic  of  abnormal  steel.  There  is  also  evidence  that  the  struc- 
ture of  the  core  of  a  normal  steel  after  carburizing  is  entirely  different 
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Fia.  2.— Case    ■ 
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Fig.  3. — Section  or  hypereutbctoid  Fia.  4. — Section  or  hypebbdtectoio 

EONEINNORMALSTEEL,  FINELY  LAMELLAR  ZONE   IN   ABNORMAL  STEEL;    NOTE    RIDOBB 

pearlite;  note  uangane&b-bvlpide  in-  op    heavy    ceubntitb    in    masses    or 

CLCSION  THROUGH  CEUENTITE  BOUNDARY  PERRITE.       EtCHED     WITH     5    PER     CENT. 

OF  TWO  LARGE  CRYSTALS.       EtCHBD  WITH  PICRIC  ACID.        X  200. 
fi  PER  CENT,  PICRIC  ACID.        X  200. 


Fig.  5. — Section  of  hyperectectoid  Fig.  6. — Grading   zone 

ZONE       IN     ABNORMAL     STEEL,      SAUB      AS  STEEL;  NOTE  LARGE  GRAIN  SISE.       ETCRED 

SHOWN  IN  Fig.  4,  using  bod iou-pi crate  with    5    per    cent,    picric    acid    and 

ETCH.        X  200.  ALCOHOL.       X   100. 
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Fio.  7. — Gradation  zone  in  abhor-    Fiq.  8. — Sahb  as  Fiq.  7,  but  Dii-ntRENT 

INDtCATtONS  OI'  BANDING  TYPICAL  OV 
THIS  BTBKL.  EtCHED  WITH  5  PER  CENT. 
PICHIC    ACID  AND  ALCOHOL.       X  100. 


Fio.  9. — Gradation  eone 

NORUAI,  AND  ABNORMAL  STEEL. 
WITH      3     PER     CENT.     PICRIC 
ALCOHOL. 
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than  the  structure  of  the  core  of  the  abnormal  steel.  In  the  core  of  a  steel 
that  produces  a  normal  hypereutectoid  case,  the  pearlite  areas  after  car- 
burizing  are  large,  evenly  distributed,  and  inclined  to  be  angular  in  outline 


Fm.  U.— Core 


Fig.  12.— Core 


with  sharply  defined  corners;  whereas  in  steel  in  which  the  pearlite  of  the 
hypereutectoid  zone  is  broken  down  after  carburizing,  the  pearlite  areas 
are  small,  more  numerous,  and  not  clearly  defined,  while  banding  and 
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ghost  lines  are  common.  This  difference  is  very  characteristic  and  clearly 
evident,  see  Figs.  10  to  13.  Figs.  14  to  19,  represent  the  hypereutectoid 
zones  of  various  samples  of  normal  and  abnormal  steel.  A  little  study 
will  6oon*make  clear  the  microscopic  distinction,  between  the  cases  of 
normal  and  abnormal  steel.     Knowing  that  the  breaking  down  of  the 
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normal  pearlite  structure  of  the  hjrpereutectoid  zone  was  followed  by  soft 
spots  after  quenching,  it  became  necessary  to  determine  where  the  cause 
of  this  abnormal  steel  lay  and  to  devise  means  for  its  elimination. 

As  stated,  samples  at  various  stages  of  conversion,  from  the  ingot  to 
the  machined  forging,  were  taken  to  determine,  if  possible,  whether  or  not 
the  cause  of  the  unstable  pearlite  after  carburizing  did  not  lie  in  some  step 
of  the  process  of  converting  the  ingot  into  the  part  ready  for  carburizing. 
It  was  found  in  most  cases  that  the  same  condition  existed  at  all  stages 
of  conversion  and  that  with  the  steels  used  as  a  check  the  carburizing 
results  were  apparently  unaffected  by  the  condition  of  the  steel,  i.e., 
whether  cast,  rolled,  or  forged.  After  many  tests  covering  a  considerable 
time,  it  was  decided  that  the  cause  of  the  unstable  pearlite  of  the  hyper- 
eutectoid  zone  after  case  carburizing  existed  previous  to  the  ingot,  i.e.,  it 
was  in  the  steel-furnace  practice. 

In  this  connection,  it  was  found  that  the  results  to  be  obtained  in 
carburizing  and  hardening  varied  with  different  heats  of  steel  as  made. 
This  seemed  to  offer  a  means  of  checking  and  eliminating  this  class  of 
steel  as  a  steel  of  carburizing  quality,  as  it  only  became  necessary  to 
carburize  a  section  of  a  small  test  ingot  poured  from  the  ladle.  This 
test  was  finally  adopted  after  careful  checking.  It  was  found  that  if 
this  small  test  ingot,  poured  from  the  middle  of  the  heat,  was  unsatisfac- 
tory, apparently  the  whole  heat  was  unsatisfactory. 

On  a  more  extended  checking  of  many  samples  from  different  heats,  of 
both  electric  and  basic  open-hearth  steel,  it  was  found  that  the  condition 
which  caused  the  instability  of  the  pearlite  in  the  hypereutectoid  zone 
exists  not  only  in  different  heats  but  in  different  pfirts  of  the  same  heat; 
although  if  indications  of  very  abnormal  steel  are  present  in  part  of  a 
heat  it  appears  likely  that  most  of  the  heat  is  affected. 

Steel  that  shows  indication  of  breaking  down  of  the  pearlite  in  the 
hypereutectoid  zone  after  carburizing  will  harden  successfully  if  this 
condition  is  not  too  far  advanced,  but  the  results  obtained  will  not  be  as 
good  so  those  shown  by  a  really  good  steel.  Abnormal  steel  will  not 
respond  so  well  to  the  quenching  and  it  is  difficult,  if  not  impossible,  to 
develop  in  hardening  a  satisfactory  case.  It  is  also  true  that  the  case 
obtained  with  abnormal  steel  will  be  of  less  depth  than  with  normal  steel, 
and  will  be  more  variable  in  character;  see  Fig.  20-23.  In  fact,  most  of 
the  variation  in  carburizing  results  obtained  when  work  is  packed  in  a 
bone-base  compound,  in  the  same  carburizing  pot,  can  be  ascribed  to 
variation  in  the  quality  of  the  steel.  This  is  an  important  fact  and  has 
been  most  noticeably  true  in  the  past  few  years. 

When  determining  microscopically  whether  a  certain  steel  is  normal  or 
abnormal,  it  should  be  noted  that  the  hypereutectoid  zone  is  necessary 
to  develop  the  breaking  down  of  the  pearlite;  and  while  the  gradation  zone 
of  the  abnormal  steel  can  easily  be  distinguished  from  the  gradation  zone 
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CFia.  20.— Abkoruai.  BTEEi,.     X  SO.  Fia.  21.— Normal  a 


Fio.  23. — Normal  bteel.     X  fiO. 
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•nXL  PACKED  TOGBTHBR  IN  HAMK  CARBURUIMO  POT. 
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of  normal  steel  after  earburiziiig,  the  eutcctoiu  zone  shows  little  difference, 
the  pearlite  in  the  abnormal  steel  apparently  having  a  slight  tendency  to 
become  coarsely  lamellar.  The  presence  of  cementite,  however,  appar- 
ently facilitates  the  breaking  down  of  the  pearlite  and  hence  the  higher 
the  carbon  concentration  (the  greater  the  amount  of  excess  cementite), 
the  more  complete  will  be  the  breaking  down  of  the  pearlite.  Therefore, 
carburizing  compounds  that  produce  a  very  high-carbon  case  will  indicate 
more  clearly  whether  the  steel  is  normal  or  abnormal. 

In  checking  the  carbon  content  and  the  gradation  of  the  carbon  from 
the  surface  to  the  core,  special  test  rings  are  made,  as  shown  in  Fig.  24. 

Cuts  are  carefully  taken  from  the  surface  in 
steps  of  0.005  in.  (0.127  mm.)  each.  The 
sides  are  first  cut  away  to  a  depth  of  0.126 
in.  (3.175  mm.)  to  prevent  the  carburized 
faces  from  affecting  the  check.  The  turnings 
from  each  0.005  in.  layer  are  separately  analyzed  for  carbon  content 
by  the  combustion  method.  Checking  by  this  method  shows  the 
carbon  content  of  the  hypereutectoid  zone  of  the  abnormal  steel  to  be 
the  same  as,  or  if  anything  greater  than,  that  of  the  corresponding  zone 
of  normal  steel.  Repeated  analyses  could  determine  no  marked  diflfer- 
ence  in  the  manganese,  sulfur,  or  phosphorus  content  of  the  normal  and 
abnormal  steel. 

In  order  to  determine  the  fundamental  cause  of  the  condition  that 
affected  the  carburizing  results,  many  experiments  were  made.  The 
fact  that,  in  an  otherwise  normal  steel,  a  ghost  line  through  the  case  after 
carburizing  would  cause  the  pearlite  to  break  down,  with  a  very  abnormal 
structure  at  this  point,  would  indicate  that  the  segregation  of  sonims 
in  the  ghost  hnes  was  a  contributing  cause.  Figs.  25  to  28,  show  the 
effect  of  a  ghost  line  on  the  case,  and  the  same  section  etched  in  hot  sodium- 
picrate  solution. 

A  basic  open-hearth  steel  that  contained  a  considerable  number  of 
heavy  ghost  lines  was  at  hand;  this  steel  offered  positive  evidence  that  a 
ghost  line  through  the  case  would  cause  the  pearlite  to  become  very 
unstable  and  break  down  entirely  in  the  hypereutectoid  zone.  This 
condition  was  checked  many  times,  the  hypereutectoid  zone  at  all  places 
being  normal  except  at  those  spots  where  the  ghost  line  persisted.  As 
this  was  well  established,  it  was  necessary  to  determine  what  condition 
peculiar  to  the  ghost-line  formation  was  interfering  with  the  formation 
of  normal  pearlite. 

In  order  to  determine  the  effect  of  non-metallic  inclusions,  the  follow- 
ing test  was  made:  Several  holes  J^2  ^^-  (0.79  mm.)  in  diameter  were 
drilled  in  a  section  of  electric-furnace  steel  from  a  bar  previously  checked 
and  found  to  be  normal.  The  section  was  3  in.  in  diameter  by  2J^  in. 
in  length  and  was  taken  from  a  hot-rolled  bar.    These  drilled  holes  were 
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Fia.  25. — Ghost  linx  through  ht-      Fio.  26. — Saicb  as  Fio.  25,  usihq  so- 

FEREtJTECTOID     ZONE;     NOTE     COMPLETE  DIITM    PICBATE    ETCH,        X  200. 

PBABLITE  DIVORCE.        X  200. 


Fio.  28.— Same     a8     Fig.     27, 


Fia,     29,      nsiHQ 
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filled  with  pulverized  iron  oxide,  iron  sulfide,  and  manganese  sulfide,  and 
the  holes  closed  by  riveting.     The  piece  was  forged  down  to  about  ^  in. 


Via.  31. — Oxide  (mill  scale)  inclusion^throuoh  HTPBRBnTEOxoiD  z 


Fio.  32, — HvPERKUTECTOin  zone  of  Fig.  33. — Section  of  weld, 

ELECTRIC    STEEL    BLOWN    WITH   OXYGEN;         EDTECTOID  ZONE;  ABNORMAL  AND 
NOTE         COMPLETENESS        OV        PEARLITE         STROCTDRE.        K  200. 
DIVORCE.        X  200. 

diameter  and  then  reheated  to  220O''-2300°  F.  to  fuse  the  oxide  andsulfide. 
after  which  it  was  turned  to  J^  in.  diameter  and  carburized  for  24  br.  at 
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1700°  F.  The  carburized  rod  was  cut  into  sections  and  examined.  The 
results  are  shown  in  Figs.  29,  30,  and  31.  These  results  indicate  simply 
that  impurities  dissolved  in  the  steel  tend  to  cause  the  disintegration  of 


Fia.  34, — ^Htperbutbctoid  zone  (top      Fia.  35. — Same     as     Fig.     34,  •  usiNO 

NORMAL.  BOTTOM  ABNORMAL)   aTRUCTCRB  BODIUM-PICRATB    ETCH. 

FOROED  TOGETHER  BE  PORE  CARBURIZING. 
X  200. 

the  pearlite.     In  the  case  of  iron  oxide,  the  carburization  is  almost 
entirely  prevented,  as  could  be  expected. 

As  a  further  check,  oxygen  was  blown  on  to  molten  electric-furnace 


FiQ.  30.— Section  c 


steel  in  a  small  ladle,  by  introducing  a  stream  of  oxygen  from  a  commer- 
cial oxygen  tank.  Samples  were  machined,  carburized,  and  the  resultant 
case  examined.    The  result,  Fig.  32,  shows  the  pearlite  of  the  hypereutec- 
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toid  zoiie  to  be  almost  complt-tely  broken  down  and  the  cementite  entirely 
in  the  massive  state.  The  steel,  after  being  blown  with  oxygen  while 
molten,  proved  to  be  absolutely  worthless  aa  far  as  case  carburizing  and 
hardening  are  concerned. 

Small  pieces  of  normal  electric-furnace  steel  welded  together  by  melt- 
ing low-carbon  welding  rod  around  them,  in  the  oxygen-acetylene  flame, 
were  carburized  and  examined.  As  shown,  Fig.  33,  the  melted  welding 
rod,  which  was  subjected  to  a  severe  oxidizing  action  by  melting,  proved 
to  be  very  abnormal  whereas  the  electric-furnace  steel  proved  to  be  per- 
fectly satisfactory. 

By  taking  a  small  sample  of  electric-furnace  steel  just  after  melting 
down,  before  any  refining  has  taken  place,  and  forging  a  piece  of  cold 
normal  steel  into  it,  when  it  had  reached  a  temperature  of  1800''-2000*'  F., 
it  was  possible  to  check  the  result  of  carburizing  intimately  connected 
pieces  of  unfinished  and  finished  steel  and  compare  the  results.     The 


XIOO. 

unfinished  steel  in  this  case  was  considerably  lower  in  carbon  and  man- 
ganese than  the  finished  steel.  The  results,  Figs.  34  and  35,  show  how 
distinctly  different  are  the  hypereutectoid  zones  of  the  two  steels. 

It  was  also  determined  that  a  steel  that  would  give  a  normal  case  after 
carburizing  could  be  converted  to  an  abnormal  steel  merely  by  heating 
to  2300°  F,  or  over  for  from  1  to  2  hr.  in  an  oxidizing  atmosphere.  This 
result,  it  is  supposed,  is  due  to  burning  and  penetration  of  the  oxygen  into 
the  steel.  Figs.  36, 37,  and  38  show  the  effect  of  scale  rolled  into  a  surface 
during  hot  working,  on  the  structure  of  a  normal  steel. 

It  was  also  found  that,  in  general,  the  steel  produced  in  the  6-ton 
Heroult  electric  furnaces  at  the  Timken  plant,  melting  down  cold  scrap, 
reacted  as  abnormal  steel  until  the  ferrosilicon  had  been  added,  although 
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some  heats  were  much  more  abnormal  than  others.  As  the  heat  prog- 
ressed, the  steel  improved  as  far  as  the  carburizing  check  was  concerned, 
finally  becoming  normal  after  adding  the  deoxidizer.      Some  heats  were 


FiQ.  39. — Htpbrbutbctoid         zone,  Fia.  40. — Second    btaqb    op    same 

FORGED    ELECTSIC-BTEEL    INOOT    POURED        BEAT   AS    BPECIUEN    SHOWN    IN    FlO.    39, 
nniEDIATELT   APTEB  MELTING  DOWN  OP       FIRST  ADDITIONS  MADE  AND  SECOND  8LAQ 

CBAJtaE.     X  100.  SHAFiNQ    UP.     Still    shows    pearutk 

DIVORCE.       X   100. 

found,  however,  that  reacted  normally   just  after  melting  down;    see 
Figs.  39  to  42. 


Fig,  41. — Third  staoe  of  same  heat      Fig.     42. — Finished     heat,     normal 
AS  specimen  shown  in  Fio.  39;  ferro-  steel.     X  100. 

SILICON      added;      nearlt      normal. 
X  100. 

In  order  to  chock  the  results  obtained  by  the  writers,  samples  of 
steel  with  a  statement  of  conditions  under  which  they  were  obtained  were 
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submitted  to  Sauveur  and  BoylstoQ  for  independent  criticism.  After 
investigating,  they  reported  in  effect  that  the  evidence  submitted  indi- 
cated that  the  carburizing  results  were  influenced  by  the  condition  of 
the  steel  as  made  and  offered  to  submit  for  check,  samples  of  steel  used 
by  Mr.  Boylston'  in  connection  with  hia  work  on  the  value  of  different 
deoxidizers.  This  was  done,  and  it  was  found  that  the  samples  from  the 
ingots  deoxidized  with  ferromanganese,  ferrosilicon,  and  ferrocarbo- 
titanium  gave  a  normal  hypereutectoid  zone  after  carburizing,  while  the 
samples  from  ingots  deoxidized  with  carbon-free  ferrotitanium  and  alum- 
inum gave  an  abnormal  hypereutectoid  zone,  indicating  a  difTerent  con- 
dition of  the  steel.  Figs.  43  and  44  show  an  abnormal  and  a  normal  case 
with  different  deoxidizers.  All  samples  on  this  test  were  packed  in  the 
same  carburizing  pot. 


FlO.    43.— BOVLSTON    TEST    PIECE,    HY-  FlG.        44. BOYLSTON       TEST        PIECE, 

PBREUTtcToiD    zone;    specimen    from      hypereutectoid  zone;  specimen  from 

INGOT      DEOXIDIZED       WITH       ALUMINOM.         INQOT    DEOXIDIZED     WITH     FERROMANOA- 

X  200.  NBSE.     X  200. 

Etching,  by  cupric  reagents,  of  the  free  ferrite  formed  by  the  breaking 
down  of  the  hypereutectoid  zone  of  abnormal  steel  showed  no  indications 
of  phosphorus  concentration.  It  is  believed  by  the  writers  that  the 
carburizing  (24  hr.  at  925°  C.)  is  sufficient  to  permit  of  the  phospho  us 
diffusion,  as  all  efforts  to  obtain  evidence  of  segregated  phosphorus  after 
carburizing  have  failed,  although  the  ghost  lines  still  persist. 

Figs.  45  and  46  show  a  manganese-sulfide  inclusion  in  the  hypereutec- 
toid zone  after  carburizing,  with  no  evidence  of  change  in  the  normal 
tamellar  pearlite.  The  fact  that  manganese  sulfide  introduced  into 
normal  steel  (Fig.  29)  caused  the  breaking  down  of  the  pearlite  after 
carburization  in  the  portion  of  the  metal  surrounding  the  inclusion  is  not 


I  Iron  and  Steel  lost.  Carnegie  Sckol.  Metn.  (1916)  7,  103. 


H.    W.    MCQUAID   AND   E.    W.    EHN  359 

a  necessary  contradiction  of  the  result  indicated  by  Fig.  45,  for  in  intro- 
ducing the  sulfide  into  the  steel,  considerable  air  (oxygen)  was  introduced 
at  the  same  time. 

The  eSect  of  slag  and  silicates  on  the  carburizing  results  has  not  been 
fully  investigated,  it  being  evident  that  these  sonims  could  not  be  a 
principal  cause.  It  was  determined  that,  in  a  75-ton,  basic,  open-heartb 
beat,  blooms  from  all  sections  of  the  heat  were  abnormal,  indicating 
that  the  cause  of  the  abnormal  steel  was  present  in  all  parts  of  the  heat, 
a  condition  not  likely  to  be  true  if  slag  or  silicates  were  a  principal  cause. 

The  investigations  by  Stead,^  Whiteley'  and  McCance'  have  indicated 
that  dissolved  oxide  is  one  of  the  most  probable  causes  of  ghost  lines. 
LeChatclier  and'Bogitch*  have  apparently  proved  that  this  is  the  case, 


Fio.     45. — MANOANEBB-acLFiDB     IN-  Fin,     46. — Manoanbse-sdlfidii:     in- 

CLCSION  IN  HYPBBBKTECTOID  ZONE  OV  CLOSION  IN  RYPEREITTECTOID  ZONE  OF 
NOBUAL  BTEEL.       X  200.  NORUAL  8TBBL.        X  200. 

which  results  are  checked  by  the  evidence  obtained  by  the  writers  that 
ghost  lines  are  the  effect  of  the  same  cause  as  abnormal  steel,  namely 
dissolved  oxides. 

This  is  more  or  less  substantiated  by  the  facts  that  unfinished  steel  is, 
as  a  rule,  abnormal  and  that  the  addition  of  the  deoxtdizer  (manganese, 
silicon,  etc.)  is  necessary  to  produce  normal  low-carbon  steel.  Why 
dissolved  iron  oxide  should  cause  the  divorce  of  the  pearlite  of  the  hyper- 
eutectoid  zone  is  a  subject  for  independent  investigation;  the  most 
appealing  explanation  is  that  the  solubility  of  the  cementite  in  gamma  iron 
is  decreased  by  the  presence  of  the  dissolved  oxide  and  hence  it  is  more 

» Jnl  Iron  and  Steel  Inst.  (No.  1,  1918)  and  (No.  I,  1920). 
'  Jnl.  Iron  and  Steel  Inst.  {No.  I  and  II,  1620J. 
*  Jnl  West  ot  Scotland  Iron  and  Steel  lost. 
'  Reii.  de  Mil.  Mem.  (lOId)  16. 
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easily  precipitated  to  the  crystal  boundaries  on  cooling  through  the 
critical  range.  The  extent  to  which  the  cementite  would  be  rejected  to 
the  crystal  boundaries  would  depend  on  the  amount  of  the  oxides  in  solu- 
tion as  well  as  on  the  amount  of  the  cementite  and  the  speed  of  cooling. 

It  has  usually  been  assumed,  and  investigations  made  by  Howe  and 
Levy®  would  indicate,  that  slow  cooling  through  the  critical  range  was  the 
primary  cause  of  the  pearUte  divorce.  They  also  point  out  that  with  a 
maximum  temperature  of  900°  C.  the  pearlite  formed  on  slow  cooling  is 
more  stable  and  much  coarser  than  when  the  initial  temperature  is  800°  C. 
This,  as  regards  stability  of  the  pearlite  at  the  diflFerent  initial  tempera- 
tures, is  checked  by  the  investigations  of  Honda  and  Sait6,^  who  show  that 
at  900°  C.  the  pearlite  formed  on  slow  cooling  is  lamellar  in  structure. 
This  cannot  be  universally  true,  for  the  writers  have  examined  hundreds 
of  specimens  of  steel  corresponding  in  carbon  content  to  the  1.20-per  cent, 
carbon  steel  of  Honda  and  Saitd  in  which  the  pearlite  had  divorced  com- 
pletely to  form  massive  cementite  and  free  ferrite,  after  cooling  slowly 
from  925°  C.  The  results  obtained  by  Honda  and  Sait6  and  by  Howe  and 
Levy  coincide  exactly  with  results  obtained  by  us  with  what  we  have 
termed  normal  steel  and  it  is  our  opinion  that  the  investigations  referred 
to  have  been  made  on  steels  of  this  quality. 

Brearly*  illustrates  a  condition  identical  with  that  met  with  in  abnor- 
mal steels  and  ascribes  the  cause  of  the  formation  of  massive  cementite 
to  low  manganese  content.  Just  how  manganese  is  the  cause  of  this 
condition  is  not  explained  but  it  is  the  writers'  belief  that  the  connection 
between  the  low  manganese  content  and  the  divorcing  of  the  pearlite  of 
the  hypereutectoid  zone  after  carburizing  is  indirect,  it  being  generally 
true  that  one  result  of  a  poorly  deoxidized  heat  is  loss  of  manganese  con- 
tent. It  has  been  our  experience  that  manganese  content  is  an  indication 
of  the  character  of  the  steel,  and  that  steel  in  which  the  manganese  con- 
tent is  close  to  the  minimum  chemical  specification  is  not  so  well  made  as 
steel  in  which  the  manganese  content  approaches  the  maximum  specifi- 
cation for  the  element.  This  is  true  because  manganese  is  added  (as 
ferromanganese)  to  produce  a  predetermined  percentage  of  that  element 
in  the  finished  heat,  and  when  the  finished  content  is  less  than  that  aimed 
at,  it  is  assumed  that  the  loss  is  due  to  the  presence  of  oxides  in  the  bath. 
It  is  possible  that  the  loss  in  manganese  may  be  compensated  for  by  more 
complete  deoxidation  of  the  steel  and  hence  the  resulting  steel  might  be  of 
excellent  quality.  Unless  otherwise  noted,  all  steel  carburized  in  con- 
nection with  this  investigation  contained  manganese  of  from  0.35  to  0.65 
per  cent. 


«  Jnl  Iron  and  Steel  Inst.  (No.  II,  1916). 
7  Jnl  Iron  and  Steel  Inst.  (No.  II,  1920). 
•"Case  Hardening  of  Steel,"    60. 
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From  the  foregoing,  it  would  seem  that  the  extent  to  which  deoxida- 
tion  takes  place  in  finishing  steel  in  the  melting  furnace  has  an  important 
bearing  on  results  obtained  after  case  carburizing  and  hardening;  and, 
conversely,  the  results  obtained  in  case  carburizing  constitute  a  check 
on  the  extent  of  deoxidation  of  the  low-carbon  steel  used  for  carbu- 
rizing purposes. 

If  it  be  true  that  a  poorly  deoxidized  heat  of  low-carbon  steel  will, 
when  carburized,  produce  a  case  in  which  the  pearlite  of  the  hypereu- 
tectoid  zone  is  more  or  less  unstable,  depending  on  the  amount  of  oxides 
included  or  in  solution,  we  have  a  method  of  inspection  of  this  class  of 
steel  that  will  indicate  under  what  conditions  the  steel  was  made. 

While  the  writers  have  successfully  adopted  this  method  of  checking 
steel  for  case  carburizing,  it  has  often  been  difficult  to  decide  at  just  what 
indication  of  the  divorcing  of  the  pearlite  to  draw  the  line.  There  is  not 
the  slightest  doubt  that  the  structure  of  the  case  shown  in  Fig.  4  will  not 
form  normal  martensite  under  the  most  favorable  hardening  conditions, 
but  there  is  an  intermediate  stage  between  this  and  normal  steel  that  will 
form  martensite  under  proper  hardening  conditions  but  is  more  likely  to 
develop  soft  troostitic  areas  than  normal  steel.  As  the  presence  of  dis- 
solved oxide  apparently  renders  the  pearlite  of  the  hypereutectoid  zone 
after  carburizing  unstable,  with  consequent  formation  of  a  very  unstable 
martensite  in  hardening,  it  would  seem  reasonable  that  the  presence  of 
excess  dissolved  oxides  would  have  the  same  effect  on  high-carbon  tool 
steel,  making  such  a  steel  difficult  to  harden  without  soft  areas.  This 
condition  would  explain  the  often  mysterious  failures  of  some  tool  steels 
to  harden  properly  and  indicates  the  necessity  of  insuring,  in  the  produc- 
tion of  high-grade  tool  steel,  that  the  greatest  care  be  taken  in  the  melting 
practice,  a  fact  generally  well  known.  Those  processes  using  first-quality 
scrap  for  the  furnace  charge  and  melting  in  a  non-oxidizing  atmosphere 
should  give  a  superior  tool  steel.  Whether  the  beneficial  effect  of  an 
alloy  on  the  case-carburizing  results  is  caused  by  the  greater  care  gener- 
ally taken  in  the  production  of  alloy  steel  or  by  the  deoxidizing  qualities 
of  the  added  element  itself,  or  both,  is  not  known. 

In  order  to  check  our  method  of  inspection,  samples  from  four  heats 
of  low-carbon  basic  open-hearth  steel  from  one  of  the  mills  supplying  us 
with  open-hearth  steel  were  submitted  for  check,  of  which  three  were 
accepted  and  one  rejected.  It  developed  that  the  three  accepted  had 
been  carefully  made  under  the  personal  supervision  of  the  open-hearth 
superintendent,  whereas  the  rejected  heat  had  been  deliberately  picked 
out  as  poorly  made.  The  success  of  this  check  resulted  in  obtaining  the 
cooperation  of  the  open-hearth  operating  department  and  an  improve- 
ment in  the  quality  of  the  steel  made  for  carburizing  purposes. 

On  checking  steel  for  case  carburizing  from  another  mill,  it  was  admit- 
ted by  the  producer  that  the  steel  rejected  was  not  originally  intended 
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for  our  use,  but  being  within  our  chemical  specification  it  had  been 
diverted  to  our  order.  It  was  of  ''merchant  bar'*  grade  and  showed 
up  unusually  poor  when  checked.  It  is  not  difficult  to  realize  that  the 
carburizing  check  is  probably  the  only  one  that  would  have  caused 
its  rejection. 

In  conclusion  the  writers  desire  to  express  their  appreciation  for  the 
assistance  and  encouragement  extended  them  by  M.  T.  Lothrop, 
works  manager  of  The  Timken  Roller  Bearing  Co.,  whose  interest  and 
direction  have  been  of  the  greatest  value. 

DISCUSSION 

H.  J.  French*  and  L.  Jordan,*  Washington,  D.  C.  (written  discus- 
sion).— The  data  and  explanations  given  are  of  considerable  interest  and 
importance.  The  authors  have  shown  a  number  of  differences  in  be- 
havior in  heat  treatment  between  certain  heats  of  electric-furnace  and 
open-hearth  steels  of  similar  compositions  as  ordinarily  determined,  and 
have  also  traced  the  sources  of  such  differences  to  melting  and  refining 
practices.  They  have  not,  however,  so  clearly  shown  that  oxygen  is  the 
controlling  factor  in  producing  the  observed  effects  and  it  is  to  be 
regretted  that  no  values  are  given  for  the  oxygen  content  of  steels 
designated  as  normal  and  abnormal. 

In  view  of  this  fact,  any  examples  of  differences  observed  in  the  heat 
treatment  of  electric-furnace  and  open-hearth  steels  carrying  equal  pro- 
portions of  those  elements  usually  specified,  notably  carbon,  manganese, 
phosphorus,  sulfur  and  silicon,  but  showing  variations  in  the  proportions 
of  gases  present,  should  be  of  particular  interest.  The  case  to  be  cited  is 
that  of  silico-manganese  spring  steels  in  which  some  of  the  observed 
differences  in  structure  are  similar  to  those  shown  by  the  authors. 

Based  on  observations  made  in  the  heat  treatment  of  hundreds  of 
tons  of  this  type  of  material  the  following  fact  was  stated  at  the  Phila- 
delphia meeting  of  the  American  Society  for  Steel  Treating,  September, 
1920.  When  siUco-manganese  steel  made  in  the  open  hearth  has  the 
same  proportions  of  carbon,  manganese,  phosphorus,  sulfur,  and  silicon 
as  an  electric-furnace  product  and  both  alloys  are  hardened  in  the  same 
manner,  they  regularly  require  different  tempering  temperatures  to 
produce  the  same  BrincU  hardness. 

Samples  of  typical  electric-furnace  and  open-hearth  heats  of  such 
spring  steels  were  obtained  and  subjected  to  various  heat  treatments. 
The  compositions  and  tensile-test  results  are  given  in  Tables  1  and  2, 
while  typical  microstructures  are  shown  in  Figs.  47,  48,  and  49. 

It  will  be  noticed  that  the  difference  in  structure  between  rolled 
electric-furnace  and  open-hearth  silico-manganese  steels  (Figs.  47  a  and  b) 

*  Physicists,  Bureau  of  Standards. 
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are  much  like  those  observed  in  the  hypereutectoid  zone  of  carburized 
normal  (electric-furnace)  and  abnormal  (open-hearth)  steels  shown  in 
Figs.  1  and  2. 

The  greater  continuity  of  the  excess  ferrite  of  the  normal  carbon 
(electric-furnace)  steel  when  compared  with  the  abnormal  (open-hearth) 


eiLtCO-MANGANEHE  STEEL. 
I..        X500. 
N  ALCOHOL. 


FlO.    48. NORMAIIZBD     ELECTRIC-P 

BSE  HTBCLS.     a  Elbcthic  steel;  b  Open-hearth  hteel. 
IB.     X  100.     Etched  with  2  per  cent,  nitric  acid  i 


1800°  F.,  oil;  1050°  F. 


heats,  as  shown  in  Figs.  6  and  7,  is  similarly  shown  for  the  normalized 
spring  steels  first  quenched  from  a  high  temperature,  in  Figs.  48  a  and  b. 
Differences  in  structure  persist  in  these  alloy  steels  when  they  are 
quenched  and  tempered  in  the  ordinary  manner  and  also  when  subjected 
to  special  heat-treatments,  as  shown  in  Fig.  49.  In  each  case  the  electric- 
furnace  and  open-hearth  heats  were  treated  simultaneously  and  in  the 
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FlO.    49. QUENCHBDA 

UANCANESB  STEELS.      O  ElECTBIC  STEEL.        X  100.      b  OpEN-HBARTH  STEEL.        X  100. 

c  Electric  STEEL.     X  500.     d  Open-hbartb  btbel.     X  500.     I650°F.,oil;660°F., 
Am     e  Electric  steel.     X  100.    /  Open-hearth  steel.     X  100.     g  Eli 
STEEL.     X  500.     h  Open-hearth  steel.     X  500.     1800°  F.,  oil;  1650°  F. 
650°  F.,  AiB.    Etched  with  2  per  cent,  kitbic  acid  in  a 
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same  manner.  Photomicrographs  a  and  b  show  the  more  regular  and 
complete  ferrite  envelopes  existing  in  the  electric-furnace  product  for 
steels  quenched  from  1650°  F.  and  tempered  at  650°  F.  When  these 
alloys  were  first  subjected  to  a  normalizing  quench  and  then  treated  as 
above,  the  structures  shown  in  g  and  h  were  obtained. 

It  is  evident  from  these  photomicrographs  that  the  structures  obtained 
in^the  heat  treatment  of  the  electric-furnace  spring  steel  are  different 
from  those  obtained  after  application  of  the  same  treatments  to  the  open- 
hearth  steel  and  that  in  a  number  of  instances  these  differences  are 
quite  similar  to  those  observed  by  the  authors  in  low-carbon  steels. 

The  proportions  of  carbon,  manganese,  phosphorus,  sulfur,  and  silicon 
present  in  both  types  of  spring  steel  are  practically  identical  and  but  one 
appreciable  difference  in  composition  is  revealed  in  results  of  analysis 
for  oxygen  and  nitrogen®   (Table  1).     The  nitrogen  contained  in  the 


Table  1. — Composition  of  Steels  as  Received 


steel 

Process 

Compoflition,  Per  Cent. 

Sample 

C 

Mn 

i        P 

i 

s 

Si 
2.09 

N» 

Oi 

No. 

A 

Electric 

1 
0.53     0.77 

0.022 

0.014 

A26 

0.0046 

A16 

0.0045 

0.023 

A  2 

B 

Open-hearth 

0.54    0.77 

0.017  -  0.022 

2.03 

B29 

0.0020    0.028 

B32 

' 

0.0028    0.028 

B  1 

electric-furnace  steel  is  approximately  twice  that  in  the  open-hearth.     No 
difference  in  oxygen  content  is  observed. 

In  view  of  the  importance  attached  to  oxygen  content  by  the  authors 


»  The  values  given  for  the  oxygen  content  of  these  steels  were  obtained  by  the 
Ledeb.ur  method  following  the  procedure  described  by  Cain  and  Pettiiohn  in  Bureau 
of  Standards  Tech,  Paper  118.  It  is  generally  recognized  that  this  method  does  not 
determine  all  the  oxygen  in  all  the  forms  in  which  it  is  possibly  present  in  a  steel; 
values  for  oxygen  are  particularly  liable  to  be  low  in  the  case  of  steels  containing 
more  than  small  amounts  of  carbon.  Comparative  results  of  significance  are  obtained, 
however,  by  the  application  of  this  method  to  steels  of  similar  composition. 

The  nitrogen  was  determined  by  a  modified  Allen  method,  practically  as  described 
by  Tschischewski:  Jnl,  Iron  and  Steel  Inst.  (1915)  92,  47-90.  This  method  deter- 
mines only  the  combined  nitrogen  (sometimes  designated  as  ''nitride"  nitrogen) 
present  in  the  steel. 

Hydrogen,  carbon  dioxide,  and  carbon  monoxide  were  determined  in  the  spring 
steels  as  rolled.  No  marked  differences  were  foimd  between  the  electric-furnace  and 
open-hearth  steels  in  the  amounts  of  these  gases.  Analyses  for  these  gases  were 
made  by  a  vacuum-fusion  method  developed  at  the  Bureau  of  Standards. 
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and  the  difference  in  nitrogen  content  found  in  the  original  silico-raangan- 
ese  steels,  both  oxygen  and  nitrogen  were  determined  on  samples  heat- 
treated  in  different  ways;  the  results  are  summarized  in  Table  2. 

The  treatments  to  which  the  alloys  were  subjected  may  be  divided 
into  two  classes.     The  first,  in  which  a  normalizing  or  hardening  tempera- 


Table  2. — Proportions  of  Oxygen,  Nitrogen,  and  Tensile  Properties  of 
Electric-furnace  and   Open-hearth   Silico-manganese   Steels   under 

Various  Heat  Treatments 


Condition  or  Heat 
Treatment 

1 

Heat 

and 

Sample 

No. 

Tensile 

Strength, 

Lb.  per 

Sq.  In. 

1 
Elon-  , 
gation 

in 

2  In., 

Per 

Cent. 

Reduc- 
tion in 

Area, 
Per 

Cent. 

Gas  Content," 
•     Per  Cent. 

Os            N« 

Remarks 

As  rolled,  open-hearth.  .  . 

B  1 

129,800 

20.0 

43.8 

0.028 

0.0028  ^ 
0.0020/ 

Average  Ni,  0.0024 

As  rolled,  open-hearth.  . . 

B32 

0.028 

per  cent. 

As  rolled,  electric 

A  2 

126,300   1    19.0 

40.0 

0.023 

0.0045  1 
0.0046/ 

Average  Nt,  0.0046 

As  rolled,  electric 

A16 

per  cent. 

:         ■       1 
Open-hearth,  Regular  Treatment  A 

1650*  F.  oil:  900°  F 

B  2 

190,200 

10.0 

36.1        0.024 

0.0031 

B  5 

196,000 

12.0 

34.3     1 

Open-hearth,  Special  Treatment  A 

1800°  F.  oil;  1650°  F.  oil; 

" 

then  900°  F 

B19 

204.500 

10.0 

24.8 

0.026 

0.0030 

Electric  Steel,  Regular  Treatment  A 

1650°  F.  oil;  900°  F 

A  5         201,600        9.5          26.1        0.025 
Electric  Steel,  Special  Treatment  A 

0.0063 

1800°  F.  oil;  1650°  F.  oil; 

1 

then  900°  F 

A31 

200,000 

9.0 

28.8 

0.030 

0.0102 

■1               1                 1 
Open-hearth,  Regular  Treatment  B 

1650°  F.  oil;  650°  F 

B  4         327,000        4.0          14.2 
Open-hearth,  Special  Treatment  B 

1800°  F.  oil;  1650°  F.  oil; 

then  650°  F 

B16 

320.000   1     4.0 

13.6 

Electric  Steel,  Regular  Treatment  B 

1650°  F.  oil;  650°  F 

A  4 

260,000 

1.0 

2.8 

0.029  0.0066 

1 

1 

Average  Ns  in  elec- 
tric steel,  regular 

treatments.  0.0064 

per  cent. 

« 

Electric  Steel,  Special  Treatment  B 

^ 

1800°  F   oil;  1650°  F.  oil; 

then  one  650°  F 

AM 

313,000 

2.5 

8.8 

1                   .11 
Electric  Steel,  Special  Treatment  C 

1 

1800°  F.  oil;  then  1650°  F. 

0.0092 

Average  Nt  in  elec- 

air. 

tric  steel,  special 
treatments,  0.0097 
per  cent 

*  All  values  reported  are  averages  of  at  least  duplicate  determinations. 

ture  of  1650**  F.  was  used,  may  be  referred  to. as  a  "regular  treatment;" 
the  second,  in  which  a  preliminary  heating  to  1800°  F.  (designed  to  break 
up  refractory  structures)  was  used,  may  be  classed  as  a  '^special  treatment." 
This  was  in  all  cases  followed  by  a  regular  treatment. 
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Throughout  the  whole  series  of  determinations  no  appreciable  differ- 
ences in  oxygen  content  are  evident  either  between  various  treatments  or 
between  the  two  types  of  steel. 

The  nitrogen  content  of  the  untreated  open-hearth  steel  remains 
practically  constant  at  0.0028  per  cent,  and  is  independent  of  the  different 
heat  treatments  applied;  that  of  the  untreated  electric-furnace  steel, 
which  was  approximately  twice  that  of  the  untreated  open-hearth  (0.0046 
per  cent.),  increases  to  0.0064  per  cent,  when  the  regular  heat  treatment 
is  applied  and  this  value  is  again  raised  to  0.0097  per  cent,  when  the  steel 
is  subjected  to  the  special  treatment.  This  latter  value  is  about  the  same, 
whether  the  treatment  subsequent  to  the  preliminary  high-temperature 
quench  is  hardening  and  tempering  or  normalizing. 

Probably  these  differences  indicate  a  change  in  the  condition  of  a 
portion  of  the  nitrogen  as  it  is  difficult  to  believe  that  the  heat  treatment, 
as  carried  out,  could  change  the  total  amount  of  this  element  in  the  steelJ" 

No  definite  statements  should  be  made,  without  further  and  more 
extended  investigation,  concerning  the  relation  between  nitrogen  contents 
and  changes  in  tensile  properties  in  electric-furnace  and  open-hearth 
steels  resulting  from  the  special  normalizing  quench.  It  is  to  be  noted, 
however,  that  after  special  treatments  recorded  in  Table  2  the  tensile 
properties  of  the  open-hearth  and  electric-furnace  steels  are  in  general 
more  uniform  than  after  the  more  simple  regular  treatment. 

It  is  appreciated  that  any  statements  based  on  work  with  silico- 
manganese  steels  are  not  necessarily  applicable  when  considering  the 
low-carbon  steels,  except  in  so  far  as  it  is  justifiable  to  draw  inferences  by 
analogy.  The  writers'  purpose  in  presenting  their  results  is  to  show  that 
differences  in  structure  similar  to  those  presented  by  McQuaid  and  Ehn 
are  found  in  other  steels  without  change  in  the  oxygen  content.  They 
cannot,  however,  at  the  present  time,  correlate  nitrogen  variations  with 
any  structural  or  physical  characteristics  of  the  steels  tested. 

In  conclusion,  attention  is  invited  to  the  fact  that  steels  of  the  same 
chemical  composition,  in  so  far  as  the  elements  usually  determined  are 
concerned,  require  variations  in  heat  treatment  in  order  to  produce  similar 
physical  properties.  This  applies  to  comparison  between  heats  made  by 
the  same  type  of  process  as  well  as  to  comparisons  between  steels  pro- 
duced by  different  processes. 

The  results  presented  by  the  authors  may  certainly  be  considered  as 
further  evidence  of  differences  in  heat-treatment  properties  in  a  particu- 
lar field,  but  to  demonstrate  the  relation  of  the  gas  content  to  any  such 
changes  is  at  the  present  time  a  difficult  matter. 


*°  See  footnote  9.     The  method  of  analysis  used  is  believed  to  give  only  the  com- 
bined nitrogen. 
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W.  J.  Priestley,*  South  Charleston,  W.  Va. — It  would  be  interesting 
to  know  some  of  the  other  characteristics  of  that  electric  steel,  also  to 
have  more  data  about  the  open-hearth  steel  with  which  that  electric 
steel  was  compared. 

H.  J.  French. — Do  you  mean  the  number  and  distribution  of  non- 
metallic  materials? 

W.  J.  Priestley. — Yes;  if  specimens  of  that  steel  are  available,  it 
would  probably  be  well  to  have  photomicrographs  taken  to  show  the 
inclusions;  also,  to  have  a  chemical  analysis  made. 

H.  J.  French. — We  have  the  chemical  analyses. 

W.  J.  Priestley. — It  would  also  be  well  to  draw  pieces  of  the  same 
steel  at  a  higher  temperature  so  as  to  get  greater  stretch  and  greater 
ductility. 

H.  J.  French. — These  steels  were  examined  as  received  and  under 
various  treatments  without  etching,  and  there  was  no  evidence,  either 
longitudinally  or  transversely,  of  many  more  sonims  in  one  heat  than  in 
the  other.  The  table  and  the  results  given  do  not  represent  all  the  tests 
made.  The  reason  other  heats  were  not  included  in  this  discussion  was, 
one  of  the  steels  contained  about  0.04  per  cent,  phosphorus,  whereas  the 
two  for  which  the  results  were  given  contained  about  0.02  per  cent. 
Another  heat  contained  approximately  twice  the  amount  of  sulfur  and 
it  was  desired  to  keep  out  of  the  results  presented  any  more  variations  in 
the  chemical  compositions  than  was  necessary. 

The  exact  composition  of  the  steels  for  which  results  are  given  is  as 
follows: 


Carbon, 
Pkr  Cent. 

Manoanese, 
Per  Cent. 

Phosphorus, 
Per  Cent. 

Sulfur, 
Per  Cent. 

Silicon. 
Per  Cent. 

Electric  Steel          0.53 

0.77 

0.022 

0.014 

2.09 

Open-hearth  Steel  0.54 

0.77 

0.017 

0.022 

2.03 

In  addition  to  making  determinations  for  oxygen  and  nitrogen  on  these 
heats,  hydrogen,  carbon  dioxide,  carbon  monoxide  and  total  gas,  as 
obtained  by  the  fusion  method  developed  at  the  Bureau  of  Standards, 
were  determined  and  no  marked  differences  were  obtained,  with  tlie 
exception  of  the  nitrogen  present  in  the  samples. 

M.  H.  ScHMiD,t  Canton,  Ohio  (written  discussion). — When  the 
investigations  on  the  effect  of  quality  of  steel  on  case-carburizing  results 
were  concluded,  and  they  were  preparing  their  paper,  Messrs.  McQuaid 
and  Ehn  invited  the  writer  to  supplement  their  work  by  further 
investigations,  with  reference  to  special  and  alloy  steels  produced  by  the 
United   Alloy  Steel   Corpn.     Since  that  time  experiments  have  been 

*  Steel  Superintendent,  U.  S.  Naval  Ordnance  Plant. 
t  Metallurgical  Engineer,  United  Alloy  Steel  Corpn. 
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conducted  on  straight  carbon  forging  steels  and  commercial  alloy 
steels,  comprising  nickel,  chromium,  chrome-vanadium  and  chrome-molyb- 
denum, high-carbon  alloy  steels,  and  chrome-tungsten  magnet  steels. 

It  has  been  shown  that  dissolved  oxides  in  plain  carburizing  steel 
cause  a  structure  in  which  it  is  impossible  to  retain  the  normal  martensite 
after  quenching,  and  that  after  carburizing  the  detection  of  this  condition 
microscopically  is  simple;  fine  lamellar  pearUte  with  crystal  boundaries 
of  cementite  indicating  relative  freedom  from  dissolved  oxides,  and  part 
broken  down  massive  cementite  and  free  ferrite  indicating  excessive 
quantities  of  dissolved  oxides. 

Successful  applications  of  this  method  on  high-carbon  and  alloy 
steels  involve  the  development  of  structures  that  indicate  relative 
amoimts  of  dissolved  oxides,  and  such  study  and  correlation  with  service 
tests  as  will  reliably  indicate  the  suitability  of  such  material  for  the 
purpose  in  question.  Such  tests  as  have  been  made  on  various  alloy 
steels  indicate  that  the  evidence  obtained  will  not  be  so  simple  in  its 
interpretation  as  in  the  case  of  plain  carburizing  grades,  and  in  many 
cases  prolonged  study  and  experience  will  be  necessary  to  determine 
microscopically  whether  the  percentage  of  dissolved  oxides  is  sufficient 
to  prevent  a  satisfactory  response  to  the  subsequent  thermal  manipular 
tions  required  in  the  development  of  ultimate  physical  properties.  How- 
ever, it  is  reasonable  to  assume  that  modifications  and  refinements  in 
mechanical  details  covering  various  types  will  result  in  the  attainment 
of  more  positive  indications  and  that  the  human  element  will  therefore 
be  a  less  iipportant  factor. 

Tests  on  special  steels  from  different  sources  of  manufacture  and 
representative  of  various  conditions  have  been  conducted  in  the  labora- 
tories of  the  United  Alloy  Steel  Corpn.  Some  of  the  problems  have  been 
studied  jointly  with  McQuaid  and  Ehn  and  others  independently.  The 
following  is  a  brief  resume  of  the  investigations  made  in  this  laboratory 

Steels  of  approximately  0.50  and  1.00  per  cent,  carbon,  which  did  not 
harden  uniformly  when  water-quenched  for  small  parts  made  from  the 
first  type,  and  when  oil-quenched  for  springs  manufactured  from  the 
second,  were  investigated.  Characteristic  abnormal  structures  were 
developed  in  the  cases  where  the  material  would  not  harden.  It  was 
noticeable,  however,  that  such  portions  of  the  same  heats  as  processed 
satisfactorily  showed  approximately  normal  structures. 

Investigations  on  nickel  steels  covered  pinions  made  from  a  carburiz- 
ing type  containing  0.5  per  cent,  nickel,  in  which  soft  spots  developed 
after  water  hardening,  and  automobile  drive  shafts  made  from  0.40-per 
cent,  carbon,  SJ-^-per  cent,  nickel  steel,  on  which  in  some  cases  a  Brinell 
hardness  of  512  was  obtainable  after  an  oil  quench,  while  other  shafts 
from  the  same  furnace  charge  showed  a  Brinell  hardness  as  low  as  321. 
Various  carburizers  and  heat  treatments  were  tried  on  the  pinions  without 
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success.  In  each  instance  the  microscopic  examination  showed  but 
normal  amounts  of  undissolved  oxides,  sulfides  and  silicates,  with  fairly 
pronounced  banding,  but  not  sufficient  to  determine  the  cause  of  the 
trouble.  After  carburizing  and  slowly  cooling,  microscopic  examinations 
showed  conditions  characteristic  of  abnormal  steel.  The  hypereutectoid 
zone  was  non-uniform  in  grain  size,  with  varying  amounts  of  cementite 
precipitated  to  grain  boundaries,  but  in  every  instance  showed  a  decidedly 
*' spotty"  structure  with  the  pearlite  broken  into  massive  cementite  and 
free  ferrite.  The  hypereutectoid  zone  in  the  carburizing  grade  used  for 
pinions  shows  the  small  grain  characteristic  of  abnormal  steel,  but  as 
would  be  expect/ed  this  condition  is  less  pronounced  in  the  higher 
carbon  shaft. 

Four  types  of  spring  steel  were  investigated.  These  tests  were  run 
on  eleven  heats,  on  which  complete  records  had  been  kept  and  showed 
physical  results  ranging  from  average  to  excellent,  for  the  purpose  of 
determining  to  just  what  extent  an  interpretation  of  the  microscopic 
evidence  could  be  correlated  with  physical  properties.  A  chrome- 
vanadium  steel  (carbon  0.45  to  0.55  per  cent.,  manganese  0.70  to  0.90  per 
cent.,  chromium  0.80  to  1.10  per  cent.,  vanadium  0.15  per  cent.)  showing 
exceptional  static  and  dynamic  characteristics  had  an  absolutely  normal 
structure  in  every  respect.  The  same  condition  existed  for  a  chrome- 
carbon  heat  (carbon  0.85  to  1.00  per  cent.,  chromium  0.25  to  0.40 
per  cent.). 

On  one  type,  a  heat  that  showed  extreme  irregularity  in  hardness 
after  quenching,  presented  positive  abnormal  structure,  although  the 
failure  of  the  heat  to  harden  uniformly  can  be  largely  attributed  to  condi- 
tions other  than  those  indicated  by  the  test  for  dissolved  oxides.  The 
structures  developed  in  the  other  heats  could  not  serve  as  a  guide  as  to 
relative  physical  properties,  this  being  especially  true  with  respect  to 
three  chrome-molybdenum  heats  (carbon  0.45  to  0.55  per  cent.,  chromium 
0.80  to  1.10  per  cent.,  molybdenum  0.30  to  0.40  percent.).  This,  how- 
ever, should  by  no  means  be  considered  as  a  condemnation  of  the 
method  in  question,  unless  we  assume  that  all  troubles  with  steel  quality 
result  from  dissolved  oxides,  which  assumption  is  false. 

Magnet  steels  of  the  following  analyses  were  investigated:  carbon 
0.80  to  0.90  per  cent.,  chromium  1.90  to  2.10  per  cent.,  tungsten  0.75  to 
0.90  per  cent.  The  regular  method  of  cooling  after  carburizing  did  not 
develop  the  charact^eristic  structures  readily  recognized  as  normal  or 
abnormal  steel,  and  it  was  only  by  special  retardation  in  cooling  that  a 
structure  was  brought  out  that  could  be  interpreted  as  being  at  all  charac- 
teristic of  the  presence  of  varying  amounts  of  dissolved  oxides.  Eighteen 
heats,  on  which  complete  records  of  magnetic  tests  had  been  tabulated, 
were  examined.  The  best  heat  could  be  readily  selected  from  the  worst 
by  checking  magnetic  results,  but  the  differences  in  structures  of  those 
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falling  between  the  two  extremes  in  magnetic  values  were  not  pronounced. 
There  was,  however,  a  decided  difference  in  banding  between  the  best 
and  the  worst  heat. 

« 

Progressive  steel  manufacturers  of  quality  products  welcome  a  method 
of  control  that  goes  beyond  that  available  by  the  prevailing  systems 
of  chemical  analysis,  physical  inspection,  microscopic  examination,  etc., 
which  do  not  in  all  cases  furnish  positive  assurance  of  the  suitability  of  a 
certain  product  for  the  particular  purpose  for  which  it  is  intended.  The 
method  outlined  by  Messrs.  McQuaid  and  Ehn  offers  opportunities  of 
improvement  in  the  product  itself  and  in  the  selective  application  of  that 
product.  It  offers  an  opportunity  for  constructive  study  and  experi- 
mentation as  to  the  development  of  the  most  efficient  methods  of  deoxi- 
dation,  also  for  the  selective  application  of  heats  to  meet  specific 
conditions. 

Ten  open-hearth  heats  of  chrome-carbon  steel  for  automobile  drive 
shafts  were  made  with  varying  methods  of  deoxidation  but  in  every 
other  respect  the  processes  were  similar;  the  final  operation  was  heat 
treatment  to  produce  a  minimum  elastic  limit  value  of  120,000  lb.  per 
sq.  in.  Eighteen  pieces  from  each  heat  were  heat  treated  to  facilitate 
examination  for  fiber.  Representative  tests  for  physical  properties  and 
Brinell  values  were  taken  from  the  finished  heat-treated  product,  approxi- 
mately 100  tensile-strength  and  1000  Brinell  tests  per  heat  being  made. 
These  results  were  averaged  and  studied  for  uniformity.  The  heats  that 
showed  the  closest  approximation  to  normal  structure,  and  indicated  the 
minimum  amount  of  dissolved  oxides,  also  gave  the  best  results  in  phys- 
ical properties,  although  such  heats  did  not  necessarily  show  the  greatest 
freedom  from  fiber.  On  this  work  we  considered  the  test  for  dissolved 
oxides  of  practical  advantage  in  determining  the  most  satisfactory 
method  of  deoxidizing. 

In  the  manufacture  of  special  steels,  especially  the  alloy  grades,  the 
material  is  given  such  care  in  processing  that  it  is  doubtful  if  this  test 
would  locate,  except  in  rare  instances,  material  so  high  in  dissolved  oxides 
as  to  render  it  unfit  for  commercial  application.  There  are  times,  how- 
ever, when  the  requirements  are  so  exacting  that  a  test  of  this  nature 
might  be  of  practical  value  as  a  means  of  restricting  the  application  of 
steel  in  particular  cases.  Unfortunately  the  time  element  entering  into 
the  carburizing  operation  is  such  that  it  is  impossible  to  obtain  final 
results  between  the  tapping  of  the  heat  and  the  rolling  of  the  ingots,  but 
the  information  would  be  available  while  the  heat  is  still  in  billet  form 
and  it  would  be  possible  to  divert  it  to  another  finished  size  where  desir- 
able. On  the  other  hand  there  is  a  possibility  of  speeding  up  the  carbur- 
izing process,  through  future  development,  to  permit  more  prompt 
submission  of  final  results.  This  test,  however,  does  furnish  a  means  of 
submitting  to  the  melter  positive  proof  as  to  improperly  melted  heats 


372  EFFECT   OF  QtTALlTY   OF   STEEL   ON   CASE-CARBURIZING   RESULTS 

without  awaiting  results  on  the  finished  product  manufactured  from 
the  steel. 

A.  E.  White,*  Ann  Arbor,  Mich,  (written  discussion). — The  papSr 
is  unusual  in  that  the  evidence  is  circumstantial,  yet  convincing;  it  is  to  be 
regretted,  though,  that  the  quantities  of  oxygen  in  the  various  sections 
examined  were  not  determined.  Those  engaged  in  case-hardening 
operations  have  known  for  some  time  that  certain  lots  of  case-hardened 
steel  would  not  give  a  uniformly  hardened  surface  after  a  quench  and  a 
draw.  For  this  failure  the  heat  treater,  the  maker  of  the  carburizing 
compound,  the  forger,  and  sometimes  the  steel  maker  have  been  blamed. 
In  view  of  the  conclusions  of  this  paper,  the  steel  maker  must  now  become 
a  permanent  addition  to  this  group.  Perhaps,  manufacturers  using  steel 
will  realize  more  fully  that  the  higher  prices  charged  by  certain  mills  is  for 
the  purpose  of  meeting  the  cost  of  producing  steel  of  the  best  quality. 

It  is  regretted  that  no  evidence  is  submitted  to  show  that  the  steel 
subjected  to  a  stream  of  oxygen  was  normal  preceding  this  treatment. 
It  is  assumed  that  such  was  the  case  and  that  the  conclusions  drawn  were 
perfectly  justified;  yet  the  strength  of  this  statement  would  have  been 
much  increased  had  direct  evidence  been  submitted.  The  paper  shows 
that  in  the  vicinity  of  sulfides,  and  suggests  that  in  the  vicinity  of  phos- 
phides and  oxides,  an  abnormal  structure  results  if  the  steel  is  case  hard- 
ened; yet  the  cause  of  this  abnormal  structure  is  not  given.  We  are  at 
first  led  to  believe  that  the  cause  is  the  non-metallic  inclusions;  then  it  is 
shown  that  in  at  least  one  case  a  manganese-sulfide  inclusion  did  not 
produce  an  abnormal  structure.  I  have  seen  many  cases  of  abnormal 
structure  adjacent  to  non-metallic  inclusions.  Is  the  cause  chargeable  to 
non-metallic  inclusions,  to  oxygen,  to  some  other  element  or  compound  to 
which  there  has  been  no  reference,  or  to  two  or  more  of  the  conditions 
named?  Though  circumstantial,  the  evidence  is  none  the  less  conclusive 
that  badly  made  steel  will  not  carburize  uniformly. 

H.  J.  Stagg  and  S.  C.  Spalding,  Syracuse,  N.  Y.  (written  discussion). 
We  had  an  experience  with  an  impure  steel  a  few  years  ago  that  may  be  of 
interest.  The  steel  apparently  was  not  quite  as  bad  as  the  authors^' 
steels;  we  found  peculiar  or  abnormal  pearlite  but  did  not  find  any  soft 
spots  after  hardening.  The  steel  contained  0.15  per  cent,  carbon, 
0.015  per  cent,  silicon,  0.72  per  cent,  manganese,  0.103  per  cent,  phos- 
phorus, and  0.92  per  cent,  sulfur. 

In  carburizing  this  steel  we  noticed  the  numerous  ghosts  present  in 
the  core  and  a  peculiar  structure  in  the  pearlite  of  the  case.  However, 
as  the  hardened  pieces  were  apparently  all  right  and  we  were  primarily 
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interested  in  another  phase  of  the  carburizing  phenomena  at  that  time  we 
did  not  investigate  it  any  further. 

Fig.  50,  at  50  diameters,  shows  the  typical  ghosts  existing  in  the  core. 
Fig.  51,  at  250  diameters,  and  Fig.  52  unetched,  show  the  wide  band  of 
Fig.  50  in  a  Httle  more  detail.  Fig.  53,  at  50  diameters,  shows  this  band 
as  it  goes  through  the  case.  The  white  spot  near  the  outside,  followed  by 
a  normal  eutectoid  zone,  is  not  so  deep  as  where  the  ghost  is  not 
present. 

Fig.  54,  at  250  diameters,  taken  at  the  outer  edge  of  the  piece  in  the 
banded  zone,  shows  the  peculiar  structure  of  the  pearlite  at  this  point. 
Fig.  55,  at  500  diameters,  shows  the  pearlite  as  it  occurs  in  the  white 
area  of  Fig.  53.  The  cementite  in  this  area  appears  to  occur  entirely  as 
boundaries  of  ferrite  grains  instead  of  partly  at  the  boundaries  and  partly 
within  the  grains,  as  in  lamellar  pearlite.  In  some  of  the  grains  (see  Fig. 
54)  the  normal  lamellar  pearlite  occurs  in  the  center,  but  at  the  edges  the 
cementite  has  apparently  left,  leaving  a  border  of  ferrite.  The  photomi- 
crograph shows  grains  in  all  stages  of  dissociation  of  the  lamellar  pearlite. 
Fig.  56,  at  500  diameters,  shows  the  structure  at  what  was  the  white 
spot  of  Fig.  53  after  hardening  by  a  single  quench  in  water  from  1500°  F. 
The  peculiar  pearlite  of  Figs.  53,  54,  and  55,  apparently,  is  transformed 
into  normal  martensite  by  this  treatment.  Fig.  57,  at  500  diameters, 
shows  the  structure  in  a  normal  portion  adjacent  to  the  spot  in  Fig.  56; 
the  martensites  of  Figs.  56  and  57  are  quite  similar. 

The  specimen  on  which  this  work  was  done  was  carburized  for  20  hr. 
at  1600°  F.  and  cooled  in  the  pot.  A  cylinder  %  in.  in  diameter  and 
2  in.  long  was  quenched  from  1500°  in  water  and  not  a  single  soft  spot  could 
be  found  at  any  point  on  its  surface. 

We  have  carburized  specimens  of  this  steel  for  time  intervals  of  5 
to  55  hr.  at  both  1600°  and  1700°  F.  and  found  this  same  type  of  pearlite 
to  exist  in  practically  all  the  specimens. 

It  is  quite  possible  that  the  specimen  of  which  we  have  shown  photo- 
micrographs and  which  hardened  normally  for  us,  hardened  because  we 
used  a  slightly  higher  temperature  and  the  divorced  pearlite  therefore 
had  a  greater  and  better  chance  to  go  into  solution  than  in  all  the  cases 
mentioned  by  McQuaid  and  Ehn. 

We  presume  the  authors  are  investigating  further  and  we  can  expect  to 
learn  from  them  just  what  oxides  and  how  much  must  be  present  in  a 
melt  to  give  these  results.  Also,  might  not  other  conditions  in  the 
melting  and  working  cause  the  same  trouble. 

Henry  S.  Rawdon,*  Washington,  D.  C.  (written  discussion). — 
The  writer  does  not  wish  to  imply  in  this  discussion  that  he  underestimates 
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or  belittles  the  practical  importance  of  the  investigation;  the  lack  of 
specific  details  concerning  the  materials  used,  however,  is  to  be  regretted. 
By  reference  to  well-established  and  accepted  facts  concerning  the  struc- 
ture of  steels,  at  least  sonie  of  the  phenomena  observed  by  the  authors 
can  be  explained  as  satisfactorily  as  by  reference  to  the  rather  mysterious 
condition  designated  as  "the  presence  of  excess  dissolved  oxide,''  the 
assumption  of  course  being  that  all  other  possible  causes  incidental 
to  the  carburizing  process  itself  have  been  eliminated.  It  is  quite  gener- 
ally conceded  by  metallographists  that  the  greater  part  of  the  oxide  in 
steel,  such  as  results  from  the  deoxidation  process,  if  it  persists  in  the 
metal,  exists  as  discrete  particles  of  such  a  size  as  to  be  readily  observable 
under  the  microscope  rather  than  in  the  form  of  solid  solution  in  the  iron 
matrix,  that  is  dissolved.  The  recent  investigations  by  Stead  and  by 
Whiteley^^  indicate  a  very  limited  solubility  for  oxide  in  iron  or  steel. 
The  total  percentage  of  oxygen  present  in  steel  is  always  very  small. 
Camp^*  states  that  even  overblown  bessemer  steel  contains  less  than  0.15 
per  cent.  Shimer  and  Kichlinc^^  were  unable  to  put  more  than  0.075 
per  cent,  oxygen  into  steel  even  by  the  most  drastic  attempts  to  oxidize 
it;  finished  steel,  they  claim,  contains  no  more  than  0.03  per  cent,  of 
oxygen.  The  results  obtained  by  the  Bureau  of  Standards  in  the  analysis 
of  numerous  specimens  of  steels  prepared  under  different  commercial 
conditions  used  in  the  study  of  the  determination  of  oxygen  in  steel 
fully  confirms  this*^  and  indicate,  in  general,  a  somewhat  lower  oxygen 
content.  In  order  for  the  oxide  to  be  responsible  for  the  structural 
features  noted  by  the  authors  in  the  steels  after  carburization,  it  would 
be  necessary  that  this  oxide  remain  in  situ  unaffected  by  any  of  the 
chemical  changes  that  occur  during  the  process  of  carburization,  as  it  is 
during  the  cooling  of  the  specimen  after  the  carburization  process  has 
been  largely,  if  not  entirely,  completed  that  the  cementite  assumes  its 
abnormal  state.  The  writer  believes  that  the  nature  of  the  cementation 
process  renders  this  fundamental  assumption  difficult,  if  not  impossible, 
to  maintain  when  the  low  percentage  of  oxide  present  and  the  active 
conditions  tending  toward  its  removal  during  the  carburization  process 
are  considered. 

It  is  quite  generally  admitted  that,  except  in  a  few  special  cases, 
carbon  enters  steel  during  the  process  of  cementation  as  one  of  its  gaseous 
compounds,  carbon  monoxide  being  the  most  active  in  the  ordinary 


"  J.  E.  Stead:  Solid  Solution  of  Oxygen  in  Iron.  Jrd.  Iron  and  Steel  Inst.  (1921) 
103,  271.  J.  H.  WTiiteley:  Cupric  Etching  Effects  Produced  by  Phosphorus  and 
Oxygen  in  Iron.     /Wrf.,  277. 

"  J.  M.  Camp  and  C.  B.  Francis:  "The  Making,  Shaping  and  Treating  of  Steel," 
568.     Pittsburgh,  Pa.,  1920,  Carnegie  Steel  Co. 

"  Over-oxidation  of  Steel.     Trans.  (1913)  47,  436. 

^*  Bureau  of  Standards  Sci.  Paper  346  and  Tech.  Paper  118. 
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process  of  carburization.^*  This  gas  penetrates  the  hot  metal  and  reacts 
with  the  iron  according  to  the  equation: 

2C0  +  3Fe  ^  FeaC  +  CO2 

The  cementite  formed  dissolves  in  the  iron  to  form  austenite,  the  car- 
bon dioxide  gradually  diffuses  toward  a  zone  of  lower  concentration  of 
this  gas,  that  is  outward  from  the  specimen.  In  the  presence  of  an  excess 
of  CO2,  it  might  be  expected  that  the  reverse  of  the  reaction  given  would 
occur,  thus  resulting  in  decarburization;  however,  the  constant  influx  of 
carbon  monoxide  renders  the  probability  for  this  very  slight. 

It  is  to  be  expected  that  oxides  present  in  the  steel,  for  instance  FeO, 
will  be  acted  upon  by  the  carbon  monoxide  in  a  manner  similar  to  that 
described  for  iron.  In  this  case,  an  equation  representative  of  an  inter- 
mediate reaction  stage,  such  as  occurs  in  the  reduction  of  iron  ore  in  the 
blast  furnace,  may  be  written: 

FeO  +  CO  =  CO2  +  Fe 

It  would  appear,  then,  that  iron  oxide,  which  is  well  recognized  as  one  of 
the  most  detrimental  oxides  possible  on  the  properties  of  the  metal, 
would  not  survive  the  chemical  reactions  that  constitute  the  process 
of  cementation. 

Fig.  11  shows  plainly  that  the  unsatisfactory  or  abnormal  steel  had  a 
pronounced  tendency  to  develop  a  banded  or  fibered  structure  upon 
heating.  There  is  considerable  uncertainty  as  to  the  exact  nature  of 
this  structural  defect.  Obcrhoflfer  has  shown  that  it  may  occur  in  certain 
steels  merely  as  a  result  of  the  heating  they  receive  and  in  its  initial  state 
the  steel  may  show  no  pronounced  evidence  of  it  when  examined  by 
ordinary  methods.  ^®  Although  it  has  been  suggested  that  the  distribution 
of  oxides  in  steel  is  related  to  banded  structure  and  ghost  hnes,  these 
structural  features  are  more  generally  considered  to  be  much  more  closely 
related  to  phosphorus  distribution.  Portevin"  has  shown  that  to  wipe 
out  the  banded  appearance  caused  by  the  non-uniform  distribution  of 
phosphorus,  annealing  for  6  days  at  850°-900®  C.  was  necessary. 

The  cupric  reagent  generally  used  for  revealing  the  distribution  of 
phosphorus  is  difficult  to  use,  particularly  for  material  that  varies  as 
much  in  its  composition  as  a  steel  after  case  carburization.  The  failure 
of  the  authors  to  obtain  convincing  results  with  this  reagent  after  cemen- 
tation, hence  their  conclusion  that  24  hr.  heating  at  the  carburizing 


»»E.  E.  Thum:  The  Cementation  of  Iron  and  Steel.  Chem.  &  Met.  Eng.  (1917) 
16,  385.  This  article  is  an  admirable  condensation  of  Giolitti's  reference  book,  **The 
Cementation  of  Iron  and  Steel." 

"Oberhofter:  Zeit.  Anorg,  Chemie  (1913)  81,  156. 

"  Portevin  and  ternard:  Rev,  de  MH.,  Memoirs  (1918)  15,  273. 
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temperature  was  sufficient  to  permit  thorough  difiFusion  of  the 
phosphorus,  may  have  been  due  to  this  cause.  However,  the  observa- 
tion that  the  ghost  lines  persisted  in  the  metal  seems  rather  contradictory. 

The  effect  of  phosphorus  on  the  precipitation  of  cementite  and  the 
formation  of  ghosts  has  been  discussed  by  Hoyt^^  and  the  effect  produced 
is  in  line  with  the  observations  of  the  authors.  The  general  restraining 
effect  of  phosphorus  on  the  carburization  of  iron  might  be  expected  to 
cause  the  depth  of  the  case  on  the  abnormal  steel  to  be  somewhat  less 
than  on  the  normal.  However,  under  the  conditions  that  obtain  during 
the  cementation  process,  when  the  metal  is  exposed  to  a  con- 
stantly renewed  supply  of  carbon  monoxide,  it  is  not  surprising  that  the 
chemical  analyses  showed  little  difference.  However,  Figs.  1  and  2 
suggest  a  noticeable  difference  in  the  depth  of  the  case  produced  on  the 
two  steels. 

Although  a  general  chemical  analysis  may  have  shown  that  the 
average  phosphorus  content  of  the  steel  described  was  not  abnormal,  too 
much  should  not  be  argued  from  the  results.  It  is  well  known  that  a 
general  analysis  tells  little,  if  anything,  concerning  the  distribution  of  the 
elements  within  any  specimen  analyzed  and  the  phosphorus  content  of 
certain  streaks  in  a  steel  sample  is  often  many  times  that  of  the  average 
for  the  piece.  It  is  the  effect  of  these  ''micro  segregations"  that  the 
writer  wishes  to  emphasize. 

Another  element  that  may  have  an  effect  on  the  form  and  manner  in 
which  cementite  is  precipitated  from  austenitic  solution  is  manganese, 
although  usually  the  effect  is  not  so  pronounced  as  that  of  phosphorus. 
The  writer  does  not  agree  with  the  authors'  conclusions  and  explanation 
of  their  observations.  The  effect  of  manganese  on  the  structure  of  carbon 
steels  has  been  summarized  by  Howe^*  as  a  "retarding  action  upon  the 
transformation  and  coalescence  of  micro-constituents  into  progressively 
coarser  masses."  Babochine*®  has  shown  that  on  slowly  cooling  very 
mild  steel  (0.2  per  cent,  carbon)  the  presence  of  0.6  per  cent,  manganese 
was  sujficient  to  prevent  the  formation  of  free  cementite.  Steels  of 
lower  manganese  content  showed  free  cementite  when  cooled  slowly 
enough.  It  is  generally  recognized  that  the  excess  of  manganese  over 
the  amount  required  for  deoxidation  and  desulfurization  enters  into 
chemical  union  and  strengthens  the  material.  A  forthcoming  paper  of 
the  Bureau  of  Standards  deals  with  this  subject  in  detail.  Most  metal- 
lographists  have  accepted  the  explanation  advanced  years  ago,  which  is 
discussed  by  Howe  in  the  reference  given,  that  the  excess  manganese 
remains  in  the  steel  as  a  constituent  of  a  double  carbide.     The  structure 

»S.  L.  Hoyt:  "Metallography,"  Pt.  2,  278.  New  York,  1920.  McGraw-ffiU 
Book  Co. 

»H.  M.  Howe:  Role  of  Manganese  in  Steel.     A.  S.  T.  M.  Proc.  (1917)  17,  6. 

"A.  L.  Babochine:  Rev.  de  MH.  (1917)  14,  81;  Rev.  Soc.  Russe  MetaU,  (1915)  8, 
561. 
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of  an  annealed  niedium-ijarhon  steel  containing  considerable  manganese, 
e.g.y  0.75  to  0.80  per  cent.,  shows  that  the  relative  amounts  of  ferrite  and 
pearlite  are  quite  different  from  those  observed  in  a  steel  of  the  same 
carbon  content  with  lower  manganese.  In  fact,  one  may  be  greatly 
misled  in  the  planometric  method  for  determining  carbon  content  if  no 
consideration  is  given  to  the  amount  of  manganese  present.  ^^ 

The  writer  believes  that  the  results  observed  by  the  authors  concern- 
ing the  behavior  of  steels  of  different  manganese  contents  are  only  mani- 
festations of  this  characteristic  influence  of  manganese  upon  the  physical 
state  of  the  pearlite.  In  this  connection  some  photomicrographs  pub- 
lished by  Stenger^^  in  the  report  of  an  investigation  of  the  exfoliation  of 
case-hardened  steels  are  of  interest.  Two  of  the  materials  studied  were 
low-carbon  steels  (approximately  0.15  per  cent,  carbon),  which  differed 
in  their  manganese  content;  though  it  is  not  stated  that  this  difference 
was  intentional.  Specimen  A  (manganese  0.89  per  cent.)  after  carburiz- 
ing  showed  a  case  practically  identical  with  that  designated  as  normal 
by  the  authors;  specimen  B  (manganese  0.54  per  cent.)  showed  a  case 
distinctly  abnormal.  The  effect  of  the  higher  manganese  content  of 
specimen  A,  in  retarding  the  coalescence  of  the  micro-constituents  so 
that  grains  of  sorbitic  pearlite  uniformly  surrounded  by  thin  envelopes  of 
ferrite  resulted,  while  in  the  material  of  lower  manganese  content  consider- 
able coalescence  occurred  and  a  broken  and  "ragged"  condition  of  the 
grains  resulted,  seems  to  the  writer  the  most  obvious  explanation  for  the 
observed  difference  in  behavior,  that  is  so  far  as  one  can  judge  from  the 
published  evidence.  It  is  also  interesting  to  note  that  specimen  B  (the 
abnormal  one)  had  been  refined  in  the  electric  furnace.  The  results  of 
some  of  the  auxiliary  experiments  carried  out  by  the  authors  to  substan- 
tiate their  hypothesis  may  be  explained  in  an  entirely  different  manner  in 
the  light  of  what  has  been  given  above.  No  allowance  was  made  by  the 
authors  for  any  composition  changes  other  than  a  possible  change 
in  oxygen  content.  The  blowing  of  oxygen  upon  the  surface  of  molten 
steel  would  not  only  oxidize  the  metal  but  would  materially  change  the 
composition  by  burning  out  the  manganese,  carbon,  and  possibly  other 
metalloids.  Likewise  in  the  fusion  of  steel  by  the  fusion-welding  process, 
the  composition  is  changed,  but  to  an  even  greater  degree.  The  fact 
that  some  heats  of  steel  taken  from  the  electric  furnace  immediately  after 
melting  were  found  to  behave  normally  during  carburization  appears  good 
evidence  to  the  writer  that  some  consideration  must  be  given  to  the  com- 
position of  the  steel  scrap  used  in  such  experiments. 

Nothing  has  been  given  by  the  authors,  other  than  the  deoxidizer 
used,  by  which  the  steels  received  from  Professor  Boylston  could  be 
identified  in  the  published  account  of  Boylston's  work.^^     Presumably 

"  Burgess,  Crowe,  and  Rawdon:  Trans.  (1913  47),  606. 

"  Chem.  &  Met.  Eng.  (1917)  16,  425. 

"  Carnegie  Schol.  Mem.,  Iron  and  Steel  Inst.  (1916)  7. 
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they  were  from  the  series  of  experiment  2,  in  which  case  a  steel  of  0.37 
per  cent,  carbon  and  0.51  per  cent,  manganese  was  used  for  deoxidation 
experiments,  rather  than  from  experiment  1  in  which  the  raw  converter 
metal  was  simply  treated  with  the  proper  deoxidizer  but  not  recarburized. 
The  steels  of  Boylston's  experiment  2  have  been  analyzed  by  the  Bureau 
of  Standards  for  oxygen  content  and  the  results  obtained  have  been 
published.^*  Each  of  the  steels  showed  an  oxygen  content,  as  determined 
by  the  Ledebur  method,  considerably  less  than  the  average  for  commercial 
steels.  The  oxygen  content  ranged  from  0.009  to  0.018  per  cent.,  the 
average  for  thirteen  specimens  being  0.014  per  cent.  It  does  not  seem 
probable  that  the  results  obtained  by  the  authors  in  the  carburization 
of  these  steels  should  be  caused  by  variations  in  the  oxide  content.  These 
steels  were  prepared  under  conditions  that  diflfered  considerably  from 
commercial  practice  so  that  any  attempted  explanation  of  their  behavior 
would  be  more  or  less  conjecture. 

The  writer  has  mentioned  some  conditions  that  should  be  considered 
in  any  attempted  explanation  of  the  phenomena  described  by  the  authors. 
The  suggestions  are  not  offered,  however,  as  a  full  or  complete  explanation 
in  any  sense.  In  conclusion,  the  writer  wishes  to  state  that  he  fully 
agrees  with  the  authors  that  anything  which  favors  the  coalescing  of  the 
cementite  of  the  case  into  the  spherodized  condition  during  the  process  of 
cementation  interferes  to  a  marked  extent  with  the  results  desired  in  the 
necessary  subsequent  heat-treatment  of  the  carburized  steel. 

J.  S.  Vanick,  Washington,  D.  C.  (written  discussion). — The  necessity 
of  studying  steel  making  in  an  effort  to  overcome  some  of  the  difficulties 
mentioned  must  be  apparent.  It  is  furthermore  quite  evident  that  the 
ordinary  specifications  for  the  chemical  composition  of  steels  for  case- 
hardening  purposes  do  not  protect  the  case-hardened  part  from  difficulties 
beyond  the  control  of  the  carburizing  process. 

The  authors  show  that  the  progress  of  cementation  is  not  affected 
but  suggest  that  oxygen  and  its  compounds  may  be  dissolved  in  steel  in 
sufficient  quantities  to  interfere  with  the  efficacy  of  the  case-hardening 
process.  The  suggestion  regarding  the  presence  of  oxygen  in  solution,  I 
prefer  to  accept,  although  it  is  well  to  keep  in  mind  the  similar  effects 
produced  by  banded  segregations  of  other  elements. 

In  the  nitrogenization  of  low-carbon  steel  by  the  action  of  ammonia 
gas  at  low  temperatures  (300°  C),  numerous  instances  wqtg  noticed  in 
hardened  steel  in  which  the  pearlitic  patches  of  nitride  were  collected 
about  the  ferrite  areas.  These  areas  were  considered  to  possess  oxygen 
in  solution  because  of  the  presence  within  them  of  slag  or  oxide  particles 
or,  more  frequently,  the  severe  coring  or  pitting  of  the  areas  when  solid 
particles  were  absent.     The  pitting  strongly  suggested  the  ebulition  of 


**  Bureau  of  Standards  Sci.  Paper  346. 
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gas  while  the  metal  was  in  the  solidifying  stage.  The  areas  were  con- 
sidered important  from  the  standpoint  of  their  resistance  to  nitrogenizing 
gases,  and  the  slightly  greater  resistance  they  offered  was  attributed  to 
the  change  in  rate  that  the  nitrogenizing  reaction  experienced  on 
encountering  them. 

That  conditions  similar  to  this  exist  in  the  steel  described  by  the 
authors  seems  evident,  and  although  the  carburization  was  carried  out 
at  much  higher  temperatures  the  conditions  are  quite  parallel.  Some 
recent  work  on  the  relations  between  iron,  carbon  and  oxygen  has  been 
done  by  Matsubara**  whose  work  is  an  expansion  of  that  of  Schenk  and 
Giolitti  and  their  assistants,  and  is  of  fundamental  importance  in  con- 
sidering the  problems  of  case  hardening  .  From  this  t  -  x  diagram,  Fig. 
5,  we  find  that  at  950°  C.  (the  approximate  temperature  at  which  the 
authors  carry  out  their  work),  that  the  reaction 

3Fe  +  2C0  =  FeaC  +  CO2  (1) 

may  proceed  at  a  pressure  of  1  atmosphere  and  a  gas  concentration  of 
7  per  cent.  CO2.     With  an  increase  in  CO2  to  10  per  cent,  the  reaction 

3FeO  +  5C0  -  FcgC  +  4CO2  (2) 

may  proceed.  The  reactions  for  carburization  at  950°  C.  at  a  pressure  of 
1  atmosphere  require  for  their  consummation  the  presence  of  approxi- 
mately 7  to  10  per  cent.  CO2.  The  most  significant  feature  of  these 
equilibria  is  that  an  increase  in  the  concentration  of  CO2  permits  the 
carburization  of  FeO  to  FeaC  or  cementite.  Perhaps  of  equal  impor- 
tance is  the  position  of  the  equilibrium  liixe  between  FeO  and  CO,  accord- 
ing to  the  equation 

FeO  +  CO  =  Fe  +  CO2  (3) 

At  950°  C.  and  1  atmosphere,  this  reaction  required  68  per  cent. 
CO2,  or  less,  for  its  progress.  Should  the  concentration  of  CO2  increase 
until  it  exceeded  the  low  figure  of  68  per  cent.,  it  is  evident,  from  the 
diagram,  that  the  reaction  would  reverse  and  oxidation  of  the  iron 
would  begin.  It  is  most  important  to  note  that  the  reactions  marking 
the  reduction  of  FeO  by  CO  and  the  carburization  of  FeO  to  FcsC  occur 
at  lower  concentrations  of  CO  than  the  reactions  showing  the  carburiza- 
tion of  Fe.  Why,  then,  should  the  presence  of  oxygen  in  a  solid  solution, 
which  might  be  arbitrarily  assumed  to  consist  of  FcxFeOy,  interfere  with 
the  thorough  distribution  of  carbon? 

The  solution  to  this  question  lies  in  the  difference  in  the  rate  at  which 
the  cited  reactions  progress.  It  is  known  that  10  to  20  hr.  are  necessary 
to  establish  equilibrium  in  reactions  such  as  these  and  frequently  more 
time  is  necessary,  even  though  special  efforts  are  made  to  promote  the 
attainment  of  equiUbrium. 

2*  Chemical  Equilibrium  Between  Iron,  Carbon  and  Oxygen.     See  page  3. 
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In  the  case  of  a  low-carbou,  case-hardening  steel,  the  progress  of 
diffusion  would  be  limited  to  the  rate  at  which  the  carburized  zones  are 
able  to  expel  the  CO2  generated  in  accordance  with  reaction  (1).  If 
we  may  consider  the  soUd  solution  FegFeOy  to  consist  of  unit  lattices 
composed  of  atoms  of  Fe  and  0  bound  into  a  chemically  homogeneous 
mass  by  interatomic  forces,  yet  separated  by  interatomic  spaces  so  that 
each  lattice  unit  represents  a  cell  or  reaction  chamber,  the  progress  of 
the  carburization  into  the  oxygen-bearing  zones  may  be  more  readily 
visualized.  In  the  confined  spaces  of  the  interatomic  reaction  chambers, 
reaction  (1)  would  be  appreciably  favored  by  the  reduction,  in  volume, 
that  the  entering  CO  experiences  on  coming  in  contact  with  a  large 
amount  of  Fe.  The  volume  reduction  would  permit  the  infiltration  of 
fresh  quantities  of  CO  thus  allowing  a  more  rapid  cementation  of  Fe 
by  the  more  rapid  circulation  and  diffusion  of  CO. 

For  a  solid  solution  Fe,FeOy  containing  a  small  amount  of  oxygen  in 
solution,  the  progress  of  carburization  would  be  severely  retarded, 
principally  on  account  of  the  generation  of  greater  quantities  of  CO2 
at  the  outer  edges  of  the  FeO-bearing  areas.  The  generation  of  a  greater 
amount  of  CO2  in  accordance  with  reaction  2,  with  but  a  slight  decrease 
in  volume  of  the  entering  gases,  would  retard  the  speed  of  the  reaction 
and  increase  the  resistance  to  penetration  and  circulation  of  that  part 
of  the  advancing  CO  that  was  able  to  reach  the  interatomic  reaction 
chambers. 

With  a  further  increase  in  the  percentage  of  CO2  prevailing  in  the 
interatomic  spaces,  only  reaction  3  could  proceed.  This  reaction  is  not 
accompanied  by  a  change  in  the  volume  of  the  reacting  gases,  hence  no 
special  inducement  would  be  offered  for  the  CO  to  replace  or  dilute  the 
CO2  that  is  present.  The  last-mentioned  condition  is  probably  not 
obtained,  because  the  structure  of  the  metal,  as  illustrated  by  the  authors, 
shows  the  presence  of  cementite  in  close  contact  with  the  (FeaFeOy)  solid 
solution.  Apparently  the  amount  of  FeO  present  is  so  small  that  carburi- 
zation remains  within  the  limits  set  by  reaction  2  and  the  diffusion  and 
circulation  of  CO2  in  the  interatomic  chambers  is  just  enough  to  provide 
for  the  gradual  progress  of  this  reaction.  This  limit  on  the  progress  of 
the  reaction  agrees  with  the  condition  of  the  structure  as  described  by 
the  authors. 

In  heat  treating,  the  failure  of  the  cementite  formed  in  the  carburiza- 
tion of  the  metal  to  diffuse  thoroughly  into  the  oxygen-bearing  zones 
is  quite  possibly  due  to  the  pressure  that  is  revived  in  keeping  with 
reaction  2  when  the  temperature  is  raised  to  that  customarily  used  in 
hardening.  The  small  amount  of  cementite  diffusion  that  does  occur 
would  create  a  sharp  composition  gradient  within  which,  after  quenching, 
the  zone  of  variable  martensite  and  deep  variable  troostite  described  by 
the  authors  might  be  expected  to  occur. 
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At  another  point,  the  authors  suggest  that  the  cause  of  soft  spots  in 
high-carbon  steel  may  be  the  presence  of  oxygen-bearing  areas.  While 
admitting  the  possibility  of  soft  spots  in  high-carbon  steels  caused  by 
the  presence  of  oxygen  in  solution,  the  probability  of  such  an  occurrence 
is  exceedingly  small.  In  the  manufacture  of  high-carbon  steel,  an  excess 
of  carbon  would  be  present  in  the  liquid  solution  and  the  rapidity  with 
which  it  would  react  with  an  FexFeOr  solution  at  the  high  temperature 
of  the  liquid  would  provide  for  a  rapid  decomposition  of  the  FeO  and  the 
rapid  assimilation  and  distribution  of  carbon.  Obviously  the  conditions 
attending  the  introduction  of  carbon  into  tool  steel  and  case-hardened 
steel  are  so  widely  dififerent  as  to  be  beyond  comparison.  As  the  manu- 
facture of  high-carbon  steel  requires  a  large  amount  of  carbon  in  a  Uquid 
solution  and  the  reactions  in  the  liquid  are  much  more  rapid  and  complete, 
we  must  look  toward  other  sources  as  the  probable  causes  of  soft  spots 
in  these  steels. 

H.  W.  McQuAiD  AND  E.  W.  Ehn  (authors'  reply  to  discussion). — 
This  paper  was  written  some  time  before  the  theoretical  questions 
involved  had  been  sufficiently  studied,  so  that  many  of  the  objections 
would  probably  not  have  been  presented  if  later  experiences  and  .conclu- 
sions had  been  included.  It  is  not  easy  to  give  a  satisfactory  theoretical 
explanation  to  all  phenomena  observed,  but  this  has  been  tried  by  one 
of  the  authors  in  a  paper  presented  at  the  May,  1922,  meeting  of  the 
British  Iron  and  Steel  Institute. 

The  theory  rests  on  the  assumption  of  the  presence  in  the  steel  of 
minute  ultra-microscopic  soUd  particles  of  oxides  probably,  but  not 
necessarily,  held  in  colloidal  solid  solution.  In  a  liquid  steel,  with  a 
large  number  of  particles  of  this  kind,  the  solidification  of  the  steel  in 
the  ingot  will  simultaneously  start  at  a  large  number  of  points,  giving  a 
fine-grained  abnormal  steel.  Experiments  have  shown  that  when  a  steel 
containing  much  gas  is  deoxidized  by  aluminum  immediately  before 
tapping,  this  effect  is  very  pronounced,  which  agrees  with  the  results 
obtained  with  Doctor  Boylston's  test  pieces  (Figs.  43  and  44).  In  this 
particular  instance,  AUOs  is  undoubtedly  the  active  body,  but  there  is 
every  reason  to  assume  that  in  other  circumstances  other  oxides  will 
act  in  a  similar  manner. 

When  the  steel  is  clean  and  well  deoxidized,  these  starting  points  for 
the  crystallization  in  the  ingot  are  few,  and  the  crystals  will  grow  large 
and  be  well  developed;  i.e.,  giving  large  sharp-cornered  grains  such  as 
are  present  in  normal  steel.  These  properties  are  not  changed  by  the 
different  operations  in  the  conversion  of  the  steel  ;*^  and  by  germination 
effect,  Jeffries  and  Archer^^  have  given  a  very  satisfactory  explanation  for 


'*  Compare  GioUitti  ''Heat-treatment  of  Soft  and  Medium  Steels,"  translated 
into  English  by  Thum  and  Vernaci,  13  and  14. 
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all  phenomena  connected  with  the  grain  size  of  the  different  steels.  This 
is  also  true  of  the  disintegration  of  the  pearlite  in  the  hypereutectoid 
zone  of  very  abnormal  steels.  The  phenomena  encountered  in  hardening 
obtain  an  equally  satisfactory  explanation. 

The  authors  beUeve  that  even  if  each  of  the  experiences  given  in  the 
paper  might  not  be  convincing,  together  they  form  a  satisfactory  proof 
for  the  soundness  of  the  above  theory  and  their  daily  experiences  in  deal- 
ing with  these  problems  strengthen  their  conviction.  If  a  theoretical 
explanation,  such  as  is  outlined  above,  is  accepted^  it  becomes  quite 
evident  that  the  oxygen  content  determined  by,  for  instance,  the  Ledebur 
method  will  not  be  an  indication  of  the  properties  of  the  steel. 

Several  of  the  persons  taking  part  in  the  discussion  emphasize  the 
desirability  of  oxygen  determinations,  but  an  analysis  of  the  oxygen 
content  by  means  of,  for  instance,  the  Ledebur  method,  will  mainly  give 
the  oxygen  content  of  the  occluded  gases,  which  is  of  no  account  in  regard 
to  the  structure  and  will  probably  not  include  the  oxygen  contained  as 
oxides,  as  the  reduction  of  the  oxide  particles  will  be  difficult  to  obtain. 
An  oxygen  analysis  by  present  methods  is  accordingly  of  no  interest  in 
this  connection. 

In  regard  to  the  discussion  by  French  and  Jordan,  the  authors  do  not 
wish  to  have  a  statement  attributed  to  them  that  there  is  any  essential 
difference  in  the  nature  of  electric-furnace  and  open-hearth  steel.  It  is 
true  that,  on  the  average,  better  results  have  been  obtained  with  electric- 
furnace  steel  than  with  open-hearth,  but  many  instances  have  been 
found  where  electric  heats  have  been  extremely  abnormal  and  many 
open-hearth  heats  have  been  found  to  be  of  excellent  quality.  It  depends 
entirely  on  the  care  that  has  been  taken  in  the  making  of  the  different 
heats,  especially  in  regard  to  the  way  the  deoxidation  of  the  steel  has 
been  made,  and  excellent  clean  steel  may  be  obtained  with  either  method. 

As  to  the  proper  explanation  of  the  phenomena  described  as  normal 
and  abnormal,  the  authors  are  well  aware  of  the  difficulties  in  obtaining 
definite  proof  for  their  theories,  and  have  read  with  great  interest  the 
discussion  by  French  and  Jordan.  They  firmly  believe  that  the  proper 
explanation  is  to  be  found  in  improper  deoxidation  of  the  steel  when 
made.  The  important  feature  of  the  authors'  theory,  however,  is  not 
that  the  oxygen  content  in  the  steel  directly  causes  the  abnormal  proper- 
ties, but  that  these  properties  are  due  to  the  presence  in  the  steel  of  minute 
soUd  oxide  particles,  presumably  in  solid  solution.  Any  kind  of  impuri- 
ties will  cause  abnormal  properties  if  they  fulfill  this  condition  and  all 

I 

evidences  indicate  that  these  impurities  consist  of  oxides,  but  it  is  reason- 
able to  assume  that  nitrides  will  cause  the  same  phenomena  under  suit- 


<7  Grain  Growth  and  Re-cr^'stallization  of  Metals,"  Chem.  &  Met.  Eng.  (1922)  26, 
454. 
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able  conditions.  The  small  value  of  analysis  of  the  gas  content  of  the 
steel  under  these  conditions  is  therefore  apparent. 

The  experience  with  silico-manganese  steel  related  by  French  and 
Jordan  is  similar  to  that  obtained  by  Schmid,  but  the  authors  do  not 
believe  that  this  is  necessarily  proof  that  nitrogen  is  actually  the  active 
element,  which  fact  French  and  Jordan  also  state.  Future  experiments 
of  this  kind  should  be  accompanied  by  carburizing  tests,  so  that  the 
normal  and  abnormal  properties  will  be  brought  out  more  clearly. 

Schmid's  corroboration  of  their  experience  is  pleasing  to  the  authors, 
especially  as  the  steels  are  of  a  diflferent  character;  it  shows  that  carbur- 
izing tests  are  useful  to  solve  problems  in  connection  with  special  heat 
treatment  of  various  steels.  There  is  no  doubt  that  non-metallic  impuri- 
ties finely  dispersed  through  the  steel  have  a  decided  influence  on  the 
way  the  steel  responds  to  a  hardening  operation  and  other  heat  treat- 
ments, but  it  would  be  premature  to  discuss  the  results  as  more  research 
work  is  necessary  before  the  various  results  brought  out  in  the  discussion 
can  be  properly  explained. 

In  answer  to  Professor  White's  remark  about  the  steel  subjected  in 
molten  condition  to  a  stream  of  oxygen,  the  authors  would  state  that 
the  quality  was  checked  and  found  entirely  normal,  but  the  photomicro- 
graph was  not  included  in  the  paper  because  of  the  necessity  of  restrict- 
ing the  number  of  illustrations.  His  experience  with  the  influence  of 
non-metallic  inclusions,  in  general,  check  with  that  of  the  authors,  who 
are  willing  to  agree  that  any  kind  of  solid  impurities  finely  dispersed 
through  the  steel  in  proper  concentration  will  cause  abnormal  properties. 
A  large  number  of  tests  with  different  chemicals  introduced  into  drilled 
holes  in  normal  steel  have  proved  this  conclusively.  As  a  possible  reason 
for  uniformly  abnormal  properties  in  comniercial  steels  both  sulfurous 
and  phosphorous  segregations  are,  however,  out  of  question. 

The  discussion  by  Stagg  and  Spalding  brings  out  some  points  concern- 
ing ghost  lines  that  check  closely  with  the  experience  of  the  authors  in 
the  same  respect.  Figs.  50  to  57  show  exactly  the  same  characteristics 
as  the  Figs.  25  to  28,  and  that  the  appearance  is  not  exactly  the  same 
depends  entirely  on  the  choice  of  magnification  and  the  spot  to  be  photo- 
graphed. Ghost  lines  showing  all  degrees  of  disintegration  of  the  pearlite, 
from  complete  to  hardly  visible,  have  been  observed,  as  well  as  many 
cases  of  exactly  the  same  appearance  as  those  shown  by  Stagg  and  Spalding. 

In  regard  to  the  hardening  of  the  specific  steel  mentioned  in  their 
discussion,  the  result  is  not  unexpected.  That  no  soft  spots  were 
obtained  and  that  the  ghosts  showed  a  normal  martensitic  structure 
after  the  quench  is  entirely  feasible  and  checks  with  our  experience.  It 
must  be  remembered  that  in  hardening  abnormal  steel,  usually,  only 
spots  become  soft;  the  greater  part  of  the  surface  is  hard;  this  apparently 
is  caused  by  the  unevenness  in  the  quench.    The  authors  are  aware  that 
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a  high  hardening  temperature  is  beneficial  for  obtaining  a  niartensitic 
structure,  and  the  practice  of  using  a  raised  hardening  temperature  has 
been  successfully  employed  by  them  for  years  for  parts  that  consist  of 
more  or  less  abnormal  steel.  The  contention  that  this  should  be  due  to 
the  greater  ease  with  which  the  cementite  is  dissolved,  however,  is  not 
correct;  with  respect  to  this  the  authors  refer  to  a  paper  by  Portevin 
and  Garvin.28  It  has  been  repeatedly  verified  by  laboratory  experi- 
ments, with  gradually  raised  hardening  temperature,  that  there  is  no 
difficulty  whatever,  even  in  the  most  abnormal  types  of  carburized  steel, 
to  obtain  the  cementite  in  solution  and  it  is  in  the  following  quench  that 
the  soft  spots  develop,  because  an  abnormal  steel  needs  a  much  faster 
quench  than  a  normal  steel  in  order  to  form  martensite.  The  troostite 
obtained  in  the  quench  is  bulky  and  entirely  different  in  nature  from  that 
obtained  by  drawing  back  an  already  hardened  steel.  A  more  detailed 
discussion  of  this  question  is  given  in  the  paper  presented  before  the 
British  Iron  and  Steel  Institute  in  May,  1922. 

Mr.  Rawdon's  statement  that  it  is  necessary  that  the  oxide  particles 
be  unaffected  by  the  carburizing  gases  in  order  to  affect  materially  the 
carburizing  qualities  of  steel  is  undoubtedly  right.  It  is  difficult,  how- 
ever, even  with  hydrogen  as  the  deoxidation  reagent,  to  obtain  a  complete 
deoxidation;  and  in  an  oxygen  determination,  very  thin  chips,  long  time, 
and  high  temperature  are  required.  With  CO  as  the  deoxidizing  reagent, 
even  more  difficulty  will  be  experienced.  Moreover,  Si02,  AI2O3,  or 
TiOs  will  not  be  affected  and  in  the  carburizing  the  possible  reduction  of 
the  FeO  particles  by  CO  gas  would  take  place  simultaneously  with  the 
chemical  reaction  of  carbon  absorbtion  from  the  CO  by  the  7  iron.  So 
it  becomes  a  question  of  the  degree  of  affinity  of  the  7  iron  and  the  oxide 
particles  for  the  excess  carbon  in  the  CO  gas,  whether  one  reaction  or  the 
other  will  take  place.  The  authors  have,  in  a  few  specimens,  observed 
how  a  typical  abnormal  structure,  as  far  as  the  core  is  concerned,  has 
been  changed  into  a  normal  structure  in  the  case.  This  indicates  that  a 
reduction  of  the  oxides  had  taken  place  and  gives  added  interest  to  Mr. 
Rawdon's  statement.  Just  what  conditions  control  this  reaction  is,  how- 
ever, difficult  to  ascertain  as  a  number  of  factors  enter  into  it. 

The  opinion  that  phosphorus  rather  than  oxides  is  responsible  for 
ghost  lines  in  steel  was  general  until  a  few  years  ago.  Portevin,  Mc- 
Cance,  and  Whiteley,  during  the  last  two  or  three  years,  have  proved 
that  the  main  reason  for  ghost  lines  is  oxygen. 

That  phosphorus  present  as  segregations  can  cause  abnormal  spots, 
just  as  any  other  impurity  present  in  minute  particles  and  in  proper 
concentration,  has  been  proved  by  laboratory  experiments  with  different 
kinds  of  artificial  inclusions.     That  a  phosphorus  content  of,  say,  0.020 
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per  cent,  could  cause  a  uniformly  abnormal  structure  through  a  50-ton 
heat  without  traces  of  ghost  lines  or  other  segregations  is  quite  impossible. 
If  the  structure  were  dependent  on  the  phosphorus  content,  the  structure 
should  have  some  connection  with  the  phosphorus  content  obtained  by 
analysis,  but  such  a  correspondence  has  not  been  observed.  In  the  early 
stage  of  this  investigation,  because  of  this  possibility,  this  point  was 
watched  closely,  when  it  was  found  that  an  abnormal  structure  is  just 
as  likely  to  be  found  in  a  steel  with  0.015  per  cent,  phosphorus  as  in  a 
steel  with  0.040  per  cent.,  i.e.,  the  extreme  limits  for  the  steels  in  our 
practice. 

In  regard  to  the  possibilities  of  manganese  as  the  cause  of  abnormal 
carburizing  qualities,  though  hundreds  of  heats  were  checked  for  man- 
ganese content,  no  direct  relationship  between  the  structure  and  the 
manganese  content  is  found.  The  manganese  content  in  this  steel  varies 
from  0.35  to  0.65  per  cent.,  usually  being  between  0.50  and  0.60  per  cent., 
but  heats  of  steel  at  both  extreme  limits  of  manganese  content  were  per- 
fectly normal  as  well  as  abnormal.  That  a  low  manganese  content  often 
is  accompanied  by  abnormal  carburizing  properties  is  true,  but  this  is 
a  sign  of  a  generally  poor  heat  and  the  abnormal  properties  cannot  be 
considered  as  being  caused  by  the  low  manganese  content.  This  does 
not  mean  that  manganese  is  without  influence  in  the  case  mentioned  by 
Rawdon,  but  the  manganese  content  there  is  much  higher.  In  the  case 
of  the  steel  used  by  the  writers,  the  small  variation  in  manganese  content 
cannot  possibly,  either  alone  or  in  conjunction  with  phosphorus,  be 
responsible  for  the  variation  in  carburizing  qualities. 

The  authors  admit  that  a  change  takes  place  in  the  composition 
of  the  steel  when  welded  and  when  oyxgen  is  blown  into  molten  steel; 
this  was  checked  by  analysis  at  every  stage  of  these  experiments.  But 
they  are  not  inclined  to  regard  this  change  as  the  cause  of  the  abnor- 
mal properties  although  the  possibility  of  an  influence  is  admitted. 

The  writers  note  with  satisfaction  that  Mr.  Rawdon  ofifers  no  objec- 
tion against  those  experiments  which  might  be  regarded  as  the  strongest 
proof  in  favor  of  the  theory  of  ox  ides  as  responsible  for  abnormal  proper- 
ties in  steel.  Fig.  36  shows  the  hypereutectoid  zone  of  a  burnt  and 
carburized  specimen  taken  from  the  same  bar  as  the  sample  shown  in 
Fig.  1.  The  phosphorus  or  manganese  content  in  this  specimen 
certainly  cannot  be  changed  by  burning,  and  the  writers  do  not 
believe  it  possible  to  explain  the  change  in  properties  in  any  other  way 
than  by  absorption  of  oxygen.  By  burning  the  end  of  a  bar  in  a  forge 
fire,  followed  by  carburizing,  and  the  preparation  of  a  lengthwise  section, 
the  change  in  carburizing  qualities  can  be  gradually  followed.  Mr. 
Rawdon's  theory  also  fails  to  explain  how  an  inclusion  of  mill  scale,  such 
as  is  shown  in  Figs.  37  and  38,  can  produce  an  abnormal  structure,  a 
phenomenon  that  is  observed  quite  frequently. 
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The  authors  admit  that  it  might  have  been  desirable  to  give  more 
details  of  the  results  obtained  with  Doctor  Boylston's  specimens,  although 
the  results  were  included  more  as  an  interesting  experience  than  as  a 
proof  for  the  value  of  different  deoxidizers,  as  many  more  experiments 
of  this  kind  are  necessary.  The  steel  samples  referred  to  were  taken  from 
Boylston's  experiment  No.  2  and  the  samples  received  were  from  ingots 
No.  1,  5,  8,  11  and  14.  That  the  oxygen  content,  as  determined  by  the 
Ledebur  method,  shows  Uttle  variation,  does  not  affect  the  possibility  of 
oxide  as  causing  the  abnormal  properties  of  some  of  the  steels.  The 
deoxidizers  are  Ukely  to  combine  with  the  oxygeniferous  gases  in  the 
molten  steel,  forming  oxides,  and  if  these  oxides  are  of  such  a  nature 
that  they  have  a  tendency  to  become  suspended  in  minute  particles  in 
the  steel,  they  will  cause  abnormal  carburizing  properties.  If,  on  the 
other  hand,  they  coagulate  into  larger  bodies  or  are  entirely  removed 
from  the  steel,  a  steel  of  good  normal  properties  will  be  obtained.  This 
theory  checks  very  closely  with  the  germination  theory  of  crystallization 
published  recently  by  Jeffries  and  Archer.^" 

Mr.  Vanick's  analysis  of  the  carburizing  process  has  been  read  with 
much  interest,  but  the  authors  cannot  agree  with  several  of  his  conclu- 
sions. His  contention  seems  to  be  that  the  oxides  in  the  steel  participate 
in  the  chemical  processes  during  the  carburizing  of  the  steel,  whereas  the 
authors,  except  for  the  rare  cases  mentioned  in  answer  to  Mr.  Rawdon's 
discussion,  believe  that  no  such  participation  takes  place.  It  is  true 
that  the  depth  of  penetration  is  affected,  but  except  for  this  fact  there  is 
no  interference  from  the  oxides  with  the  thorough  distribution  of  carbon 
during  the  carburizing.  It  is  commonly  recognized  that  in  a  specimen, 
during  the  carburizing,  the  carbon  content  decreases  uniformly  from  a 
maximum  at  the  surface  to  a  minimum,  corresponding  to  the  carbon 
content  of  the  core.  Any  irregularities  in  the  distribution  of  carbon  is 
thus  of  secondary  nature  obtained  during  the  cooling  of  the  specimens, 
and  the  use  of  equilibrium  diagrams  and  equations,  corresponding  to 
950®  C,  is  not  justified. 

The  theoretical  analysis  of  the  influence  of  different  amounts  of  CO 
and  CO2  in  the  carburizing  gases  is  interesting,  but  does  not  correspond 
to  actual  conditions  in  a  commercial  carburizing  with  commonly  used 
compounds.  The  gases  that  are  given  off  by  most  carburizing  compounds 
at  950°  C.  have  an  approximate  analysis  of: 

CO2 0  to    2  per  cent. 

CO 40  to  50  per  cent. 

H 30  to  50  per  cent. 

CH4 

5  to  10  per  cent. 


C2H2 

N 


^^  Loc,  ciL 
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A  gaseous  mixture  of  this  kind  is  not  likely  to  follow  the  same  laws 
as  a  mixture  of  only  CO  and  CO2;  this  is  said  with  full  appreciation  of  the 
fact  that  for  theoretical  investigation  the  principle  of  considering  only 
the  CO  and  CO2  content  must  be  considered  as  correct.  There  is  also 
no  doubt  that  the  CO2  content  in  the  inter-atomic  chambers  in  the  sur- 
face of  specimens  being  carburized  is  considerably  higher  and  the  analysis 
of  the  conditions  during  the  carburizing,  given  by  Vanick,  the  authors 
accept. 

Mill  scale  on  the  surface  of  carburized  specimens  always  is  reduced 
to  iron  and  after  carburizing  shows  an  abnormal  structure  of  compara- 
tively high  carbon  content,  but  mill-scale  inclusions  in  the  steel,  although 
they  materially  influence  the  structure  of  the  surrounding  steel,  never 
are  reduced.  This  reduction  is  caused  by  the  hydrogen  rather  than  by 
the  CO,  as  it  is  unlikely  that  the  COj  content  is  as  high  as  7  per  cent., 
which  according  to  Vanick  is  necessary  for  the  reduction  of  FeO. 

His  remarks  concerning  the  occurrence  of  soft  spots  in  hardening  are 
due  to  a  misunderstanding  of  the  phenomena  described.  That  soft  spots 
should  correspond  to  oxygen-bearing  areas  is  not  correct  and  this  mis- 
understanding is  apparently  also  the  reason  for  his  remarks  in  regard  to 
the  possibility  of  soft  spots  due  to  non-metallic  impurities  in  hardened 
tool  steels. 
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Surface  Changes  of  Carbon  Steels  Heated  in  Vacuo 

By  E.  Hbaton  Hemingway,*  Ph.   D.,  and  George  R.  Ensminger,!  Water 

TOWN,  Mass. 

(Lake  Superior  Meeting,  August.  1920) 

During  the  past  year,  the  Watertown  Arsenal  has  been  interested  in 
the  occluded  gas  and  oxide  content  of  certain  ordnance  steels  in  order  to 
determine,  if  possible,  whether  some  of  the  peculiar  failures  in  their  phys- 
ical properties  might  not  be  traced  to  these  causes.  For  the  purpose  of 
best  accomplishing  a  study  of  this  nature,  it  was  decided  to  heat  the 
various  samples  of  steel  in  a  vacuum  for  definite  periods  of  time  at  high 
temperatures  and  carefully  examine  the  quantity  and  composition  of 
the  gases  evolved.  By  the  use  of  a  fused  quartz  tube  fitted  with  a  water- 
cooled,  ground-glass  stopper,  it  was  possible  to  maintain  a  vacuum  at  a 
temperature  of  1000°  C.  for  10  hr.  without  perceptible  leakage  being 
evidenced  as  measured  by  a  McLeod  gage. 

The  silica  tube  was  connected  with  an  evacuating  system  so 
constructed  that  the  volatilized  gases  could  be  removed  from  time  to 
time  and  a  low  vacuum  of  0.0002  to  0.0010  mm.  of  mercury  continuously 
maintained.  At  no  time  during  the  period  of  heating  or  in  the  removal  of 
the  gases  did  the  evacuated  system  come  in  contact  with  rubber  stoppers 
or  any  rubber  connections,  making  contamination  from  such  a  source 
impossible.  In  other  words,  the  only  volatile  products  that  could  be 
obtained  must  necessarily  have  come  from  the  steel  itself  or  from  the  glass 
and  fused  quartz  system  or  from  the  mercury  used  as  a  sealing  agent. 

In  the  earUer  experiments,  the  steel  treated  was  in  the  form  of  turn- 
ings, but  this  practice  was  discarded  because  the  weights  of  the  turnings 
before  and  after  being  heated  were  widely  inconsistent,  even  when  taken 
from  the  same  piece  of  steel.  This  discrepancy  developed  largely  through 
variation  in  the  amount  of  metal  volatilized  with  the  gases;  this  metal 
could  always  be  seen  in  the  form  of  a  ring  where  it  condensed  in  the  cooler 
portion  of  the  tube  in  either  the  amorphous  or  crystalline  condition. 
Because  of  the  frequency  in  occurrence  and  the  variation  in  the  manner  of 
deposition,  this  material  was  roughly  analyzed  and  found  to  consist  for  the 
most  part  of  iron.    At  the  same  time  two  samples  of  steel  that  had  been 
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given  several  treatments  in  the  vacuum  were  analyzed  to  determine 
whether  any  of  the  individual  elements,  commonly  found  in  steel,  were 
volatilized  with  the  iron.  The  following  analyses  show  that  a  loss  in  the 
carbon  and  manganese  content  took  place  in  both  instances,  while  a 
relatively  large  loss  was  recorded  in  the  sulfur  con  tent  of  one  sample: 


Original  (1) 
Final  (1)... 

Original  {2) 
Final  ^2) . . . 


Carbon, 
Per  Cent 


0.45 
0.40 

0.109 
0.075 


Manganese, 
Per  Cent. 


Silicon, 
Per  Cent. 


0.23 
0.225 


Sulfur. 
Per  Cent. 


0.056 
0.038 

0.030 
0.031 


PhoephoruB. 
Per  Cent. 


0.045 


After  having  made  the  above  test,  the  volatilized  products  from 
several  experiments,  which  had  condensed  on  the  tube,  were  collected 
in  the  form  of  their  soluble  salts  and  qualitatively  analyzed.  These 
analyses  revealed  that,  in  addition  to  the  iron,  an  appreciable  quantity  of 
manganese  and  a  trace  of  copper  were  present.  No  traces  of  either 
carbon  or  sulfur  in  the  free  or  combined  state  were  found  and  it  is  be- 
lieved that  the  loss  in  these  elements  could  be  accounted  for  in  the  gaseous 
oxide  products  evolved,  such  as  carbon  monoxide  and  sulfur  dioxide. 

The  surfaces  of  the  turnings  heated  were  always  so  silvery  white  in 
appearance  that  it  was  thought  that  mercury  vapor  might  have  con- 
densed and  formed  a  thin  surface  coating.  However,  the  most  careful 
analyses  of  the  solutions  obtained  through  the  dissolving  of  the  surfaces 
did  not  give  the  slightest  trace  of  mercury. 

Since  the  quantity  of  iron  volatilized  was  much  larger  when  the  same 
weight  of  steel  was  heated  in  the  form  of  turnings  than  when  heated  as  a 
solid  piece,  it  was  thought  that  the  volatilization  might  be  proportional 
to  the  amount  of  surface  exposed.  It  was,  therefore,  decided  to  use  a 
cubic  inch  of  steel  as  a  sample  in  order  to  deal  with  the  same  amount 
of  surface  in  every  case.  Although  this  tended  to  make  the  results  more 
uniform,  it  was  soon  discovered  that  it  would  be  difficult,  if  not  impossible, 
to  estimate  the  weight  or  amount  of  oxide  and  gas  given  off  by  the  losses 
of  weight  incurred  in  heating  these  cubic  samples.  These  samples  of 
steel,  also,  after  having  been  heated  in  the  vacuum,  showed  mercury-like 
surfaces  similar  to  those  noted  and  previously  described  in  the  case  of 
the  turnings.  In  fact,  these  surfaces  were  brightened,  even  though 
they  had  been  severely  oxidized  before  being  placed  in  the  vacuum  fur- 
nace. However,  the  quantity  of  the  gas  given  off  in  such  instances  was 
materially  increased,  especially  the  carbon  monoxide.     This  led  to  the 
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belief  that  the  thin  coatings  of  iron  oxides  reacted  at  1000®  C,  or  below, 
to  give  carbon  monoxide  and  iron  according  to  the  following  equations: 

SFeaC  +  FejOa  =  SCO  +  11  Fe 
FesC  +  FeO    =  CO  +    4  Fe 

It  is  quite  evident  that  as  long  as  there  is  any  carbon  present  in  a  plain 
carbon  steel,  this  carbon  will  tend  to  react  with  the  iron  oxide  to  give  the 
volatile  product,  carbon  monoxide,  and  pure  iron.  In  fact,  it  should  be 
possible  to  decarburize  completely  a  piece  of  carbon  steel  by  this  method, 
provided  there  is  sufficient  oxide  present  and  time  is  allowed  for  the 
completion  of  the  reactions. 

This  point  is  of  particular  interest  in  that  any  segregated  oxide  located 
within  the  steel  would  be  expected  to  behave  in  a  similar  manner;  namely, 
react  with  the  carbide  to  form  free  iron  and  carbon  monoxide.  The 
carbon  monoxide,  being  a  volatile  gas,  would  leave  the  steel  and  pass  into 
the  evacuated  tube.  The  amount  of  gas  obtained  then  becomes  a  direct 
measiA*e  of  the  quantity  of  oxide  contained  in  the  steel.  From  the  ap- 
pearance on  the  surface  of  the  samples,  it  is  probable  that  the  reaction  of 
carbide  and  oxide  proceeds  to  completion  below  1000°  C.  and  that  it  is 
unnecessary  to  heat  the  sample  above  this  temperature,  as  has  commonly 
been  believed,  in  order  to  obtain  all  the  oxide  content  in  the  form  of  a 
gaseous  product. 

From  the  foregoing  observations,  it  became  essential  to  remove  all 
tarnished  or  oxidized  coatings,  since  such  surfaces  would  lead  to  erroneous 
results  in  the  quantity  and  composition  of  gas  evolved.  For  that  reason, 
all  specimens  were  highly  polished  and  kept  in  desiccators  until  ready  for 
use.  It  was  on  these  surfaces  that  the  peculiar  polyhedral  structure 
shown  in  Figs.  5  and  6  was  observed. 

Similar  structures  were  observed  and  studied  as  early  as  1909  by 
Rosenhain  and  Hiunfrey,^  when  they  were  working  with  a  steel  of  0.029 
per  cent,  carbon  content.  ,  The  following  year,  Kroll,*  in  the  study  of  the 
crystallography  of  the  iron-carbon  system,  noted  this  same  type  of  heat 
relief  on  medium-  and  low-carbon  steels  heated  either  in  a  vacuum  or  in 
an  atmosphere  of  inert  gases.  In  his  work,  he  used  these  heat-relief 
boundaries  as  proof  of  the  gamma  and  beta  iron  theory  and,  by  slightly 
oxidizing  his  samples  at  certain  definite  temperatures,  stated  that  he  had 
evidence  of  the  existence  of  martensite.  Later  Humfrey'  in  his  work  on 
the  intercrystalline  fracture  of  iron  and  steel,  made  the  following  observa- 
tions on  polished  samples  of  electrolytic  iron  after  vacuum  heating  at 
1000®  C.  and  allowing  to  cool  under  the  same  conditions: 


^Proc,  Royal  Soc.  Lond.  (1909)  A  83,  200. 

*  JnZ.  Iron  and  Steel  Inst.  (1910)  81,  304-402. 

» Iron  and  Steel  Inst.,  Carnegie  Memoirs  (1912),  4,  80. 
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A  deeply  marked  network  of  polyhedral  crystals  with  frequent  parallel 
twinning  which  probably  represents  the  outlines  of  the  gamma  iron  exist- 
ing above  890°  C. 

A  second  and  larger  network  of  cr^tals  the  boundaries  of  which 
cross  those  of  the  first  at  random,  which  could  be  revealed  after  straining 
or  etching  and  were  the  final  alpha  crystals. 

At  that  time  he  did  nob  develop,  in  detail,  any  reason  for  this  peculiar 
surface  relief  other  than  the  fact  that  the  alpha  and  beta  crystals,  which 
are  of  the  same  conformation  have  resulted  from  the  recrystallization  of 
the  gamma  crystals,  the  outhnes  of  which  were  still  discernible.  He  left 
the  theoretical  discussion  to  be  taJcen  up  by  Rosenhain  and  Ewen,*  who 
attributed  this  crystalline  structure  to  either  or  both  of  the  following 
causes: 

That  the  amorphous  metal  which  lies  in  the  grain  boundaries  has  a 
higher  vapor  pressure  than  the  crystalline  material  and  has  evaporated 
faster  causing  a  heat  relief  and  intercrystalline  brittlenesa. 


-Vacduu  tdbe  sbowino  ring  op  uetal  condensed  at  point  where  tube 


That  the  amorphous  film  of  metal  produced  by  the  polishing  of  the 
specimens  has  rearranged  on  being  heated. 

In  1914,  Ewen*  drew  the  following  conclusions: 

That  the  expansion  and  contraction  of  the  iron  or  steel  from  the  beta 
to  the  gamma  condition  and  reverse  might  account  for  surface  rehefs. 

That  the  volatilization  of  amorphous  material  would  not  alone  explain 
it  because  of  the  very  low  loss  of  weight  during  a  vacuum  treatment. 

That  the  structure  developed  below  the  beta  range  might  be  due  either 
to  selective  volatilization  or  unequal  expansion  of  the  iron  crystals  in 
different  directions. 

Recently,  H.'S.  Rawdon  and  H.  Scott*  have  drawn  similar  conclusions ; 
namely,-that  this  structure  is  caused  by  a  slight  roughening  due  to  volatili- 
zation and  to  a  slight  buckling  of  the  surface  due  to  the  volume  change 
accompanying  the  transformation.  They  further  state  that  the  surface 
metal  rapidly  loses  its  carbon  content  through  the  volatilization  of  the 

'Jnl  Inat.  Metals  (1912)  8,  149-185. 
*Inl.  Zeits.  far  MelaOotf.  (1914)  8,  1-17. 
*  See  page  414. 
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iron  carbide,  which  reaction  becomes  especially  marked  at  a  temperature 
above  the  A^  transformation. 

From  their  observations,  however,  the  authors  of  this  paper  are  led 
to  beUeve  that  this  surface  relief  has  resulted  from  both  a  volatilization  and 
a  redepoaition  of  iron  rather  than  from  any  of  the  many  explanations 
offered.  That  there  is  sufficient  iron  volatilized  to  produce  such  an  effect 
can  be  evidenced  by  the  amount  of  material  deposited  in  the  cooler  por- 
tions of  the  vacuum  tube.  The  ring  of  deposited  metal  formed  at  the 
point  where  the  tube  has  been  water  cooled  is  evident  in  Fig.  1. 

As  a  further  proof  that  relatively  large  quantities  of  iron  were  vapor- 
ized and  redeposited  during  the  vacuum  treatment,  a  small  piece  of  clean 
platinum  foil  was  placed  near,  but  not  in  contact  with,  some  steel  turnings 
and  heated  at  1000°  C.  for  several  hours, 
the  vacuum  being  maintained  constantly 
throughout  the  experiment.  A  portion  of 
the  platinum  foil  was  buried  in  alundum 
sand  and  consequently  was  protected  from 
the  vapors  of  iron.  That  portion  which 
was  unprotected  from  the  vapors  was 
thickly  covered  with  a  layer  of  iron,  which 

^       „     „  could  plainly  be  seen  with  the  naked  eye. 

Fio.    2. — Platinum      foil  „.         „„  ...         ^l-*       *       Vl 

HBATBD  WITH  BTBKL  TUBNiNos,  Figs.   2,   3,   Bod  4  show  this  structure  at 

ENLAROED  l>i  TIMES.    Clbar  ordinary  and  higher  magnifications.    The 

PORTION  AT  TOP  WAS  PKOTBCTBD      .  ,.    ,  ,     .  T-         ,        j         =  J 

FROM  IRON  VAPORS.  'ron,  which  was  later  dissolved  off  and 

analyzed,    built    up  and    modified     the 
.  crystaUine   structure  that  already  existed  in  the   platinum. 

To  further  develop  this  theory,  it  would  be  expected  that  iron  or  steel, 
held  for  any  extended  length  of  time  at  a  temperature  above  the  gamma 
range,  would  show  a  well-marked  development  of  the  gamma  crystals. 
Not  only  will  the  vapor  pressure  be  greatly  raised,  due  to  the  higher  tem- 
peratures, but  one  may  logically  believe  that  the  vapor  pressure  of  gamma 
iron  will  be  much  greater  than  that  of  the  lower  allotropic  forms,  since 
it  is  customary,  as  in  the  case  of  yellow  and  red  phosphorus,  that  the  allo- 
trope  which  is  stable  at  the  higher  temperature  will  have  the  higher  vapor 
pressure.  Hence  the  molecules,  being  much  more  free  to  move  in  this 
range,  will  vaporize  more  rapidly,  but  in  time,  providing  the  temperature  is 
held  constant,  an  equilibrium  must  be  reached  where  the  redeposition 
a  must  bear  a  fixed  relation  to  the  volatilization  6 ;  that  is, 

r  =  constant  value 

Both  volatilization  and  redeposition  should  conform  to  the  crystalline 
forces  and  would  tend  to  develop  the  crystalline  boundaries. 

As  the  piece  of  iron  or  steel  is  gradually  cooled  through  the  At  point, 
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Fig.  3. — Sdrtacg  op  platinvu  that  was  protected  froh  ieos  vapors  DniUNO 
VACDDii  heating.  Shows  pine  polyoonal  bodndabieb  of  platinum  chtstals. 
Unetchkd,     X50. 


OUHING  VACUUM 
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Fig.  5. — Subfacb  o 
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Fio.  8. — Low-carbon  steel,  vacuvu  treated,  hliohtly  polished  on  rocoe, 

ETCHED  WITH  4  FEB  CENT.  HNO),  BHOW1N0  ALPHA  8TR0CT0BE  WITH  A  FEW  GAMUA 
HABE1N08  UUAIMINO.      XSO. 
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■'.-■■    ■,'•■..:■■■'.  ^oAk  -^V- 


Fio.  9.— Same  as  Fio.  8.     X600. 


Fia.  10. — Stkdcturb  op  low-carbon  steel  etched  with  4  per  cent.  HNO., 

BHOWINO  EIUSTBNCE  OF  FEASLITE   AND  FEKRITE  AFTEfi  BELIEF  HAS  BEEN  FOLIBHED 
OFF.      X50. 
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FiQ.  11.— Samb  as  Fia  10.     XSOO. 


Fig.  12.^Hioh-cabbon    steei. 
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Fio.  14. — Same  as  Fig.  13,  btched  with  4  per  cent.  HNOi,  showing  srasowhd 

UAKKINOB  OF   OAUUA  BOCNDAKIEB  THAT   HAVE  BEEN   UEROED  INTO   LARGER  TIHAI. 
OAJtUA  BOUNSABIEa  BY  CBYBTALLINE  GilOWTH.      XSOO. 
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Fia.  15.— HiaH-CARBON  steel  bliohtly  etched  with  4  per  cent.  HNO,  browino 

PEARLITE  BEOINNINO  TO  APPEAR  : 
X500. 


FiQ.  16.— High-carbon  steel  with  surpace  bntirelt  etched  oft,  bbovisq 

PBARUTIC  ALPHA  CRYBTA1.B  WITH  BXCEB8  CKHBNTITX  OATHSRED  IN  OLD  FOLTOONAL 
O&AIN  BODKOABIEB.      X600. 


STiRFACB  Changes  op  carbon  steels  heated  in  vacuo 


FlO.   17. — HlOH-CARBON    BTEBL, 


OBAT    CKYBTALLINE    DEPOSIT 


Fig.  18. — Low-carbon  bteel  held  ; 


18. i-OW-CARBON    BTEEL    HELD    3U    MIN.    IN    VACUO    AT    760°  C,  CNETCHED, 

.  Q  LABOE  nERITK  CRTSTAI;S  AB  WELL  AS  SHALL  FERBITX  CRTSTAU  POBUNQ 
OVER  PEARLITE.      X600. 
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FlO.   19. ^LOW-CABBOK  STBBt,  HELD  30  MIN.   IN  VACCO  AT  760°  C,  COPPBH-PLATDD 

-  ETCHED  WITH  4  PER  CENT.  HNOj,  BROWING  CROSS-SECTIONAL  VIEW  WITH  PEARUTE 
PRACTICAIJ.Y  TO  TUB  SDHPACB.        X-'lOO. 
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its  crystalline  structure  will  change  to  that  of  the  lower  allotropes  and  the 
vaporization  and  deposition  which  must  still  continue,  but  at  a  slower 
rate,  will  tend  to  develop  these  new  boundaries.  On  the  other  hand,  if  the 
sample  is  never  taken  above  the  Az  point,  only  the  crystalline  boundaries 
of  the  lower  allotropes  can  be  developed. 

Below  the  Az  range,  the  vapor  that  condenses  will  build  up  a  layer  of 
pure  iron  of  almost  infinitesimal  thickness,  since  carbides  are  no  longer 
soluble  in  alpha  and  beta  iron.  In  steels  of  higher  carbon  content,  where 
the  Az  and  A%  points  are  gradually  merged  with  the  Ai  point,  it  is  to  be 
expected  that  the  ferrite  layer  would  be  reduced  in  thickness.  Taking 
as  an  example  a  steel  of  this  composition,  on  being  cooled  from  1000°  C, 
the  iron  vapors,  when  redeposited,  will  immediately  dissolve  in  the  solid 
solution  imtil  the  temperature  of  the  -4 3,2,1  point  is  reached,  where  the 
vapor  pressure  will  be  so  low  that  very  little  iron  can  be  volatiUzed 
or  redeposited  unless  held  for  an  extended  period  just  below  this 
critical  range. 

Application  to  Low-carbon  Steels 

A  steel  containing  0.24  per  cent,  carbon,  0.61  per  cent,  manganese, 
0.265  per  cent,  silicon,  0.053  per  cent,  sulfur,  0.031  per  cent,  phosphorus, 
when  heated  in  vacuo  for  6  hr.  at  1000°  C.  and  allowed  to  cool,  developed 
a  surface  structure  which  conformed  inevery  way  with  the  above  hypothe- 
sis. The  gamma  outUnes  are  heavy  and  clear  cut,  as  would  be  expected 
after  holding  the  samples  for  such  an  extended  period  at  this  high  tem- 
perature. Fig.  5  shows  the  structure  at  the  lower  magnification;  Fig. 
6  shows  the  gamma  polygonal  outlines  much  more  clearly  with  twinning 
planes  in  four  of  the  crystals. 

The  boundaries  of  the  alpha  crystals  can  be  plainly  seen  at  higher 
magnifications,  cutting  the  gamma  boundaries  at  various  points  without 
definite  conformity.  In  fact,  they  appear  to  be  actually  superimposed 
on  the  deeper  gamma  boundaries  in  several  places.  There  is  also  visible 
a  third  set  of  markings,  very  wide  and  more  or  less  indistinct,  which  are  of 
polygonal  conformity  and  often  show  only  two  or  three  of  their  original 
boundaries.  From  their  outline,  the  authors  have  decided  that  they 
originated  in  the  gamma  range  and  actually  represent  gamma  boundaries 
which  formerly  existed,  but  have  been  enveloped  in  the  later 
crystalline  growth. 

In  order  to  justify  the  claim  that  the  outer  layer  was  composed  of  pure 
ferrite,  the  sample  was  etched  for  several  seconds  in  4  per  cent,  nitric  acid. 
A  pearlitic  structure  was  not  developed  but  the  boundaries  of  the  alpha 
crystals,  which  were  formerly  indistinct,  were  more  deeply  etched,  as 
shown  in  Fig.  7.  There  can  be  no  question  that  the  alpha  crystals  are 
those  with  the  sharp  slender  outUne. 
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After  this  ietching  the  sample  was  polished  on  the  rouge  and  re-etched 
with  4  per  cent,  nitric  acid.  At  lower  magnifications  (Fig.  8)  the  struc- 
ture appears  to  be  that  of  alpha  iron  but  at  higher  magnifications  (Fig.  9) 
some  of  the  gamma  outlines  can  still  be  seen.  After  a  more  severe  polish- 
ing, it  was  again  etched  and  the  normal  structure  of  the  steel  was  revealed. 
Fig.  10  and  11  show  the  ferrite  and  pearlite  grains.  It  is  quite  evident 
that  the  outer  ferrite  layer  does  not  extend  far  below  the  surface  of  steel 
that  has  been  treated  in  a  vacuum  at  1000°  C.  for  this  length  of  time. 

Application  to  High-carbon  Steels 

When  a  similar  treatment  was  applied  to  a  steel  containing  carbon, 
1.01  per  cent.;  manganese,  0.30  per  cent.;  silicon,  0.145  per  cent.;  sulfur, 
0.023  per  cent. ;  phosphorus,  0.046  per  cent.,  reliefs  similar  to  those  shown 
in  Figs.  12,  13,  and  14  were  obtained.  Conforming  with  the  theory  de- 
veloped in  the  first  part  of  this  paper,  the  gamma  boundaries  have  be- 
come much  more  clearly  defined  since  the  gamma  iron  is  now  stable  at 
much  lower  temperatures  due  to  the  merging  of  the  Ai,  A 2  and  At  points. 
The  ragged  boundaries  of  the  alpha  crystals  containing  the  pearlitic 
markings  are  quite  clearly  developed.  To  our  knowledge  this  is  the  first 
recorded  instance  where  the  pearlitic  structure  has  been  revealed  by  a 
plain  vacuum  etch.  Whether  this  pearlitic  relief  has  been  developed  by 
differential  expansion  in  the  layers  of  ferrite  and  cementite  at  the  time  of 
their  formation  or  by  a  preferential  volatilization  and  deposition  of  iron 
below  the  As, 2,1  point,  cannot  easily  be  determined. 

In  Fig.  14,  there  is  again  evidence  of  the  boundaries  of  a  gamma  struc- 
ture that  has  been  obliterated  through  the  growth  of  the  neighboring 
crystals.  From  Fig.  13,  an  idea  can  be  obtained  regarding  the  size  to 
which  one  of  these  gamma  crystals  has  grown  during  a  vacuum 
treatment. 

In  order  to  prove  that  the  outside  layer  of  high-carbon  steels,  now  of 
almost  minute  thickness,  was  composed  of  carbide-free  ferrite,  a  portion 
that  had  received  the  above  vacuum  treatment,  was  etched  in  4  per  cent, 
nitric  acid  for  10  sec.  Fig.  15  shows  one  alpha  crystal  that  was  covered 
sufficiently  thick  with  ferrite  to  prevent  the  pearlitic  structure  from  being 
etched;  in  the  majority  of  the  crystals,  however,  the  pearUte  is  beginning 
to  appear.  The  gamma  boundaries  have  already  begun  to  disappeai*. 
If  etched  slightly  longer  in  the  same  reagent,  a  structure  similar  to  that 
shown  in  Fig.  16  is  obtained.  The  old  gamma  boundaries,  in  this  in- 
stance, are  quite  clearly  marked  by  the  excess  cementite  that  has  col- 
lected in  these  boundaries  at  the  high  temperatures;  the  alpha  crystals 
can  easily  be  detected  by  the  different  orientation  in  the  pearlite. 

In  connection  with  their  work  on  high-carbon  steels,  the  authors  have 
noticed  that  specimens  that  have  been  heated  several  times  in  vacuo, 
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without  attempting  to  remove  the  surface  structure,  gradually  became 
coated  with  a  lamellar  gray  crystalline  deposit.  Fig.  17  shows  the  extent 
to  which  this  development  has  taken  place  on  a  1.01  per  cent,  carbon  steel. 
These  masses  lie  on  the  surface  of  the  austenitic  crystals  and  apparently 
have  been  formed  in  the  high-temperature  range.  Work  is  now  in  progress 
to  ascertain  the  nature  and  cause  of  this  substance. 

Etching  Below  the  Az  Transformation 

A  piece  of  the  same  low-carbon  steel  that  was  previously  heated  to 
1000°  C.  in  vacuo  was  heated  for  30  min.  at  760°  C,  which  conditions 
were  recommended  by  Rawdon  and  Scott^  for  producing  a  maximum 
ferrite  layer.  It  is  their  belief  that  at  about  this  temperature 
the  maximum  amount  of  carbide  is  volatilized  in  proportion  to  the  rate  of 
diffusion  of  the  carbide  in  the  steel.  They  succeeded  in  obtaining,  under 
these  conditions,  several  layers  of  carbide-free  ferrite  crystals  near 
the  surface. 

Somewhat  different  results  were  obtained  by  the  authors,  particularly 
as  to  the  thickness  of  the  ferrite  layer.  The  surface  relief,  as  shown  in 
Fig.  18,  was  made  up  of  alpha  crystalline  boundaries.  On  being  etched, 
only  ferrite  crystals  appeared,  but  they  are  very  small  in  those  areas 
formerly  occupied  by  the  pearlite.  Deeper  etching  was  impractical 
because  of  the  pitting  of  the  ferrite.  The  surface  was  copper  plated  and 
a  cross-sectional  structure  obtained  which  showed  that  the  pearlitic 
areas  extended  approximately  to  the  surface,  as  is  shown  in  Fig.  19. 
Sectional  views  were  repeatedly  made  but  the  authors  never  obtained  fer- 
rite layers  as  deep  as  those  obtained  by  Messrs.  Rawdon  and  Scott. 
In  fact,  the  same  steel  when  held  for  30  min.  at  740°  C.  gave  a  ferrite 
surface  similar  to  that  shown  in  Fig.  18.  But  in  this  case  the  layer  was 
so  thin  that  the  pearlite  was  uncovered  when  etched  for  30  sec.  in  4  per 
cent,  nitric  acid,  as  shown  in  Fig.  20.  These  experiments  seem  to 
strengthen  the  theory  that  the  ferrite  layer  as  well  as  the  vacuum  etch- 
ing is  produced  by  the  volatilization  and  redeposition  of  iron. 

Summary 

The  vacuum  reUef  has  been  produced  by  the  volatilization  and  re- 
deposition  of  iron. 

Three  types  of  markings  are  visible  when  samples  of  steel  are  held  at 
1000°  C.  in  vacuo  for  a  few  hours:  A  deeply  marked  polyhedral  struc- 
ture, which  represents  the  final  gamma  boundaries;  a  fine  clean-cut  struc- 
ture, which  can  be  brought  out  more  clearly  by  etching,  that  represents 
the  alpha  boundaries;  an  indefinite,  and  often  partly  obliterated,  struc- 

"^  Loc.  cit. 
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ture  that  represents  the  boundaries  of  former  gamma  crystals  that  have 
been  absorbed  by  crystaUine  growth. 

The  outside  layer  consists  of  ferrite  as  a  result  of  the  iron  having  been 
volatilized  and  redeposited  below  the  temperature  at  which  solid  solution 
exists.  Iron  oxide  will  react  with  the  carbides  in  steel  at  temperatures 
below  1000*'  C.  to  form  carbon  monoxide  and  pure  iron. 

Acknowledgments 

The  authors  wish  to  thank  all  those  at  Watertown  Arsenal  who  have 
assisted  in  the  preparation  of  this  paper,  especially  Dr.  F.  C.  Langenberg 
through  whose  interest  and  advice  this  work  was  made  possible. 

DISCUSSION 

J.  W.  Richards,*  South  Bethlehem,  Pa. — If  you  take  the  tempera- 
ture at  1,000°  C,  it  shows  that  the  percentage  of  CO  which  would  be 
formed  would  be  92  per  cent,  of  the  mixture;  according  to  Mr.  Matsu- 
bara's  data  the  pressure  would  be  one  and  seven  tenths  atmosphere,  and 
the  coefficient  of  chemical  equilibrium  would  be  30,000.  So  it  is  a  very 
active  reaction  and  explains  quantitatively  the  mechanics  of  the  reaction 
and  the  rate  at  which  it  proceeds  at  different  temperatures. 

On  page  396  is  a  statement  which  I  am  inclined  to  question.  It  is: 
"To  further  develop  this  theory,  it  would  be  expected  that  iron  or  steel, 
held  for  any  extended  length  of  time  at  a  temperature  above  the  gamma 
range,  would  show  a  well-marked  development  of  the  gamma  crystals. 


Temperature 


FlQ.  21. 


Temperature   —  -♦ 

Fig.  22. 


Not  only  will  the  vapor  pressure  be  greatly  raised,  due  to  the  higher 
temperatures,  but  one  may  logically  believe  that  the  vapor  pressure  of 


*  Professor  of  Metallurgy,  Lehigh  University. 
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gamma  iron  will  be  much  greater  than  that  of  the  lower  allotropic 
forms." 

Then  the  author  proceeds  to  develop  the  idea  that  the  pressure  of  the 
gamma  iron  is  greater.  It  seems  to  me,  from  what  study  I  have  made^ 
it  ought  to  be  less.  Fig.  21  shows  that  when  ice  passes  into  water  there 
is  a  cusp  in  the  vapor  tension  curve.  If  ice  could  exist  above  the  melting 
point  MJP,,  its  vapor  tension  would  be  higher  than  that  of  water  at  the 
same  temperature;  inversely,  at  temperatures  below  M.  P.,  water  has 
a  higher  vapor  tension  than  ice.  Fig.  22  shows  the  analogous  transitions 
of  alpha  into  beta  and  gamma  iron.  The  transformation  temperatures 
T.  P.  are  analogous  to  a  melting  point,  in  that  energy  is  there  absorbed 
and  the  vapor  tension  curves  must  change  in  the  directions  shown. 
Therefore,  at  temperatures  above  the  lower  T,  P.  alpha  iron  has  a 
higher  vapor  tension  than  beta  iron,  and  at  temperatures  above  the 
higher  T.  P.  beta  iron  will  have  a  higher  vapor  tension  than  gamma 
iron.     These  conclusions  must  be  thermodynamically  the  correct  ones. 

The  energy  absorbed  at  each  of  these  points  being  about  5  calories 
per  gram  of  iron,  or  280  calories  per  gram  atom  weight,  I  have  calculated 
the  vapor  tensions  of  the  three  different  varieties  of  iron  in  the  solid 
state  as  being: 

Pure  iron,  y  variety:  log  Pmm  =  —      V      "'"  ^'^^ 

15  913 
Pure  iron,  j3  variety:  log  pmm  =  ~      ^rp h  8.90 

15  974 
Pure  iron,  a  variety:  log  Pmm  =  —       m — h  8.96 

I  do  not  know  whether  these  formulas  are  going  to  be  of  any  use  to 
anybody,  but  they  would  express  quantitatively  the  difference  between 
the  vapor  pressures  of  alpha,  beta,  and  gamma  iron,  and  they  would  at 
transformation  points  show  the  same  pressure.  Therefore  it  would 
seem  to  me  that  the  vapor  pressure  of  the  gamma  iron  at  temperatures  of 
1000°,  which  is  higher  than  the  higher  transformation  point,  ought  to  be 
less  than  that  of  the  other  iron.  I  do  not  know  whether  the  author  can 
revise  his  explanations  in  view  of  that  or  not. 

G.  K.  Burgess,*  Washington,  D.  C. — I  have  no  brief  for  this  paper 
but  the  author  states  specifically  that  the  facts  are  as  he  would  indicate 
for  the  allotropic  forms  of  the  phosphorus. 

I  am  not  certain  as  to  the  shape  of  the  curve  in  the  beta  region.  If 
that  curve  is  tipped  the  other  way  a  little  bit,  why  then,  of  course,  the 
vapor  pressure  of  the  lower  region  may  be  lower  in  the  gamma  region 
than  the  gamma  itself.     We  ordinarily  would  assume  the  curves  to  be 
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as  have  been  indicated  but  I  am  not  certain  what  the  vapor-pressure 
curve  for  the  iron  is  in  the  region  immediately  below  the  gamma  region. 
Such  a  thing  is  possible.  If  it  exists  already  for  two  allotropic  forms, 
which  I  am  not  certain  of,  the  author's  statement  being  correct,  it  is 
also  possible  that  it  may  also  be  correct  for  iron. 

J.  W.  Richards. — Incidentally,  I  figured  out  in  connection  with  the 
vaporization  of  the  iron  that  at  1000*^  C.  the  vapor  pressure  of  iron  is 
0.00025  mm.  The  deposit  was  said  to  contain  some  copper.  The  vapor 
pressure  of  copper  at  the  same  temperature  would  be  0.00063.  The 
vapor  pressure  of  manganese  would  be,  at  the  same  temperature,  0.00800, 
very  much  higher.  So  if  there  were  equal  quantities  present,  you  would 
probably  have  more  manganese  vaporized  than  copper  and  more  copper 
vaporized  than  iron.  I  think  these  figures  express  the  relative  volatility 
of  those  three  elements  at  1000°  and  they  are  volatile  at  that  tempera- 
ture since  there  was  found  both  manganese  and  copper  in  the  deposit 
of  iron. 

G.  K.  Burgess. — There  is  one  point  I  would  like  to  make  for  the 
author's  paper.  On  page  393,  he  says;  "No  traces  of  either  carbon  or 
sulfur  in  the  free  or  combined  state  were  found  and  it  is  believed  that 
the  loss  in  these  elements  could  be  accounted  for  in  the  gaseous  oxide 
products  evolved,  such  as  carbon  monoxide  and  sulfur  dioxide."  He  said 
that  they  were  collected  in  the  form  of  their  soluble  salts.  I  would 
like  to  know  how  he  has  tried  to  collect  his  carbon.  He  has  not  suflS- 
ciently  explained  that. 

R.  O.  Griffis,*  Middletown,  Ohio  (written  discussion). — Ordi- 
narily the  three  distinct  structures  so  well  shown  in  Figs.  6,  7,  and  14, 
are  not  in  the  same  plane,  which  makes  it  difficult  to  find  an  area  where 
it  is  possible  to  show  the  three  structures  at  once  micrographically. 
Some  years  ago  I  conducted  a  series  of  tests  to  determine  the  effect  of 
hydrogen  annealing  upon  the  sonims  found  in  bar  crops  from  the  top 
portions  of  low-carbon  ingots  made  by  the  basic  open-hearth  process. 
In  the  first  test,  ordinary  commercial  hydrogen  was  passed  over  the 
polished  samples  heated  to  a  temperature  of  950°  C.  in  a  tubular  elec- 
tric furnace.  As  no  precaution  was  taken  to  purify  the  hydrogen, 
after  the  nm  it  was  found  that  the  hydrogen  was  so  badly  contaminated 
with  moisture  that  instead  of  the  oxide  inclusions  being  reduced,  the 
polished  surfaces  of  the  specimens  were  oxidized. 

Fig.  23  shows  the  microstructure  of  one  of  the  specimens  as  it  came 
from  the  furnace.  Heavy  black  boundaries  of  the  gamma  iron  crystals 
are  clearly  shown  and  the  characteristic  twinning  of  gamma  iron  is 
evident.     Fig.  24  shows  the  same  spot  after  the  oxide  film  was  partly 
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removed  by  polishing.  Fig.  25  is  the  same  spot  after  further  polishing 
and  etching  lightly  with  3  per  cent,  nitric  acid  in  ethyl  alcohol.  Fig. 
26  ehows  the  same  area  after  repolishing  and  etching.     This  micrograph 


Fig.  23.     XIOO. 


FiQ.  24.     XIOO. 


Fio.  25.     XIOO. 


FiQ.  26.     XIOO. 


shows  two  networks  of  grain  structure,  the  normal  dsirk  boundaries, 
representing  the  final  alpha  iron  structure,  and  the  faint  white  markings 
coinciding  with  heavy  dark  gamma  boundaries  shown  in  Fig.  23.  By 
comparing  Figs.  23  and  26,  it  will  be  seen  that  it  would  have  been  diffi- 
cult without  the  aid  of  Figs.  24  and  25  to  have  identified  the  area  as 
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being  the  sMine.  A  ganunii  grain  in  the  lower  right-hand  corner  has 
been  marked  by  an  arrow  in  each  case. 

From  the  manner  in  which  this  structure  was  produced,  it  seems  that 
a  redeposition  of  volatilized  iron  does  not  play  an  important  role  in  the 
production  of  a  heat  relief,  as  the  authors  believe,  for  a  constant  stream 
of  hydrogen  passing  through  the  apparatus  would  have  carried  off  the 
volatilized  iron.  On  the  contrary,  the  evidence  is  in  favor  of  the  theories 
of  a  greater  rate  of  volatilization  at  the  grain  boundaries  and  of  a  slight 
buckling  of  the  surface  due  to  the  change  in  volume  at  the  Aca  and  Arz 
transitions. 

On  page  406,  the  authors,  referring  to  the  third  set  of  boundaries, 
which  are  very  wide  and  more  or  less  indistinct,  state  that  they  "  have 
decided  that  they  originated  in  the  gamma  range  and  actually  represent 
gamma  boundaries  that  formerly  existed,  but  have  been  enveloped  in  the 
later  crystalline  growth."  It  is  more  probable  that  these  are  the  alpha 
boundaries  that  existed  just  before  the  Acz  transformation.  If  the 
gamma  grains  grow  as  the  temperature  increases  (and  they  probably 
do(  why  should  any  particular  stage  in  the  progress  of  this  growth  stand 
out  more  prominently  than  other  stages  and  thus  be  shown  by  the  wide, 
rather  indistinct  boundaries?  If  the  boundaries  are  those  of  the  pre- 
existing alpha  grains,  it  is  evident  that  the  allotropic  transformation  is  the 
primary  cause  of  the  heat  relief.  Fig.  18,  shows  that  the  alpha  network 
brought  out  by  heating  in  vacuo  at  760°  C,  which  is  probably  due 
to  diflerential  volatilization,  is  in  no  way  similar  to  the  two  networks 
observed  after  the  Acz  and  Arz  transformations  have  taken  place. 
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Micros tructure  of  Iron  and  Mild  Steel  at 

High  Temperatures 

By  HfiNRY  S.  Rawdon  *  and  Howard  Scott,  t  Washington,  D.  C. 

(New  York  Meeting.  February,  1920) 

The  method  of  demonstrating  the  structure  existing  in  a  metal 
or  alloy  at  high  temperatures,  by  etching  a  polished  sample  after  it  has 
been  heated  to  the  desired  temperature,  is  quite  familiar  to  metallog- 
raphists.  The  usual  procedure^'  ^  is  to  heat  the  specimen,  previously 
polished  for  microscopic  examination,  to  the  desired  temperature,  in  a 
neutral  atmosphere  (hydrogen  or  nitrogen),  then  admit  the  etching 
gas  (chlorine,  hydrochloric  acid  or  similar  gas)  for  a  few  seconds,  and 
finally,  after  flushing  out  the  etching  gas  with  the  neutral  one,  cool  the 
specimen  in  the  neutral  atmosphere.  The  pattern  produced  by  etching 
at  a  definite  temperature  is  usually  taken  as  a  record  of  the  microstructure 
prevailing  at  that  temperature.  It  has  frequently  been  pointed  out  that 
changes  in  composition  of  the  surface  metal  occur  during  the  preliminary 
heating  in  the  neutral  atmosphere,  so  that  the  appearance  produced  by 
the  etching  at  high  temperature  may  not  exactly  represent  the  condition 
of  the  interior  of  the  specimen.  To  overcome  this  uncertainty,  the 
heating  has  sometimes  been  done  in  vacuo,'  the  etching  gas  being  ad- 
mitted when  the  desired  temperature  was  reached,  then  pumped  out  and 
the  specimen  cooled  in  vacuo. 

The  studies  of  Rosenhain,  Humfrey,  and  other  workers  *'5'«'7'8  dem- 

*  Physicist,  U.  S.  Bureau  of  Standards. 

t  Assistant  Physicist,  U.  S.  Bureau  of  Standards. 

*  N.  Gutowsky:  Uber  die  Structur  des  Stahlen  bei  hohen  Temperaturen:  Meted- 
lurgie  (1909)  6,  743. 

'  H.  Hanemann :  Uber  das  Atzen  in  Hoher  Temperatur.  Inter,  Zeit.  MetaUo- 
graphU  (1912-13)  3,  176. 

*  N.  Tschischewsky  and  N.  Schulgin:  Jrd.  Iron  and  Steel  Inst.  (1917)  96,  189. 

*  W.  Rosenhain  and  J.  C.  W.  Humfrey:  The  Crystalline  Structure  of  Iron  at 
High  Temperature.     Collected  Researches,  Natl.  Phys.  Lab.,  Teddington  (1910)  6,  189. 

*  W.  Rosenhain  and  J.  C.  W.  Humfrey:  The  Tenacity,  Deformation  and  Fracture 
of  Soft  Steel  at  High  Temperatures.     Jrd,  Iron  and  Steel  Inst.  (1913)  87,  219-316. 

•J.  C.  W.  Humfrey:  The  Intercrystalline  Fracture  of  Iron  and  Steel.  Collected 
Researches,  Natl.  Phys.  Lab.,  Teddington  (1913)  10,  113.  Also  Iron  and  Steel  Inst., 
Carnegie  Sch,  Mem.  (1912)  4,  80. 

^W.  Rosenhain  and  D.  Ewen:  Intercrystalline  Cohesion  in  Metals,  CoUrcted  Re- 
nearches,  Natl.  Phys.  Lab.,  Teddington  (1913)  10,  91.'  Also  Jnl  Inst.  Metals  (1912) 
8,  149. 

*  Adolphe  Kroll :  The  Crystallography  of  the  Iron-carbon  System.  Jnl.  Iron  and 
Steel  Inat.  (1910)  81,  304. 


HENRY   S.    RAWDON   AND    HOWARD   SCOTT  415 

onstrate  that  surface  changes  in  the  steel  occur  even  when  the  speci- 
mens are  heated  in  vacuo.  Such  changes  in  themselves  are  sufficiently 
pronounced  to  record,  in  the  appearance  of  the  surface,  the  microstructure 
prevailing  at  the  temperature  at  which  the  change  took  place.  The  sur- 
face configuration  or  pattern  thus  produced,  to  which  various  names 
(heat-relief,  heat-etching,  and  vacuum  etching)  have  been  applied, 
has  been  explained  by  Rosenhain  as  being  due  to  volatilization  of  the 
surface  metal.  This  is  more  marked  along  the  crystal  boundaries  than 
over  the  face  of  the  crystal  itself.  The  change  in  composition  of  the 
layer  immediately  adjacent  to  the  surface  of  a  steel  sample  when  heated 
in  vacuo  or  in  a  neutral  atmosphere  has  also  usually  been  attributed  to 
volatilization.  Howe*  has  offered  an  entirely  new  and  striking  explana- 
tion for  this  phenomenon,  namely,  that  the  change  in  composition  of  the 
surface  layer  is  only  local  and  the  average  composition  of  the  specimen 
does  not  change.  Upon  cooling  a  sample  of  steel  from  a  high  tempera- 
ture, the  free  constituent  (ferrite  or  cementite  as  the  case  may  be)  is 
expelled  to  the  outside  of  the  mother  austenite  crystal  and  thus  to  the 
surface  of  the  specimen  in  those  crystals  which  form  the  exterior.  By 
repeated  heatings,  the  layer  of  expelled  ferrite  (in  the  case  of  low-carbon 
steels)  is  augmented  until  the  specimen  has  the  appearance  of  being 
decarburized  at  the  surface. 

The  examinations  here  described  were  made  for  the  purpose  of  show- 
ing to  what  extent  the  change  in  composition  of  the  surface  layer,  which 
usually  accompanies  heating  in  vacuo,  afiFects  the  results  of  tests  which 
may  be  made  to  reveal  the  microstructure  existing  at  high  temperatures. 
The  results  also  throw  some  additional  light  upon  the  nature  of  the  change 
in  composition  of  the  surface  layer  and  also  upon  the  formation  of  the 
surface  pattern  under  heat-relief  etching. 

Method  of  Revealing  Structural  Changes  Occurring  at  High 

Temperatures 

Pure  iron  and  low-carbon  steel  were  chosen  as  typical  materials  for 
demonstration,  since  both  materials  show  pronounced  changes  in  struc- 
ture accompanying  some  of  the  transformations  which  occur  upon  heating. 
The  normal  structure  of  each  is  familiar,  and  the  microstructure  at  high 
temperature  has  been  demonstrated  by  means  of  the  etching  method. 

Pure  Iron. — A  remelted  electrolytic  iron  having  the  following  composi- 
tion was  used:  carbon,  0.03  per  cent.;  sulfur,  0.002  percent.;  silicon, 
0.009  per  cent.    By  thermal  analysis,  the  material  was  shown  to  have 

•H.  M.  Howe:  The  Position  of  Ae»  in  Carbon-iron  AJloys,  Discussion.     Trans, 
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FlO.    1. MlCROBTRUCTURB  OF  PURB  IRON  ABOVE  THE  ACt  TRANSFORMATION. 

Both  microoraphs  bhow  the  arRPACG  appearance  op  the  saub  matesial, 

h  BPBCIMEN  OF  WHICH  WAS  HEATED  FOR  30  MIN,  AT  850°  C.  TwO  NETWORKS  INDICAI^ 
IHO  TWO  DIFFERENT  CRYSTALLINE  ARRANGEMENTS  ARE  TO  BE  BEEN.  ThE  ONE  BHOW- 
IKO  THE  TWINNED  CRYBTAIS  18  THE  BTROCTnRB  PBEVAILINQ  ABOVE  Ai,  THE  OTHBB, 
BDFEBUlPOSi:i>  UPON  TBE  FIRST  COBBBSFOMPB  TO  THX  STRCCTQBE  AT  LQWSB  TIIIPIBA- 

TDBBB-     Heat-etched.     X500. 
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the  following  thermal  characteristics:    Aci,  768";  Ac,,  910°;  Art,  900°; 
Art  768°  C.     The  specimens,  which  were  of  the  size  used  for  thermal 


PlQ.    2. MiCBOSTRCCTDBXOFFCBXIBONBETWEENTHE  AiAND  A)  ' 

ThB  polished  SPECIVBN,  BBPEBSENTEIl  BY  TBG  TWO  HICBOaBAFHS,  WAS  HEATED 
SOUIN.  AT  880°  C,  OKJUBTfiBLOW^t.  The  APPHABANCBOPTHEPRKVIOCSLTPOUSBBD 
BUBPACU  BBVBALS  TBB  BTBUCTOBZ.  WHICH  IS  OF  THE  BAUB  TYPE  AS  THAT  PREVAIUKQ 
AT  OBDINABT  TEUPBRATURES.  TbB  BXCBeSIVB  VOLATILIZATION  AT  THB  UABQINB 
or  TBB  QBAINB  HAS  CLBAfiLT  DEVELOPED  THE  BOUND ABIBB.       ESAIVBTCBBD.        XfiOO. 

analysis  (approximately  3  gm.),  were  mounted  on  the  end  of  a  platioum 
platinum-rhodium  thermocouple  and  heated  in  the  evacuated  tube  of  a 
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differentially  heated  furnace  of  the  Rosenhain  type^®  to  the  following 
temperatures:  950°  C,  above  il,,  880°  C,  between  A%  and  Ai\  700°  C, 
below  Aci  (of  steels).  In  each  case  the  specimen  was  held  for  approxi- 
mately 30  min.  at  the  maximum  temperature  and  then  cooled  in  the 
evacuated  furnace  at  an  approximate  rate  of  0.15°  per  sec.  by  moving 
the  specimen  to  the  cold  end  of  the  tube.  The  surface  of  the  specimens, 
after  heating,  showed  no  evidence  of  oxidation.  In  most  cases,  par- 
ticularly those  heated  to  the  highest  temperatures,  the  surface  had  a 
slightly  roughened  or  matt  appearance. 

Fig.  1  shows  the  surface  pattern  produced  by  heating  the  iron  above 
the  Act  transformation.  Two  distinct  patterns  are  to  be  seen  super- 
imposed one  upon  the  other.  One  of  the  patterns  is  similar  in  appearance 
to  that  of  pure  iron  as  ordinarily  etched  at  room  temperature;  the  other 
network  contains  numerous  straight  lines  and  many  of  the  enclosed 
"grains"  have  the  appearance  of  twinned  crystals.  This  is  clearly 
shown  in  Fig.  la.  The  two  long  narrow  crystals  are  the  twinned  layers 
of  a  much  larger  crystal,  the  boundaries  of  which  can  be  faintly  seen. 
Another  network,  outlining  a  second  system  of  grains,  is  superimposed 
upon  the  twinned  crystals.     Fig.  16  shows  similar  features. 

The  network  delineating  the  straight-sided  polyhedral  twinned 
crystals  is  a  record  of  the  structure  of  the  y  iron,  i.e.,  the  form  existing 
above  the  A  %  transformation.  The  second  network  belongs  to  the  crystal 
structure  prevailing  below  this  transformation,  as  seen  in  specimens  heated 
to  a  temperature  below  A  %,  Only  one  network  is  developed  under  such 
treatment,  and  this  is  identical  with  the  second  pattern  of  specimens 
heated  above  ils.  The  specimen  shown  in  Fig.  2  illustrates  this,  and  also 
shows  that  no  characteristic  crystal  form  corresponds  to  the  so-called 
P  range.  The  appearance  is  the  same  as  that  of  specimens  heated  to  a 
temperature  well  below  A^  (Fig.  3)  and  also  of  samples  polished  and 
etched  under  ordinary  conditions.  This  observation  confirms  that  of 
Rosenhain  and  Humfrey,  in  this  respect. 

Fig.  3  shows  the  surface  of  a  polished  specimen  heated  to  700°  C. 
The  network  outlining  the  arrangement  of  th6  crystals  appears  faintly 
even  at  this  relatively  low  temperature. 

The  surface  of  freshly  heated  specimens  often  has  a  *' matt-finish" 
appearance  and,  when  viewed  at  an  oblique  angle,  is  seen  to  be  con- 
siderably roughened.  The  volatilization  occurring  at  high  temperatures, 
as  shown  in  Fig.  la,  accounts  partly  for  the  matt-finish.  It  will  be 
noted  that  the  volatilization  develops  rather  well-defined  "etching  pits" 
on  the  surface,  by  means  of  which  the  structural  orientation  within  the 
twin  crystals  relative  to  the  mother  crystal  is  plainly  shown.     The 

^^  H.  Scott  and  J.  R.  Freeman,  Jr. :  Use  of  Modified  Rosenhain  Furnace  for 
Thermal  Analysis.  Bvll  152  (Aug.,  1919).  Also  "Pyrometry,"  214,  A.  I.  M.  E., 
1920. 
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A  POUSHED  8PBCIMEN  OF  THE  MATERIAL  WAS  HEATED  FOR  30  UIN.  AT  700'  C.  ThB 
VOLATTUEATIOH  AT  TBB  ORAIN  BOUNDARIES,  THODOK  SLIOHT,  HAS  BEEN  SUFFICIENT 
TO  REVBAli  TEE  8TRCCTURB,  WHICH  IS  OF  THE  8AUB  TTPE  AS  THAT  EXIBTINO  BETWEEN 

AiAndAi.    Heat-etchbd.     X600. 


Fio.  4. — Microbtructubb  of  pure  iron  at  hiob  tbupbratures. 
Tub  hichoorafh  bhowb  a  bbction  perpendicular  to  the  poushed  and  heat- 
etched  BDRFACE  OF  FlO.  1.  A  LAYER  OF  ELECTROLTTIC  COFFER  WAS  DEPOSITED  TO 
PBESEBTB  THE  EDOE  DUBINO  THE  POLISHINO  OP  THE  SPECIMENS.  TuB  ORIOINALLT 
BBCnUNEAR  EDGE  HAS  BEEN  CHANGED  INTO  A  BBBIEB  OF  UNDULATIONB  BT  THB  VOL- 
UMB  CHANOEB  AT  THB  TRANSFORMATION  TEMPEBATDBE.  ETCmMO,  2  FEB  CENT. 
ALCOHOUC  NITBIC  ACID.      X  WO. 


420   MICHOSTRUCTTJRE  OF  IRON  AND  MILD  STEEL  AT  HtGH  TEMPERATURES 

roughened  appearance  is  largely  due  to  a  "buckling"  of  the  surface  of  the 
individual  crystals.    Fig.  4,  a  section  perpendicular  to  the  polbhed 


Fia.  6. — MiCEOBTRutTURE  of  low-carbon  stbbl  just  below  the  Aci 

a.  Thb  polished  sfbciubn  was  heat-etcbedbt  hbatino  it  for  30iun.  at  700°  C. 
h.  Thb  polished  spbcihen  was  distorted  bofficiemtlt  to  show  slip  bands 

AND  THEN  HEAT-ETCHED  AS  IN  (a).  ThB  8UP  BANDS  8TILL  PBB8I8T,  HEAT-ETCH- 
INO  1»  BOTH  CASES.       X  100. 

aiuface  which  was  exposed  to  the  heat,  demonstratea  the  distortion  that 
occurs;  the  boundary,  i.e.,  the  trace  of  the  polished  flat  surface,  originally 
rectilinear,  now  consiBts  (A.  a  series  of  undulations.    Specimens  heated 
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to  a  temperature  a  little  below  A,  Bhow  an  irregular  branching  network 
within  the  grains  themselves  (Fig.  26).     This  is  often  seen  in  pure  iron 


Pia.    6. MlCROSTBUCTCSE   OF  LOW-CAKBON  STEEL  JUBT  BELOW  TBB^Cl  TRANSFOKUA- 

HON. 

a.  The  material  of  Fio  5a  was  bliohtly  polished  to  remove  the  KrrvCTB 

OF  HBAT-BTCniNO,  AND  THEN  ETCHED  WITH  2  PER  CENT.  ALCOHOLIC  NITRIC  ACID.       ThB 
yATBBIAL  BHOWS  THB  NORMAL  STBUCTCRE  FOR  THIB  CLAEB  OF  STEEL.       X  100. 

6.  AsPECIMENBCMlLARToFia.  6a  WAB  ETCHED  WITH  2  PER  CENT.  ALCOHOLIC  NITRIC 
ACID  DIRECTLY  AFTER  BEINO  HEAT-ETCHED.  ThE  SURFACE  ETCHES  AND  DARKENS 
IMMEDIATELY.       XIOO. 

after  ordinary  etching  for  microBcopic  examination,  particularly  if  the 
sample  has  been  strongly  heated  previously,  for  example,  specimens 
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which  have  been  heated  several  times  for  thermal  analysis  curves.  Whe- 
ther this  bears  any  relation  to  the  /3  change  has  not  yet  been  determined. 

Low-carbon  Steel, — A  synthetic  low-carbon  steeP'  having  the  follow- 
ing composition  was  selected  as  representative  of  this  class  of  material : 
carbon,  0.18  per  cent.;  silicon,  0.007  per  cent.  It  had  the  following 
thermal  characteristics:  Aci,  738°;  Ad,  769°;  Act,  840°;  Ar,,  792°; 
Art,  769°;  Ari,  700°  C.  The  specimens,  first  polished  for  microscopic 
examination,  were  heated  in  vacuo  in  the  same  manner  as  the  pure  iron, 
to  the  following  temperatures,  and  were  held  approximately  30  min. 
at  the  maximum  temperature:  950°  C.  above  Ac^;  760°  C,  above  Aci] 
700°  C,  below  Aci. 

Fig.  5a  shows  the  appearance  of  a  specimen  heated  to  700°  C,  just  below 
the  transformation  Aci.  Even  at  this  temperature  the  heat-relief  has 
been  sufficient  to  indicate  clearly  the  islands  of  pearlite.  Fig.  5b  is  a 
specimen  which,  after  polishing,  was  distorted  enough  to  develop  slip 
bands  and  then  heated  to  700°  C.  The  slight  roughening  of  the  surface, 
due  to  the  slipping,  still  persists  at  this  temperature  and  shows  that  no 
marked  volatilization  has  occurred  at  the  surface. 

Fig.  6a  shows  the  specimen  of  Fig.  5a  after  it  had  been  polished  slightly 
to  remove  the  eflfects  of  the  heat-relief  and  then  etched;  it  has  the  usual 
appearance  of  low-carbon  steel.  When  the  specimen  is  etched  directly 
after  heating,  without  any  supplementary  polishing,  the  surface  darkens 
almost  immediately  and  gives  the  appearance  shown  in  Fig.  6&.  A  similar 
pronounced  darkening  of  ferrite,  upon  etching,  is  often  observed  when 
a  specimen  is  finished  on  a  polishing  wheel  which  has  been  allowed  to 
become  dry,  so  that  the  surface  heats  considerably.  Upon  heating  a 
polished  specimen  of  this  material  above  the  Aci  transformation,  the 
surface  takes  on  the  appearance  shown  in  Fig.  7a,  which  is  very  similar  to 
that  produced  by  heating  below  Aci;  the  position  of  the  pre-existing 
pearlite  islands  is  clearly  indicated.  It  will  be  noted  that  the  network 
which  marks  the  boundaries  of  the  ferrite  crystals  is  now  continuous 
through  the  pearlite  areas  instead  of  around  them;  this  is  best  seen  at  a 
higher  magnification,  as  in  Fig.  7b.  When  the  surface  is  etched,  without 
any  polishing,  the  appearance  is  the  same  as  is  shown  in  Fig.  6b.  How- 
ever, when  the  surface  is  slightly  polished  and  then  etched,  no  darkening 
results  nor  is  there  left  any  trace  of  the  pattern  developed  by  heat-relief. 
The  material  constituting  the  surface  is  pure  ferrite  (Fig.  8a) ;  all  the 
pearlite  has  been  removed  to  a  considerable  depth,  as  is  shown  in 
Fig.  8b,  a  section  of  the  specimen  perpendicular  to  the  polished  face, 
the  normal  appearance  of  the  material  being  seen  in  the  lower  portion  of 
the  micrograph.  The  boundary  between  the  outer,  or  carbonless,  metal 
and  the  inner  normal  material  is  clearly  defined,  showing  that  the  change 
from  the  outer  zone  to  the  unchanged  metal  of  the  interior  is  very  abrupt. 

^^  An  alloy  of  iron  and  carbon  prepared  according  to  the  method  given  by  U.  S . 
Bureau  of  Standards.     Sci,  Paper  266. 
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Fig.  9a  illustrates  the  pattern  developed  by  heat-reUef  on  the 
poliBhed  surface  by  heating  above  the  Act  transformation.  The  more 
clearly  defined  network,  corresponding  to  the  y  condition,  is  superimposed 


FlO.    7. MlCROBTRBCTDRB  OP  LOW-CAHBON  STEEL  JD8T  ABOVE  THE  ACi  TBAN8F0R- 

UATION.     The  POLISHED  BPBCI MEN  WAS  HDAT-BTCBEDBTHEATINa30uiN.  at760°C. 

a.  Both  fbrrite  and  pearlitb  are  clearly  shown.     X 100, 

b.  The  bodndarieb  of  the  ferrite  grains  extend  throcqh  the  pearuti 

ISLANDS.        XSOO. 

upon  a  less  distinct  one  which  shows  the  characteristic  outlines  of  the  a 
crystals;  this  is  more  plainly  seen  in  Fig.  96.  The  polished  specimen  in 
this  instance  was  etched  to  reveal  its  initial  structure  and  then  heated  for 
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30  min.  at  1600°  C,  or  well  above  the  temperature  of  the  Aci  change. 
The  roughening  of  the  surface,  corresponding  to  the  islands  of  pearlite 


Fia.    8. MiCBOSTRTICTDRE  OF  LOW-CARBON  BTEEL  JQST  ABC 

TIOH. 

a.  The  bpecimbn  of  Fia.  7a  was  buohtlt  polished 

OBNT.  ALCOHOLIC   KITHIC    ACID.      ThB  EDBFACE  METAL  IS  PD 

b.  Section  op  the  specimen  shown  in  a  taken  pi 

BTCHieS    BTTRPACE.       EtCHINQ,    2    PER    CENT.    ALCOHOLIC 

■lbctkolttic  copper  was  deposited 
The  pearlite  has  been  removed  from 
considerable  depth.     x  100. 

shown  by  the  initial  etching,  still  persists.    Upon  this  pattern  two  others 
are  superimposed,  showing  respectively  the  crystalline  condition  above 


bAc, 


WITH  2  PBB 

xioa 

M>  TSE  HBAT^ 

tciD.    A  LATER  or 

DURING  POLISHlNa 
I,  FOB  A 
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Fia.  9.— MiCBOSTRucTUBE  of  low-carbon  steel  above  the  Act  tranbpobuatiok. 

a.  The  polished  speciuen  was  heat-etched  by  heating  30  min.  at  950°  C. 
Two  patterns  correspondino  to  tbe  a  and  the  y  roRua  (compare  Fio.  1)  abz  to 

BE  SEEN.        X500. 

b.  The   POLIHHED  SPECIMEN  WAS  ETCHED  WITH  2  PER  CENT.   NITRIC  ACID  BEFORE 

r  1000°  FOR  ; " 

)    PBRSIBTED  T 
.     SIUILAB     TO     THOSE 
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Fia.  10, — SoRPACB  cHA^fOBS  produced  bt  beating  in  vacuo.    Etching,  2  pbb  o 


:.  Hbatbd  for  30  min.  abovb  the  Aci  tranbforuation  (760°  C)- 
'.  Heated  just  below  the  Ac,  tbansfobmation  (820*  C). 
.  Heated  above  the  Jc»  tbansporuation  (890°  C). 
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Act  on  heating;  and  below  Act  on  cooling.  The  twin  crystal  (Fig.  96), 
which  had  its  origin  when  the  steel  was  in  the  y  state,  is  seen  to  cut  through 
the  pre-existing  islands  of  pearlite  and  to  bear  no  relation  to  them.  It 
should  be  borne  in  mind,  however,  that  the  carbide  has  been  removed 
from  the  surface  material,  probably  before  the  change  to  the  y  state  was 
brought  about,  as  has  been  described  above. 

Nature  and  Extent  of  the  Surface  Changes  upon  Heating 

The .  magnitude  of  the  change  (apparently  decarburization)  which 
occurs  in  some  samples  (Fig.  8)  makes  the  explanation  offered  by  Howe^* 
appear  inadequate.  In  order  to  show  clearly  the  nature  of  the  change,  and 
to  test  his  explanation,  a  series  of  specimens  of  the  low-carbon  steel  pre- 
viously used  were  heated  for  30  min.  in  vacuo  at  the  following  tempera- 
tures: 760''  C.  above  Aci;  820^  C.  just  below  Ac,;  890°  C.  above  Ac».  The 
specimens  were  cooled  in  the  furnace  at  the  same  rate  as  the  previous 
ones.  In  each  case  the  carbonless  layer  varies  considerably  in  thickness 
on  the  same  specimen;  the  maximum  thickness  of  this  changed  layer,  in 
specimens  heated  at  the  three  temperatures  stated  above,  is  shown  in 
Fig.  10.  In  the  specimen  heated  at  the  lowest  temperature,  the  decaf- 
burized  layer  is  more  pronounced  than  in  those  heated  for  the  same  period 
at  higher  temperatures.  This  is  not  to  be  attributed  to  a  greater  loss 
of  carbon  at  the  lower  temperature,  but  rather  to  an  increased  rate  of 
diffusion  of  carbide  in  iron  at  higher  temperatures,  by  which  any  change 
at  the  surface,  due  to  loss  of  carbon,  is  masked  by  a  replenishment  from 
the  interior. 

Fig.  11  shows  the  condition  at  the  surface  and  near  the  center  of  a 
specimen  (low-carbon  steel  previously  used)  heated  continuously 
for  4  hr.  above  Act,  990°  C.  being  the  maximum  temperature.  The 
structure  of  a  sample  of  the  same  material,  previously  used  for  a  series 
of  four  thermal  curves,  which  had  been  held  above  the  Act  temperature 
for  a  total  of  4  hr.,  is  shown  in  Fig.  12.  The  thickness  of  the  altered  sur- 
face layer  of  the  sample  heated  intermittently  is  somewhat  greater  than 
that  of  the  specimen  heated  continuously  for  4  hr.  above  the  Ac^ 
transformation  temperature.  The  carbon  content  of  the  interior,  how- 
ever, as  estimated  from  the  structure,  is  slightly  less  in  the  specimen 
heated  continuously  than  in  the  other  one.  This  apparently  contradic- 
tory behavior  of  the  more  strongly  heated  specimen  is  to  be  interpreted 
as  further  evidence  of  the  part  played  by  diffusion  in  masking  the  change 
which  occurs  at  the  surface.  By  comparing  Figs.  lOo  and  11a,  it  will  be 
noted  that  a  much  more  marked  change  is  produced  in  the  surface  metal 
by  a  short  period  at  the  lower  temperature  (30  min.'at  760°  C.)  than  by  pro- 
longed heating  at  a  higher  temperature  (240  min.  at  990°  C).     Whether 
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Fig.  11. — Surface  chanoeb  pbodoced  ik  low-carbon  bteel  bt  beatiho  abovi 
t&b   at  tbansformation.     a   polished  epecihen    was  heated  contincodslt 

FOB  4  HR.  ABOVE  THB  ACx  TBANBFOHUATION  TBUPERATOBE,  The  BEAT-BTCHBD 
BURrACE  WAS  THEN  PBOTBCTED  WITH  A  DEPOSIT  OE  ELECTROLTTIC  COPPER  AMD  THE 
SPECIMEN  WAS  CUT  PBRPBNDICDLAR  TO  THIS  FACE.      EtCHINQ  2  PER  CENT.  ALCOHOUC 

NITRIC  ACID.     X500.     The  miceograph  rephebente: 

a.  Edge  of  the  bbctiok,  showinq  the  thicenbss  op  the  carbonless  lateb. 
6.  Average  ST 
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Fio.  12. — SvhrncE  CHANGES  PRODUCED  IN  LOW-CARBON  BTBEL  BY  heatinq'above 

THB  ACt  TRANSrORUATION.  ThE  SPECIMEN  HAD  BEEN  USED  FOB  A  SERIES  OF  THERMAL 
CORTBB  AND  WAS  HEATED  rOUR  TIKES  TO  950°  C,  *.«.,  ABOVE  THE  XCi  TRANSFORMATION 
rSUPERATDRB;  THB  TOTAL  PERIOD  ABOVE  THIS  TSHPBBATItBE  WAS  4  HR.  ThS  BPECI- 
MBK  WAS  TREATED  AB  FOR  FlO.  13,  WITH  WHICH  THIS  FiaiTRE  SBOCLD  BE  COUPABBV. 
EtCHINO,  2  PER  CENT.  ALCOHOLIC  NITRIC  ACID.       X500. 

a.  Garb oNLEse  SURFACE  LA YBR. 

b.  AtERAOESTBUCTUBE  or  THE  CENTRAL  POBTIOM. 
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Fid.  13. — Surface  changes  pboddced  in  hiob-carbon  steel  by  heatinq  in  f  acoo 
ABOVK  THK  Aci  toanbforuation. 
Thb  specimen  was  prepared  ro&  examination  similarly  to  those  ow  Fiqs.  11 

Fia.  12.     Etchinc,  2  PEit  CENT,  alcoholic  nitric  ACID.     X500. 

a.  The  avebaob  surface  condition  is  shown.     The  ceuentite  envelopes 
disappear  at  some  distance  below  thb  burface;  in  the   orioinal  condition 

or  THE  SPECIMEN  THEY  EXTENDED  TO  THB  BUBFACB.       CEMENTITE  HAS  BEEN  REMOVED 
PROM  THB  BtlRFACB. 

b.  In  A 

FOBMBD  AT  THE  B 

LATBB  WAS  NOT  CBMBNTITE. 
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this  difference  in  the  rate  of  diffusion  is  due  entirely  to  temperature  or 
partially  to  the  allotropic  condition  of  the  iron,  a  or  7,  can  only  be  con- 
jectured. 

Fig.  13a  shows  the  surface  change  induced  in  a  high-carbon  steel  by 
heating  four  times  in  vacuo  to  a  temperature  above  the  Acj  transformation 
(960°  C).  The  steel  had  the  following  composition:  carbon,  1.28  per 
cent.;  manganese,  0.23,  phosphorus,  0.017;  sulfur,  0.017;  silicon,  0.23  per 
cent.  The  cementite-grain  envelopes  do  not  extend  entirely  to  the  surface, 
as  they  did  originally,  but  gradually  diminish  in  thickness  and  disappear 
at  some  distance  below  the  surface.  In  no  case  was  an  accumulation  of 
cementite  found,  such  as  Howe's  explanation  would  require.  In  a  few 
areas  a  very  thin  layer  of  ferrite  was  found  to  have  formed,  as  shown  in 
Pig.  136.  The  conclusion  is  evidently  warranted  that  the  change  of 
structure  of  the  surface  metal  heated  in  vacuo  represents  loss  of  carbon. 

Interpretation  op  Results 

It  may  properly  be  asked,  to  what  extent  are  the  etching  indications 
of  steel  at  high  temperature  vitiated  by  changes  of  composition  that  occur 
in  the  surface  metal  upon  heating.  The  results  previously  described 
show  that  no  decarburization  below  the  temperature  of  the  A  i  transforma- 
tion can  be  detected.  This  is  due  to  the  physical  form  in  which  the  carbon 
exists;  not  until  the  carbon  (as  carbide)  is  in  the  state  of  a  soUd  solution 
in  the  iron,  i.e.,  above  Ai,  is  there  any  appreciable  change  in  the  exposed 
surface  metal.  Below  the  Ai  transformation,  the  carbon  occurs  in  the 
form  of  a  definite  crystaUine  compound  and  the  loss  upon  heating  may  be 
entirely  neglected. 

A  very  marked  change,  however,  occurs  upon  heating  a  specimen  just 
above  the  Ai  transformation,  when  the  carbon  passes  from  the  form  of 
crystalline  cementite  to  a  solution  (of  cementite)  in  the  iron.  In  this 
form  it  quite  readily  volatilizes  from  the  surface,  so  that  a  pronounced 
carbonless  layer  is  soon  formed  in  specimens  (low-carbon  steel)  that  are 
held  for  periods  no  greater  than  30  min.  at  this  temperature.  The 
method  of  heat-etching,  however,  serves  to  record  the  structure  both 
before  and  after  the  change  has  taken  place.  The  pronounced  differen- 
tial expansion  of  pearlite  and  ferrite  at  the  Ai  transformation  will  partly 
account  for  this.  The  fact  that  at  temperatures  below  Ai  the  structure  is 
clearly  revealed  by  heat-etching,  however,  shows  that  this  is  not  the  sole 
cause,  but  that  the  slight  general  volatilization  which  occurs,  together  with 
the  sUght  differences  in  the  rate  of  thermal  expansion  of  pearUtic  steel  and 
iron  (ferrite)  are  sufficient  to  record  clearly  and  definitely  the  structure  of 
the  metal.  The  volatilization  of  iron  is  sufficiently  pronounced  at  the 
crystal  boundaries  to  show  them  clearly,  but  across  the  face  of  the  crystals 
there  is  very  little  loss,  as  is  proved  by  the  persistence  of  slip  bands,  upon 
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heating.  That  the  ferrite  is  changed  somewhat,  is  shown  by  its  increased 
tendency  toward  oxidation.  Upon  sUght  etching  with  nitric  acid,  a  dis- 
tinct oxide  film  readily  forms,  coloring  the  ferrite  very  dark. 

Specimens  heated  to  temperatures  higher  than  the  A  i  tran&f ormation 
show  a  carbonless  layer,  which  becomes  thinner  as  the  temperature 
is  increased.  This  is  properly  to  be  attributed  to  the  increased  rate  of 
diffusion  of  carbide  in  iron,  by  which  the  change  at  the  surface  is  masked. 
The  results  obtained  by  etching  specimens  at  the  higher  temperatures 
(heat-etching  or  otherwise)  are  more  truly  indicative,  therefore,  of  the 
structure  of  the  interior  than  those  at  lower  temperatures,  e.g.,  just 
above  Ai.  That  the  loss  of  iron  by  volatilization  across  the  face  of  the 
crystals  is  very  slight,  even  at  high  temperatures,  is  proved  by  the  persis- 
tence of  the  slight  roughening  due  to  preliminary  etching  throughout 
the  entire  period  of  heating.  The  loss  by  volatilization  is  of  a  magnitude 
sufficient  to  show  the  crystalline  structure  by  the  production  of  etching 
pits;  at  the  crystal  boundaries  the  loss  is  much  greater.  In  addition,  the 
carbide  is  removed  to  an  appreciable  depth  on  all  the  exposed  faces  of 
the  specimen. 

Summary 

1.  When  polished  metal  specimens  are  heated  in  vacuo,  a  record  of 
the  structure  existing  at  the  particular  temperature  used  is  inscribed  on 
the  polished  surface  of  the  specimen.  This  record  consists  of  a  slight 
roughening  due  to  volatilization  and  to  a  slight  "buckling"  of  the  surface, 
due  to  the  volume  change  accompanying  the  transformation.  The 
terms  heat-relief,  heat-etching,  and  vacuum-etching  have  been  applied 
to  this  method  of  developing  the  microstructure. 

2.  By  means  of  heat-relief  the  structure  of  iron  and  steel  at  high 
temperatures  is  readily  revealed.  This  is  a  much  simpler  method  than 
the  high-temperature  etching  often  used.  It  appears  probable  that 
much  of  the  effect  usually  attributed  to  etching  at  high  temperature  is 
due  to  the  heating  itself. 

3.  An  appreciable  change  of  composition  and  structure  of  the  surface 
metal  occurs  in  steel,  upon  heating.  This  is  strongly  marked  just 
above  the  A  i  transformation,  and  becomes  less  so  upon  heating  to  higher 
temperatures,  due  to  the  increased  rate  of  diffusion  of  carbon  (as  carbide) 
in  iron.  The  structure  revealed  on  the  surface  by  heat-relief,  or  by  high- 
temperature  etching,  is  less  representative  of  the  interior  at  temperatures 
just  above  the  Ai  transformation  than  at  any  other  temperatures. 

4.  The  change  in  composition  of  the  surface  layer  of  steel  heated 
to  high  temperatures  in  vacuo  is  to  be  explained  as  due  to  volatilization 
of  the  carbide.  No  appreciable  change  takes  place  until  the  carbide 
enters  into  solid  solution  in  the  iron,  i.e.,  above  the  Ai  transformation. 
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5.  The  volatilization  of  iron  from  the  surface,  upon  heating,  is  very 
slight.  Polished  specimens  of  iron  and  steel,  etched  before  being  heated, 
retain  the  slight  roughening  due  to  the  etching,  even  after  pronounced 
heating.  The  volatilization  of  iron  at  the  crystal  boundaries  is  much 
more  rapid  than  across  the  face  of  the  crystal. 

DISCUSSION 

E.  E.  Thum,*  New  York,  N.  Y. — Since  the  authors  have  mentioned 
Doctor  Howe's  ideas  regarding  the  expulsion  of  excess  insoluble  constit- 
uent to  the  boundaries  of  austenite  grains,  a  brief  consideration  of  this 
theory  may  be  of  interest.  In  his  recent  book,  ''The  Metallography  of 
Steel  and  Cast  Iron,"  page  280,  he  cites  the  following  facts  to  support 
his  proposed  mechanicalized  transport  of  exotics,  which  might  be  described 
as  an  "elbowing"  effect. 

1.  Those  constituents  appearing  as  needles  in  Widmannstattian  bands 
are  in  that  arrangement  due  to  an  expulsion  to  the  octahedral  cleavages 
of  austenite  rather  than  to  an  inherent  crystallinity  of  the  cementite  or 
ferrite  itself.  The  former  is  described  as  being  orthorhombic,  assuming 
the  form  of  a  rhombohedron,  while  Osmond  and  Cartaud  find  subUmed 
crystals  of  both  a  and  /3  iron  to  be  cubic. 

2.  Excess  constituent  will  be  found  at  the  former  location  of  slip 
bands  after  annealing  strained  metal. 

3.  Slag  particles  are  at  boundaries  because  crystals  of  austenite 
growing  from  a  mother  liquor  push  them  away. 

4.  As  slag  is  posited  by  "elbowing,"  its  later  frequent  accompani- 
ment of  ferrite  (or  cementite)  borders  must  have  been  caused  by  a 
Uke  action. 

5.  Ferrite  (or  cementite)  is  extruded  to  the  borders  of  austenite 
crystals  upon  cooling  through  the  critical  range,  thus  forming  the  well- 
known  network  shown  in  photomicrographs. 

6.  Excess  constituent  is  by  the  same  action  extruded  to  all  exposed 
surfaces,  whether  outer  skin  or  inner  cavities. 

Presumably  Doctor  Howe  would  be  wiUing  to  admit  that  there  is 
another  way  to  explain  the  migration  of  excess  constituent,  rather  than 
by  an  elbowing  effect;  in  fact,  I  think  that  all  of  his  reasons, 
with  the  exception,  possibly,  of  the  last,  might  well  be  explained  other- 
wise. In  other  words,  excess  constituent  migrates  to  pre-formed  nuclei 
of  the  same  substance,  much  as  a  crystal  grows  in  aqueous  solution,  and 
the  movement  of  substances  through  solution  (solid  or  liquid)  is  a 
matter  of  equiUbrium;  that  is,  continual  dissolution  at  one  place  of  low 
concentration  and  redeposition  in  another  place  at  higher  concentration 
rather  than  a  mechanical  transportation  of  the  substance  en  masse. 


*  Associate  Editor,  Chem,  &  Met,  Eng. 
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His  statement  that  internal  cavities  are  lined  by  ferrite  in  hypoeutec- 
toid  and  cementite  in  hypereutectoid  steels  is  rather  a  poser  to  any  one 
who  does  not  accept  his  idea  of  the  elbowing  effect.  The  experiments 
of  the  present  paper,  showing  a  pronounced  decarbm-ization  when 
heating  either  grade  of  steel,  leave  one  somewhat  bewildered  by  the 
imposing  evidence  cited  by  Doctor  Howe  of  cementite's  migration  to 
superficies  during  heating.  On  the  other  hand,  the  proponent  of  diffu- 
sion might  ask  him  to  cite  some  instance  where  austenite  has  been  able 
to  transport,  bodily,  a  slag  inclusion,  or  some  insoluble  constituent. 
Certainly  the  grain  boundaries  in  Figs,  la,  2b,  6a,  and  7b  appear  to  be 
entirely  independent  of  the  black  spots,  presuming  them  to  represent 
non-metallic  inclusions.  If  austenite  will  elbow  out  cementite  or  fer- 
rite, as  the  case  may  be,  it  certainly  ought  to  elbow  out  a  particle  of 
sulfide  or  any  other  foreign  matter  that  might  be  there.  On  the  other 
hand,  diffusion  is  powerless  to  move  an  insoluble  substance.  So  that  the 
real  test  of  the  problem  would  be  to  discover  some  place  where  an  in- 
soluble constituent  has  been  moved. 

I  am  not  familiar  with  any  instance  of  that  sort;  in  fact,  I  have  been 
told  by  Doctor  Giolitti  that  he  has  investigated  the  matter  carefully 
and  has  proved  to  his  own  satisfaction  that  slag  is  not  moved  after  heat 
treatment.  Doctor  Stead,  I  believe,  says,  when  describing  some  of  his 
experiments  on  the  diffusion  of  phosphorus,  that  after  long-time  anneahng 
he  was  able  to  break  up  all  dendritic  structure  and  to  equalize  phosphorus 
throughout  the  metal,  but  he  states  explicitly  that  even  then  non-metallic 
inclusions  were  not  changed  in  location. 

W.  F.  Graham,  Plainfield,  N.  J. — Do  the  small  ferrite  particles 
shown  in  the  hardened  tool  steel  occur  only  if  the  steel  is  hardened  after 
heating  in  vacuo?  It  has  been  my  experience  that  carburized  tool  steel 
parts  will  not  always  harden  if  heated  in  a  neutral  atmosphere  and 
quenched.  I  have  heated  thousands  of  parts  in  as  nearly  a  neutral 
atmosphere  as  can  be  obtained  in  a  commercial  practical  way,  that  would 
not  harden;  the  ferrite  appeared  under  the  surface  of  the  steel  in  much  the 
same  way  as  is  shown  in  the  photomicrographs  in  this  paper.  The  ferrite 
particles  were  very  minute  and  occurred  at,  you  might  say,  one  grain 
deep;  that  is,  there  seemed  to  be  numerous  instances  in  the  parts  polished 
and  etched  in  which  the  ferrite  particles  had  a  layer  of  steel  over  them 
that  did  not  appear  to  be  decarburized.  I  draw  from  this  experience 
that  it  is  necessary  to  harden  tool  steel  in  a  reducing,  or  slightly  reducing, 
atmosphere  in  order  to  obtain  the  proper  results  in  a  commercial  way. 

Zay  Jeffries,*  Cleveland,  Ohio. — I  have  never  had  much  faith  in 
the  expulsion  theory,  as  applied  to  changes  in  the  solid  state.     We  have 

*  Director  of  Research,  Aluminum  Castings  Ck). 
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much  evidence  supporting  the  elbowing  action  of  insoluble  materials 
during  solidification,  but  in  changes  that  take  place  wholly  in  the  solid 
state,  such  as  the  changes  around  the  A  points  in  steel,  I  have  not  seen 
any  evidence  whatsoever  that  would  lead  one  to  suspect  that  a  particle 
of  slag  or  even  a  particle  of  cementite  or  any  insoluble  constituent  in 
steel  has  been  moved  bodily  by  any  of  these  transformations.  On  the 
other  hand,  there  is  considerable  evidence  showing  practically  no  bodily 
movement  in  non-metallic  materials,  such  as  slag. 

The  grain  growth  of  austenite,  in  the  presence  of  a  considerable  por- 
tion of  non-metalUc  material  or  other  insoluble  material,  finds  obstruc- 
tion when  the  grain  meets  this  material.  That  obstruction  tends  to 
force  the  stable  grain  boimdaries  to  follow  more  or  less  the  insoluble 
materials,  but  the  grain  boundaries  are  determined  by  the  original  posi- 
tions  of  these  insoluble  constituents. 

We  may  have  argued  the  other  way  around,  that  the  insoluble  con- 
stituents, occurring  oftentimes  as  they  do  at  the  grain  boundaries,  have 
been  forced  there  but  I  believe  that  the  grain  boundaries  owe  their 
positions  to  the  original  positions  of  the  non-metallic  materals,  or  the 
other  insoluble  materials.  There  is  a  slight  change  in  the  non-metallic 
materials  in  these  cases;  that  is,  wliere  one  of  these  materials  exists  in 
the  form  of  a  plate  or  in  any  physical  shape  other  than  the  spherical,  at 
high  temperature  there  is  a  tendency  for  these  flattened  out  particles  to 
change  into  more  or  less  spherical  shape;  in  that  sense  we  do  have  bodily 
motion  of  the  non-metalUc  or  insoluble  materials. 

I  have  always  attributed  the  concentration  of  ferrite  and  cementite 
at  the  austenite  grain  boundaries,  during  the  cooling  from  the  austenitic 
state  to  the  region  below  the  transformations,  to  more  of  a  traction,  or  a 
tension,  if  we  might  call  it  that,  the  separation  being  initiated  at  the 
grain  boundary,  then  impoverishing  the  austenite  of  the  ferrite  near  the 
grain  boundary.  This  solution  of  the  austenite  at  the  grain  boundary 
causes  a  readjustment  of  the  soluble  carbon  and  thus  draws  the  excess 
carbon  to  the  grain  boundaries. 


J.  W.  Richards,*  Bethlehem,  Pa. — The  paper  bases  the  changes  ob- 
served on  the  volatihzation  of  the  carbon  from  the  surface  of  the  specimen 
and  states  that  it  is  not  until  the  carbide  dissolves  in  the  iron  as  solution, 
above  the  A\  point,  that  the  carbon  volatiUzes;  that  at  the  same  tempera- 
ture the  iron  itself  volatilizes  less.  It  is  perfectly  true  that  carbon  has  a 
vapor  tension  at  the  temperatures  worked  with  and  so  has  iron;  but  from 
what  we  know  of  the  vapor  tensions,  that  of  iron  should  be  higher  than  that 


*  Professor  of  Metallurgy,  Lehigh  University. 
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of  carbon;  therefore,  there  appears  to  be  a  contradiction,  and  I  do  not 
understand  why.  Can  any  one  suggest  how  carbon  can  volatiUze 
faster  at  that  temperature  than  iron,  when  the  normal  boiling  point  of 
carbon  is  about  3700°  C.  and  that  of  iron  about  2500°,  showing  that  the 
carbon  at  this  temperature  would  have  considerably  less  vapor  tension 
than  the  iron? 
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A  New  Occurrence  of  Pro-eutectoid  Ferrite 

By  Charles  Y.  Clayton,*  Met.  E.,  Rolla,  Mo. 

(Lake  Superior  Meeting,  August,  1920) 

Cast-steel  runners,  while  not  interesting  from  a  commercial  stand- 
point, furnish  valuable  material  for  microscopic  study.  Foley^  found 
not  only  the  usual  ingot  structure,  but  zones  of  Widmannstattian  struc- 
ture, which  he  explains  as  due  to  diflFerential  crystallization.  The 
writer,  in  examining  nickel-steel  runners,  found  a  type  of  pro-eutectoid 
ferrite  that  is  unusual  and  most  probably  new. 

The  runner  in  question  was  8.75  cm.  (3.5  in.)  in  diameter  and  analyzed 
at  its  center  2.69  per  cent,  nickel  and  0.350  per  cent,  carbon  and  at  its 
edge  2.62  per  cent,  nickel  and  0.359  per  cent,  carbon.  The  macrostruc- 
ture,  which  is  the  usual  type,  is  shown  in  Figs.  1  and  2,  which  are  a 
cross-section  and  the  longitudinal  surface,  respectively.  Slight  segrega- 
tion of  ferrite  can  be  seen  near  the  center  of  the  segment  and  at  other 
points  near  the  edges  of  polyhedral  grains. 

Stead's  reagent  brings  out  the  dendritic  structure  within  the  grains 
as  shown  in  Figs.  3  and  4.  This  texture  is  what  would  be  expected 
of  such  a  steel.  Figs.  5  to  10  show  the  pecuHar  swirls  of  pro-eutectoid 
ferrite,  the  finding  of  which  prompted  this  paper.  These  swirls,  or 
eddies,  if  such  a  term  can  be  applied,  occur  in  all  parts  of  the  runner 
and  in  all  parts  of  the  individual  grains.  The  upper  left-hand  figure 
shows  this  ferrite  at  a  grain  boundary;  the  middle  left-hand  figure  shows 
the  inner  portion  of  a  grain;  and  the  lower  left-hand  figure  shows  these 
swirls  at  the  edge  of  a  grain  which  is  also  the  outer  edge  of  the  runner. 

Straight-Uned  ferrite  associated  with  swirls  is  found  in  the  areas  of 
Figs.  11  and  12.  The  texture  of  the  carbon-bearing  constituent  of  the 
runner  is  shown  to  some  extent  in  Fig.  12,  the  pearUte  being  very  fine 
or  sorbitic.  Higher  magnification  does  not  bring  out  any  new  features 
either  in  the  peculiar  ferrite  or  in  the  pearlite.  Figs.  13  and  14,  at  240 
diameters,  show  the  curved  and  straight-lined  ferrite. 

*  Associate  Professor   (in  charge)   of  Metallurgy  and  Ore  Dressing,   Missouri 
School  of  Mines  and  Metallurgy. 
>  Trans,  (1920)  62,  347. 
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Fig,  1, ^Etched  WITH  PICRIC  ACID  AND  MAO-       Fig.   2. — Etcbbd   with 

KiriED    3    DIAMETERS.      ShOWS     TYPICAL     INGOT      PICRIC  ACID  AND  UAQNIPIED 
BTRDCTURE.      CROSS-aECTIONAL   AREA.  3     DIAMETERS.      ShOWS    AB 


TUWNAL   BURFACE, 


CHARLES   Y.   CLAYTON 


Fi«.  S.^Etcheo  with  Stead's  keagent  and       Fio,  4. — Etched   with 

UAOMIFIED3UIAUGTERa.       3hOWB  THE  DISTRIBU-  StBAD's    REAGENT    AND 

TION    or    PHOaPUORCB    AND    TYPICAL  DENDBITIC  HAONInED     3     DIAUETEBS. 

Sufia  ABEA  AS  IN  Fia.  1.  Same  area  as  in  Fio.  2. 
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Fia.  9.  Fio.  10. 

FiQB.  6,  6,  7,  8,  9,  AND  10. — Etched  with  picKit;  acid  and  magnified  60  diam- 

BTEB8.  _[SHOWa      JBRRITB    WHITE    AND    SORBITE -FE A RLITE    DABK.       ThB    SWIRLS    OF 
FEBBITB  CAN  BE  SEEN  IN  A  0ROUNDMAB8  OF  PBARUTE. 


CHAHLE8   T.   CLAYTON 


FiQ.  11.— Etched  with  picric  acid  and  magnified  120 
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a  uAnNiFiED  240  diameters.    Shows  Wid- 


CHARLES    T.    CLAYTON 


Fio.  14. — Etcbed  with  pichic  acid  and  maonipibd  240  DiAHBTERa.    Showb  t 
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A  possible  explanation  of  these  swirls  of  ferrite  is  that  the  whirling 
motion  of  the  molten  steel  in  the  runner  causes  the  tips  of  the  dendrites 
and  dendrite  branches  to  be  rounded  at  different  periods  of  crystalliza- 
tion, due  to  resolution.  Upon  these  rounded  points,  low-carbon  austenite 
would  be  precipitated,  due  to  selective  freezing  or  the  differential  crystal- 
lization of  Foley.  Non-ferrous  matter* would,  as  a  result,  have  a  similar 
arrangement  due  to  its  stratigraphic  history.  Upon  passage  through 
the  transformation  range,  the  arrangement  of  the  pro-eutectoid  element 
would  be  dependent  on  the  previous  distribution  of  the  ferrous  and  non- 
ferrous  elements.  Two  cast  nickel-steel  runners  from  different  heats 
exhibited  this  same  pecuUar  occurrence  of  the  pro-eutectoid  element. 

Acknowledgment  is  due  the  Minneapolis  Station  of  the  U.  S.  Bureau 
of  Mines  for  its  kind  cooperation  in  making  chemical  analyses. 
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Graphitization  of  White  Cast  Iron 

By  R.  S.  Archer,*  B.  Ch.  E.,  M.  S.,  Cleveland,  Ohio 

(New  York  MeetiDg,  Febniary,  1020) 

The  proper  representation  of  equilibria  involving  graphitic  carbon 
in  the  constitutional  diagram  of  the  iron-carbon  system  is  admittedly 
an  unsolved  problem,  the  complete  solution  of  which  will  probably 
require  the  establishment  of  more  experimental  evidence  than  is  at 
this  time  available.  The  object  of  this  paper  is  to  present  the  author's 
observations  on  some  of  the  phenomena  in  question  and  his  interpreta- 
tion of  this  and  other  recorded  evidence. 

The  chief  of  the  recently  disputed  questions  upon  which  the  author 
has  experimental  evidence  concerns  the  occurrence  of  graphitization 
at  temperatures  below  the  Ai  point.  In  a  paper  ^  presented  at  the 
September,  1919,  meeting  of  this  Institute,  the  following  is  found: 
"the  results  given  would  seem  to  indicate  that  the  graphite  eutectoid 
lies  at  a  smaller  value  of  carbon  content  than  has  been  previously  sup- 
posed. At  least  this  is  true  unless  there  is  either  a  marked  formation  of 
graphite  eutectoid  at  these  rates  of  cooling,  or  a  decomposition  of  pearlite 
into  graphite,  both  rather  unlikely  suppositions,  but  not  impossible  ones." 

In  a  discussion  of  this  paper,  H.  A.  Schwartz'  takes  the  position  that 
the  possibiUty  of  graphitization  occurring  below  the  Ai  point  is  an  open 
question,  but  that  complete  graphitization  (to  less  than  0.10  per  cent, 
combined  carbon)  commonly  occurs  above  this  temperature. 

Another  opinion  from  the  malleable  castings  industry  is  found  in 
a  recent  paper*  by  Touceda:  "Also  the  carbide  of  iron  can  be  broken 
up  into  its  two  soft  constituents  at  the  temperature  referred  to.  This 
temperature  is  called  the  critical  temperature,  or  critical  range,  and  for 
air-furnace  hard-iron  castings  it  is  in  the  vicinity  of  1440®  F.     It  is  the 

^Metallographist,  Aluminum  Manufactures,  Inc. 

1  P.  D.  Merica  and  L.  J.  Gurevich:  Graphitization  of  White  Cast  Iron  upon 
Annealing.     Trans,  (1920)  62,  509. 

«/Wd.,  518. 

'  Enrique  Touceda:  Research  Work  on  Malleable  Iron.  Jnl,  Amer.  Soc.  Mech. 
Engra.  (July,  1919). 
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lowest  temperature  at  which  hard-iron  castings  may  be  successfully 
annealed.  This  statement  must  be  modijQed  by  the  further  statement 
that  in  an  oven  under  perfect  control  this  temperature  is  the  one  that 
would  be  selected.  In  practice,  it  would  not  be  safe  to  adhere  too  closely 
to  it,  for  the  reason  that  should  the  castings  while  being  held  at  tempera- 
ture fall  under  the  critical  range,  it  would  undo  in  large  measure  what 
had  been  accomplished  above  it."  It  is  not  certain  that  the  ''critical 
temperature"  referred  to  is  understood  by  Touceda  to  be  the  Ai  point 
of  the  iron-cementite  system,  but  1440°  F.  is  certainly  at  or  above  the 
Ai  point  of  the  hard-iron  mentioned.  It  therefore  seems  to  be  his 
opinion  that  graphitization  cannot  be  carried  out  below  the  Ai  point, 
and  that  heating  a  partly  graphitized  iron  below  this  temperature  will 
cause  a  reversal  of  the  process. 

The  author  questions  the  statements  quoted  and  will  try  to  show: 

(1)  That  graphitization  can  be  initiated  and  completed  (to  less  than 
0.05  per  cent,  combined  carbon)  at  temperatures  below  the  Ai  point; 

(2)  that  complete  graphitization  is  possible  only  at  or  below  a  point 
which  is  very  close  to,  if  not  identical  with,  the  Ai  point. 

Practically  all  of  the  available  evidence  on  graphitization  concerns 
iron-carbon  alloys  rather  high  in  silicon,  since  these  are  the  most  easily 
graphitized.  It  is  therefore  important  to  know  the  effect  of  silicon  on 
the  position  of  the  Ai  point.  Some  determinations  recorded  in  the 
literature  are  as  follows: 


Tempera 

cure  of 

Aci  Point, 
Degrees  C. 

815 

Silicon  Content, 
Per  Cent. 

1.14 
0.97 
1.19 
1.1 

Ari  Point, 
Degrees  C. 

Observere 

1 

740-750 
730 
734 
700 

Wust  and  Petersen 
Hague  and  Turner 
Hague  and  Turner 
Charpy  and  Cornu-Th^nard 

An  unpublished  curve  taken  in  the  laboratories  of  the  General  Motors 
Corpn.  by  C.  Pfeifer  gives  760°  C.  as  the  Aci  point  for  an  iron  containing 
0.85  per  cent,  silicon.  These  results  are  all  consistent,  with  the  possible 
exception  of  those  of  Charpy.  The  latter  suggest  quite  rapid  heating 
and  cooling  in  making  the  observations.  The  conclusion  seems  justified 
that  the  presence  of  1.0  per  cent,  of  silicon  raises  the  Aci  point  to  at  least 
740°  C.  (1364°  F.)  and  more  probably  to  about  765°  C.  (1409°  F.). 
Since  graphitization  is  a  slow  process,  the  critical  temperature  in  question 
is  the  Ai  point,  which  is  generally  considered  to  lie  between  Ari  and  Aci, 
but  much  nearer  to  Aci.  For  a  1.0-per  cent,  silicon  iron,  Ai  is  probably 
within  15°  of  750°  C. 


R.    I.    ARCHER 


447 


In  a  previous  paper,*  rates  of  graphitization  at  various  temperatures 
were  given  for  a  hard-iron  containing  1.05  per  cent,  silicon.  Two  of  the 
annealing  treatments  carried  out  for  the  determination  of  these  rates 
are  believed  to  have  been  conducted  entirely  below  the  Ai  point  and 
there  is  no  question  that  they  produced  complete  graphitization.  The 
mean  temperatures  were  690°  C.  and  735°  C.  and  no  deviations  from 
these  temperatures  greater  than  15°  C.  were  observed  during  the  heat 
treatments.  The  furnace  used  was  not  automatically  controlled  nor 
was  a  temperature  recorder  available.  Therefore  the  following  indirect 
evidence  is  submitted  that  the  annealing  temperatures  remained  below 
ill.  (1)  Microscopic  examination  of  every  specimen  of  the  two  series 
showed  that  in  all  cases  the  pearUte  was  in  the  ''divorced"  state.  This 
could  not  have  been  the  case  if  the  temperatures  had  oscillated  about 
the  ill  point.  (2)  The  results  of  experiments  at  785°  C.  showed  that 
at  that  temperature,  which  is  not  far  above  ili,  an  annealing  period  of 
10  hr.  produced  about  0.5  per  cent,  of  graphitic  carbon  in  this  iron.  In 
the  690°  C.  treatment,  only  0.06  per  cent,  graphitic  carbon  was  found 
after  24  hr.  The  progress  of  graphitization  during  the  690°  C.  and 
735°  C.  treatments  is  shown  in  Table  1. 


Table  1. — Progress  of  Graphitization 


Teat  No. 

Annealing 
Temperature 

Time  at 
Heat,  Houre 

1 

Total  Carbon, 
Per  Cent. 

Graphitic 

Carbon, 

Per  Cent. 

0.06 

Combined 
Carbon* 
1     Per  Cent. 

D-1 

690**  C.  (1274^  F.) 

1            24 

2.89 

2.83    • 

D-2 

690**  C.  (1274*'  F.) 

47 

2.75 

0.47 

2.28 

D-3 

690*  C.  (1274*  P.) 

75 

2.87 

1.31 

1.56 

D-4 

690*  C.  (1274*  F.) 

95 

2.87 

1.82 

1.05 

D-5 

690*  C.  (1274*  F.) 

119 

2.80 

2.33 

0.47 

D-6 

690*  C.  (1274*  F.) 

149 

2.77 

2.49 

0.28 

D-7 

690*  C.  (1274*  F.) 

168 

2.75 

2.70 

0.06 

D-8 

690*  C.  (1274*  F.) 

193 

2.68 

2.68 

None 

D-9 

690*  C.  (1274*  F.) 

221 

2.76 

2.75 

None 

C-l 

735*  C.  (1355*  F.) 

11 

2.92 

0.12 

2.80 

C-2 

735*  C.  (1355*  F.) 

24 

2.90 

0.39 

2.61 

C-3 

735*  C.  (1355*  F.) 

37 

2.93 

1.27 

1.66 

C-4 

735*  C.  (1355*  F.) 

48 

2.78 

1.83 

0.95 

0-5 

735*  C.  (1355*  F.) 

60 

2.74 

2.05 

0.69 

C-6 

735*  C.  (1355*  F.) 

72 

2.74 

2.31 

0.43 

C-7 

735*  C.  (1355*  F.) 

84 

2.76 

2.42 

0.34 

C-8 

735*  C.  (1355*  F.) 

96 

2.68 

2.50 

0.18 

C-9 

735*  C.  (1355*  F.) 

120 

2.58 

2.51 

0.07 

C-IO 

1 

735*  C.  (1355*  F.) 

1 

150 

2.56 

2.61 

0.06 

*  A.  E.  White  and  R.  S.  Archer;  The  Annealing  of  Malleable  Castings.     Trans. 
Am.  Foundrymen's  Assn.  (1918). 
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The  material  used  for  these  experiments  was  a  lot  of  hard-iron  bars 
%  in.  square  cast  from  a  single  ladle  of  metal  in  a  green-sand  mold. 
The  analysis  was:  Total  carbon,  2,90  per  cent.;  graphitic  carbon,  none; 
silicon,  1.05  per  cent.;  manganese,  0.35  per  cent.;  sulfur,  0.035  per 
cent.;  phosphorus,  0.11  per  cent.  The  test  pieces  were  heated  in  a 
wire-wound  electric  furnace  and  due  precautions  were  taken  that  the 
temperatures  indicated  were  correct  and  represented  the  actual  tem- 
peratures of  the  test  pieces.  The  furnace  chamber  wiis  filled  with  char- 
coal but  not  in  contact  with  the  test  pieces.  This  resulted  in  fairly 
satisfactory  protection  from  decarburization,  and  microscopic  examina- 
tion showed  that  in  no  case  was  a  ferrite  rim  formed.  After  the  specified 
periods  of  annealing,  the  specimens  were  removed  from  the  furnace  and 
dropped  into  a  box  of  ashes.  The  time  of  cooUng  from  the  annealing 
temperature  to  below  a  red  heat  did  not  exceed  20  min.  Opposite  sides 
of  the  test  pieces  were  ground  down  about  ^2  -^-  ^nd  drillings  taken 
for  analysis,  the  drill  passing  through  the  test  piece.  From  these 
drillings  samples  were  taken  by  the  parting  method.  The  samples  for 
total  carbon  were  not  screened.  Both  total  and  graphitic  carbons  were 
determined  by  combustion. 

A  different  hne  of  evidence  concerning  the  temperature  ranges 
of  graphitization  is  furnished  by  reheating  a  completely  graphitized  iron. 
Specimens  were  prepared  from  a  malleable  test  bar  in  the  form  of  cylinders 
^  in.  in  diameter  by  1  in.  in  length.  A  J^-in.  hole  was  drilled  down  the 
axis  of  the  specimens  to  a  depth  of  J^  in.  A  thermocouple,  especially 
checked  for  the  purpose,  was  packed  into  this  hole  with  asbestos,  which 
insulated  the  wires  of  the  couple  from  the  sides  of  the  hole  and  from  each 
other.  The  specimen  was  then  heated  to  a  specified  temperature,  the 
rate  of  heating  being  quite  slow  as  the  temperature  was  approached. 
The  specimen  was  held  at  this  heat  for  15  min.  and  then  cooled  in  air. 

The  structures  of  two  such  specimens  are  shown  in  Figs.  1  and  2. 
Both  are  etched  in  an  alcoholic  solution  of  picric  acid  and  magnified 
100  times.  It  will  be  noted  that  the  specimen  reheated  to  749°  C.  (1380"* 
F.)  shows  no  combined  carbon,  while  the  one  heated  to  771°  C.  (1420°  P.) 
does  show  combined  carbon.  It  was  not  considered  necessary  to  analyze 
this  material.  This  reversion  of  graphitic  carbon  to  combined  carbon 
has  been  observed  and  recorded  by  Touceda,  who  found  no  combined 
carbon  on  reheating  to  760°  C.  but  did  after  heating  to  788°  C.  A  similar 
observation  is  reported  by  Storey  and  Leasman. 

It  therefore  appears  to  be  a  well-estabUshed  fact  that  there  is  a  tem- 
perature above  which  the  graphite  of  a  completely  graphitized  iron  will 
go  back  into  solution,  to  be  reprecipitated  as  iron  carbide  on  cooling. 
For  iron  of  the  composition  used  for  malleable  castings  (0.5  to  l.O  per 
cent,  silicon)  this  temperature  is  approximately  765°  C.  The  conclusion 
seems  inevitable  that  combined  carbon  cannot  be  completely  converted 
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to  graphitic  carbon  under  conditions  that  cause  graphitic  carbon  pre- 
viously formed  to  revert  to  dissolved  carbon  and,  on  moderately  rapid 
cooling,  to  cementite.     That  is,  it  is  not  possible  above  this  critical  tem- 


Fia.  1.— Bebeated  to  749*  C. 


Fia.  2. — Rbhbated  to  771"  C. 


perature  to  convert  combined  carbon  completely  to  graphitic  carbon. 
If  this  is  true,  it  follows  that  the  complete  conversion  regularly  obtained 
Id  properly  annealed  malleable  castings  must,  of  necessity,  take  place  in 
its  final  stages  either  at  or  below  this  critical  temperature. 
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Graphite  versus  Carbide  Equilibrium 

Whether  the  completion  of  graphitization  takes  place  at  or  below  a 
definite  critical  temperature  is  a  question  of  importance.  If,  as  main- 
tained by  some  of  the  writers  quoted,  the  complete  conversion  to  graphite 
takes  place  at  this  critical  temperature  and  not  below  it,  such  conversion 
must  consist  in  the  direct  precipitation  of  an  iron-graphite  eutectoid. 
For  if  the  conversion  took  place  simultaneously  with  the  formation  of 
pearlite,  there  is  no  reason  to  suppose  that  it  would  not  continue  at 
temperatures  slightly  below  the  critical. 


Table  2. — Solubility  of  Graphite  in  Iron 


Teat  No. 


Annealing 
Temperature 


Time  at 
Heat,  Hours 


Total  Carbon.        9T*J?A*i»*' 
Percent.      I     p^J'^JSi. 


Combined 

Carbon, 

Per  Cent. 


F-1 

835^  C.  (1535**  F.) 

6 

2.87 

1 

0.54 

2.33 

P-2 

835**  C.  (1636**  F.) 

9 

2.83 

1.41 

1.42 

F-3 

835^  C.  (1636*  F.) 

19 

2.80 

1.96 

0.84 

F-4 

836*  C.  (1535*  F.) 

24 

2.76 

1.93 

0.83 

E-1 

785*  C.  (1446*  F.) 

41 

2.76 

1.76 

1.00 

E-2 

786*  C.  (1446*  F.) 

46 

2.80 

1.87 

0.93 

£-3 

785*  C.  (1446*  F.) 

60 

2.72 

1.96 

0.76 

£-4 

786*  C.  (1446*  F.) 

66 

2.73 

2.07 

0.66 

E-S 

786*  C.  (1446*  F.) 

66 

2.76 

2.07 

0.68 

When  white  cast  iron  is  heated  sufficiently  long  at  temperatures 
above  785^  C,  the  combined  carbon  content  reaches  a  constant  value  for 
any  given  temperature.  It  has  been  well  established  that  these  values 
increase  with  the  temperature.  It  is  by  plotting  such  values  against  the 
temperatures  of  annealing  that  the  solubility  curve  of  pro-eutectoid 
graphite  has  been  obtained.'  This  curve,  as  Desch  remarks,  is  suspi- 
ciously close  to  the  solubility  curve  for  cementite.  The  author  suggests 
that  the  solubility  curve  of  graphite  can,  for  practical  purposes,  be  con- 
sidered to  be  identical  with  that  of  cementite,  if  due  allowance  is  made  for 
the  effect  of  silicon  on  the  solubiUty  of  cementite,  and  on  the  temperature 
of  the  ill  change.  In  the  experiments  referred  to  above  to  determine 
rates  of  annealing,  some  evidence  was  obtained  as  to  the  solubility  of 
graphite  in  iron  containing  1.05  per  cent,  silicon  at  temperatures  just 
above  Ai. 

The  method  of  cooling  after  the  annealing  period  seriously  affects  the 
results  of  such  experiments.    The  test  pieces  of  set  F  were  air-cooled 
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after  withdrawing  from  the  furnace.  A  piece  similarly  treated  but 
quenched  showed  a  combined  carbon  content  of  0.86  per  cent.  This  may 
indicate  a  slight  additional  precipitation  of  graphite  during  air-cooling, 
but  the  difference  is  within  the  errors  of  analysis.  Another  test  piece 
was  cooled  from  the  same  temperature  under  ashes,  as  described;  the 
combined  carbon  content  was  then  0.67  per  cent.  This  shows  that  the 
short  time  occupied  in  passing  through  Ari  and  through  temperatures 
immediately  below  Ari  was  sufficient  to  allow  the  formation  of  nearly 
0.2  per  cent,  more  graphitic  carbon.  It  is  thought  that  the  sensitiveness 
of  such  material  to  slight  changes  in  the  cooling  rate  has  not  been  suffi- 
ciently appreciated,  and  that  this  accounts  for  some  apparently  incon- 
sistent results  in  the  literature. 

As  stated  before,  the  test  pieces  of  set  F,  after  air-cooling  and  after 
quenching  gave  consistent  results,  so  that  the  value  0.85  per  cent,  is 
considered  to  be  a  reliable  figure  for  the  solubility  of  graphite  at  835^  C, 
in  the  presence  of  1.05  per  cent,  sih'con.  The  test  pieces  of  set  E,  however, 
were  cooled  under  ashes,  so  that  the  results  only  show  the  solubility  at 
786**  C.  to  be  l^etween  0.66  and  0.86  per  cent.  Since  this  temperature  is 
only  slightly  above  Ai  (assumed  to  be  at  765°  C),  it  is  thought  that  this 
evidence  points  to  a  eutectoid  composition  in  good  agreement  with  that 
given  by  Guertler  (0.70  per  cent.) . 

When  allowances  are  made  for  the  chemical  effect  of  siUcon  and  phos- 
phorus and  for  the  bulk  effect  of  graphite  on  the  composition  of  the 
pearlite  eutectoid,  it  is  the  author's  opinion  that  0.70  per  cent,  carbon 
is  so  close  to  the  value  to  be  expected  that  the  iron-cementite  and  iron- 
graphite  eutectoids  may  be  considered  as  practically  identical. 


SUMMART 

Evidence  is  submitted  which  is  thought  to  demonstrate  two  facts. 
That  graphitization  can  be  initiated  and  completed  in  a  white  cast  iron  at 
temperatures  below  the  Ai  point;  and  that  graphitization  cannot  be  com- 
pleted at  temperatures  above  a  point  which  is  very  close  to  and  perhaps 
identical  with  the  Ai  point. 

It  is  suggested  that  the  phenomena  of  graphitization  are  in  satisfac- 
tory agreement  with  the  following  general  statements: 

1.  With  the  possible  exception  of  the  initial  stages,  graphitization 
takes  place  directly  from  solid  solution. 

2.  Graphitization  may  take  place  from  any  solid  solution  supersatu- 
tated  with  respect  to  graphitic  carbon. 

3.  The  evidence  at  present  available  is  not  sufficient  to  determine 
whether  the  saturation  values  for  a  solid  solution  on  the  point  of  preci  pi- 
rating graphite  are  appreciably  different  from  those  for  a  solid  solution 
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on  the  point  of  precipitating  cementite.  Under  conditions  of  equilibrium . 
two  phases  are  present — ^graphitic  carbon  and  the  saturated  solid  solu- 
tion. Metastable  equilibrium  may  exist  between  the  two  phases  iron 
carbide  and  solid  solution.  Theory  indicates  that  the  carbon  concen- 
tration of  solutions  in  stable  equilibrium  with  graphite  is  less  than  that 
of  solutions  in  metastable  equilibrium  with  iron  carbide.  If  the  avail- 
able experimental  evidence  is  considered  with  allowance  for  the  effect 
of  impurities  on  the  solubility  of  iron  carbide,  the  solubiUty  curve  of 
the  carbide  may,  for  practical  purposes,  be  used  to  determine  the  con- 
ditions of  equiUbrium  in  the  stable  system  iron  graphite. 

DISCUSSION 

A.  E.  White,*  Ann  Arbor,  Mich. — The  author  has  called  attention  to 
a  matter  relating  to  the  constitution  of  iron  and  graphitic  carbon  that 
has  received  too  little  attention  in  recent  years.  When  the  various 
opinions  concerning  the  equilibrium  between  iron  and  graphitic  carbon 
come  into  closer  agreement,  we  may  expect  to  see  the  foundryman's 
profession  become  more  of  a  science  than  it  is  today.  There  is  nothing 
new  or  strange  in  the  belief  that  graphite  should  precipitate  at  tempera- 
tures below  the  critical.  The  normal  state  of  equilibrium  for  iron  and 
carbon,  at  temperatures  below  the  critical,  is  free  iron  and  free  graph- 
ite. When  the  time,  temperature,  and  composition  conditions  are  such 
that  equilibrium  is  not  effected,  it  is  not  because  the  tendency  to  reach 
equilibrium  is  not  there,  but  because  certain  conditions  have  not  been 
attained.  For  example,  suppose  that  it  is  necessary  to  hold  an  iron  of 
a  given  composition  for  193  hr.  at  690°  C.  (1274°  F.),  in  order  to  convert 
all  the  carbon  from  the  combined  to  the  graphitic  state  and  that  600 
hr.  is  necessary  to  effect  complete  conversion  at  690°  C.  —  JSl°.  The 
only  predetermined  change  in  the  two  conditions  is  that  the  temperature 
in  the  second  case  is  lower  than  in  the  first,  with  the  result  that  a  longer 
time  for  the  annealing  is  necessary.  One  does  not  need  to  go  much 
below  500°  C.  (932°  F.)  before  the  time  necessary  for  complete  conver- 
sion would  be  so  long  that  the  normal  three  score  years  and  ten  alloted 
to  man  would  be  insufficient  to  observe  complete  conversion.  It  is  quite 
possible  that  at  the  low  temperatures  the  metal  would  not  be  suflBiciently 
mobile  to  permit  the  conversion  to  go  to  completion  under  any  condi- 
tion of  time.  These  conditions  are  barriers  to  conversion  though  they 
do  not  remove  the  tendency  for  conversion. 

At  temperatures  above  the  critical,  equilibrium  calls  for  graphite 
and  solid  solution.  This  means  that  on  analyzing  a  piece  of  metal  that 
has  reached  equilibrium  at  a  given  temperature  above  the  critical,  the 
carbon  will  be  in  both  the  combined  and  the  graphitic  states.     Further, 


*  Professor  of  Chemical  Engineering,  University  of  Michigan. 
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the  higher  the  temperature  above  the  critical,  the  greater  will  be  the 
amount  of  carbon  held  in  solution.  Both  Mr,  Touceda  and  Messrs. 
Merica  and  Gurevich  have  shown  this  to  be  true. 

Mr.  Archer  states  that  he  assumes  the  critical  temperatures  of  the 
iron  he  is  discussing  to  be  between  740°  C.  (1364°  F.)  and  765°  C.  (1409°  F.) . 
It  may  be  of  interest  to  note  that  the  critical  temperature  of  one  of  the 
irons  used  in  the  investigations  set  forth  in  this  paper  showed  that  the 
Ar  temperature  was  771°  C.  (1420°  F.),  the  Ac  temperature  was  737°  C. 
(1360°  F.)  with  a  mean  of  754°  C.  (1390°  F.).  On  another  sample  of 
good  standard  malleable,  the  Ac  was  782°  C.  (1440°  F.),  the  Ar  743°  C. 
(1370°  F.),  and  the  mean  was  762°  C.  (1405°  F.). 

The  writer  agrees  with  Mr.  Archer  that  the  proper  representation  of 
equilibriums  involving  graphitic  carbon  in  the  constitutional  diagram  of 
the  iron-carbon  system  is  admittedly  an  unsolved  problem.  Work  is 
being  done  and  it  is  hoped  that  in  the  not  too  distant  future  there  may 
be  more  experimental  evidence  on  the  questioixs  at  issue. 

Howard  Scott,*  Washington,  D.  C. — I  get  practically  the  same  tem- 
perature as  Mr.  White  for  Aci  and  alittle  lower  for  Ari,     The  accompany- 
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ing  chart  shows  the  results  obtained  for  0.50-per  cent,  carbon  steels. 

Mr.  Archer's  paper  indicates  that  the  graphite  forms  directly  from 

the  free  cementite.     If  that  is  the  case,  it  explains  many  things.     It 

gives  a  clue  to  the  effect  of  silicon  in  promoting  graphitization.     Silicon 

*  Assistant  Physicist,  U.  S.  Bureau  of  Standards. 
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raises  the  critical  points,  and  therefore  the  iron  has  more  cementite 
exposed,  in  the  form  of  pearlite,  at  a  higher  temperature  where  the  rate 
of  graphitization  is  greater  and  consequently  a  larger  quantity  of 
graphite  will  be  formed  in  the  same  time;  that  is  not  the  only  effect  of 
silicon  in  iron,  but  at  least  it  is  one  of  the  effects.  It  explains,  also,  why 
it  is  so  difficult  to  obtain  graphite  in  steel.  When  steel  is  heated  above  the 
critical  point,  practically  all  of  the  cementite  is  in  solution.  If  graphite 
does  not  form  from  soUd  solution,  graphitization  cannot  very  well  be 
started  in  the  most  effective  temperature  region,  but  must  be  confined 
to  the  less  effective  one  below  Ai. 

O.  W.  Storey,  Madison,  Wis.  (written  discussion). — Mr.  Archer, 
in  general,  confirms  the  results  and  deductions  at  which  I  arrived  several 
years  ago  during  a  lengthy  unfinished  research  on  malleable  iron.'  The 
composition  of  the  white  iron  used  in  my  work  was  as  follows:  Total 
(combined)  carbon,  2.60  to  2.70  per  cent.;  silicon,  0.65  to  0.70  per  cent.; 
sulfur,  0.055  to  0.060  per  cent.;  phosphorus,  0.140  per  cent.;  manganese, 
0.27  per  cent. 

Mr.  Archer  shows  that  the  white  iron  maybe  malleableized  at  690°  C, 
provided  it  is  held  at  that  temperature  for  a  sufficient  length  of  time;  in 
the  case  cited,  this  is  about  150  hr.  I  found  that  annealing  at  700°  C. 
for  50  hr.  produced  specimens  that  were  slightly  malleableized  but  too 
hard  to  saw.  Specimens  annealed  at  730°  C.  for  50  hr.  were  sawed  with 
difficulty.  However,  specimens  annealed  at  from  535°  to  650°  C.  for 
120  hr.  were  too  hard  to  saw  and  gave  no  indications  of  being  even  slightly 
annealed;  unfortunately,  a  microscopic  examination  was  not  made.  On 
the  whole,  the  results  check  closely. 

At  that  time,  my  microscopic  investigations  led  me  to  state  that 
graphitization  apparently  takes  place  from  solid  solution,  which  conclu- 
sion is  also  reached  by  Mr.  Archer.  However,  in  studying  Mr.  Archer's 
data,  several  questions  have  arisen  which  will  need  explanation  before 
I  can  accept  this  conclusion. 

It  is  shown  that  the  average  point  for  this  particular  white  iion  is 
about  750°  to  765°  C.  Above  this  temperature,  the  pearhtic  iron  carbide 
is  in  solid  solution  while  below  this  temperature  the  carbon  is  entirely  in 
the  form  of  carbide;  that  is,  the  carbon  in  the  form  of  cementite  is 
completely  insoluble  in  the  ferrite.  Mr.  Archer  has  demonstrated  that 
complete  malleableization  may  be  secured  at  690°  C.  and  his  photomicro- 
graphs show  an  excellent  structure  of  temper  carbon  in  ferrite.  If  the 
Ari  point  is  above  750°  C,  this  experiment  would  seem  to  show  con- 
clusively that  graphitization  does  not  need  to  take  place  from  a  solid 
solution.     Is  the  assumption  that  the  An  point  is  at  750°  C.  incorrect? 


•Met  &  Chem.  Eng.  (June,   1914)  12,  383;  Trans.   Amer.  Foundrymen's  Assn 
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Is  there  a  limited  solubility  of  iron  carbide  in  ferrite  below  the  Ari  point, 
keeping  in  mind  that  we  are  not  dealing  with  pure  iron  but  one  that  con- 
tains several  impurities? 

If  we  assume  that  there  is  a  total  insolubility  of  iron  carbide  in  ferrite, 
we  must  assume  that  the  ferrite  at  690®  C.  is  sufficiently  mobile  to  allow 
a  rather  free  migration  of  iron  carbide  or  graphite  to  the  temper-carbon 
nuclei.  This  does  not  seem  possible  to  me.  When  I  reached  my  con- 
clusion of  the  graphitization  from  sohd  solution,  I  did  not  have  a  750** 
Avi  point  to  worry  about  as  I  assumed  the  Ar\  point  to  be  at  670®  to 
700°.  The  following  data  would  seem  to  show  that  graphitization  does 
not  take  place  below  670°  to  700°. 

Samples  of  malleable  iron  were  first  heated  to  900°  C.  for  5  min.  to 
insure  the  solution  of  a  large  proportion  of  temper  carbon.  The  speci- 
mens were  then  cooled  to  temperatures  ranging  from  650°  to  800°  C.  and 
kept  at  these  temperatures  for  varying  lengths  of  time.  Specimens 
heated  at  700°  to  775°  C.  for  from  4  to  5  hr.  showed  a  structure  like  the 
original  malleable ;  that  is,  temper  carbon  and  ferrite.  Specimens  heated 
at  650°  and  675°  C.  did  not  show  traces  of  a  breakdown  even  when  an- 
nealed for  6  hr.  In  another  experiment,  some  white  iron  was  annealed 
at  875°  C.  for  50  hr.  One  specimen  was  cooled  quickly  to  750°  C.  and 
kept  at  this  temperature  for  10  hr.  The  second  specimen  was  cooled 
quickly  to  650°  C.  and  kept  at  this  temperature  for  20  hr.  The  first 
specimen  gave  an  excellent  malleable  structure  while  the  second  was  brit- 
tle and  steely  in  appearance.  Similar  experiments  were  carried  out  with 
gray  cast  iron.  Some  specimens  of  unknown  composition  were  heated 
at  700°,  750°,  and  800°  C.  for  several  hours.  The  pearKte  was  broken 
down  completely.  No  decomposition  could  be  obtained  if  the  tempera- 
ture was  much  below  700°  C. 

A  striking  point  is  the  rapidity  with  which  temper  carbon  goes  into 
solution  if  malleable  iron  is  heated  above  800°  C.  By  heating  specimens 
for  2  hr.  at  800°C.,  a  small  amount  (estimated  at  0.25  per  cent.)  of  carbon 
went  into  solution.  By  heating  at  850°  C.  for  5  min.,  the  entire  specimen 
consisted  of  pearlite  and  temper  carbon  and  was  brittle. 

A  study  of  the  data  shows  that  there  is  a  dearth  of  data  on  low-tem- 
perature malleableizing.  The  lower  limits  have  not  been  established 
and  there  is  doubt  as  to  the  actual  process  by  which  the  iron  carbide 
decomposes  at  these  low  temperatures.  If  it  can  be  proved  that  a  solid 
solution  exists  at  these  temperatures  and  that  the  Ari  point  is  below  700° 
C,  the  solution  is  simple.  However,  if  this  temperature  is  above  700°  C, 
another  explanation  must  be  sought.  The  high  temperature  for  the  Ar\ 
point  given  is  surprising  in  view  of  Guillet's  work,  which  shows  that  silicon 
has  no  effect  on  the  critical  points. 

J.  W.  Richards,  Chairman,  Bethlehem,  Pa. — Mr.  Scott's  dicigram, 
showing  that  silicon  raises  the  critical  point,  is  a  direct  contradiction  of 
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the  last  statement  of  Mr.  Storey's  discussion.  If  silicon  raises  the  critical 
points  and  the  critical  points  are  really  brought  up  to  the  temperatures 
shown  by  Mr.  Scott,  the  explanation  brought  forth  by  Mr.  Archer  is  the 
more  likely  one  and  Mr.  Storey's  criticisms  are  without  foundation. 

J.  V.  Emmons,*  Cleveland,  Ohio. — Being  a  tool-steel  user,  my  in- 
terest in  graphitization  lies  in  preventing  it,  while  Mr.  Archer's  lies  in 
producing  it;  however,  the  chemical  reactions  are  the  same.  I  confirm 
the  statement  that  graphitization  can,  and  does,  take  place  below  the 
critical  range;  that  has  been  shown  conclusively  in  tool-steel  work.  But 
I  cannot  agree  with  the  statement  that  graphitization  takes  place 
preferably  from  the  solid  solution.  Conclusive  experiments  show  that 
graphitization  proceeds  at  a  very  rapid  rate  at  temperatures  below  the 
Ari  point,  below  which  point  I  do  not  believe  that  a  solid  solution  exists 
in  annealed  steels  and  that  the  graphitization  is  proceeding  directly  from 
the  cementite. 

S.  L.  HoYT,t  Cleveland,  Ohio. — Was  the  steel  in  which  the  graphitiza- 
tion occurred  below  the  critical  point  annealed  steel,  or  a  heat- 
treated  steel? 

J.  V.  Emmons. — Annealed  steel. 

S.  L.  HoYT. — That  is,  an  annealed  steel  with  the  cementite  precipitated 
out  of  it. 

Leonard  Waldo,  New  York,  N.  Y. — Is  there  any  knowledge  of  the 
graphitization  at  extremely  low  temperatures,  even  though  over  long 
periods  of  time  and  to  a  slight  degree?  By  long  periods  of  time  I  mean 
days  or  weeks;  and  by  low  temperatures,  temperatures  approximating 
the  boiling  point  of  water,  say  100°  C,  or  something  of  that  kind. 

R.  S.  Archer. — The  question  as  to  whether  graphitization  takes 
place  directly  from  the  solid  solution  has  only  been  touched  on  in  the 
paper,  but  since  it  has  come  up,  I  would  like  to  give  reasons  for  my 
opinion.  The  most  definite  evidence  is  the  common  observation  of 
graphite  particles  surrounded  by  a  rim  of  ferrite,  which  is  in  turn  sur- 
rounded by  pearlite.  I  do  not  see  how  the  graphite  can  get  to  that 
nucleus  unless  it  goes  through  the  ferrite.  As  to  the  objection  raised 
that  carbon  is  insoluble  in  ferrite,  I  think  it  is  relatively  insoluble  as 
compared  to  its  solubility  in  austenite,  but  that  there  is  no  such  thing  as 
absolute  insolubility. 

The  graphite  nucleus,  which  has  been  referred  to  as  a  globule,  is  not 
at  all  solid.     These  particles  of  graphite,  like  the  fiakes  of  graphite 
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observed  in  gray  iron,  are  more  or  less  laminated.  Because  of  the  softness 
of  these  areas,  they  are  worn  down  below  the  surface  of  the  metal  during 
the  polishing  and  the  laminations  are  usually  not  observed.  Occasion- 
ally, however,  areas  are  found  where  the  poUshing  is  satisfactory  and 
with  a  microscope  the  laminations  of  ferrite  can  be  clearly  seen. 

The  formation  of  graphite  directly  in  the  position  previously  occupied 
by  cementite,  which  was  observed  by  Mr.  Emmons,  is  in  accordance  with 
the  exception  which  I  made  in  the  statement  that  graphitization  takes 
place  directly  from  the  solid  solution  with  the  possible  exceptions  of  the 
initial  stages.  It  is  probable  that  when  no  graphite  nuclei  are  present, 
the  particles  of  cementite  become  the  most  favorable  points  for  the 
beginning  of  graphitization. 

The  effect  of  silicon  comes  in  more  directly  from  the  formation  of  iron- 
carbon-silicon  compounds.  W.  H.  Hatfield,  in  his  book'* Cast  Iron  in 
theLight  of  Recent  Research,  "shows  that  the  carbides  in  cast  iron  contain 
silicon. 

Enrique  Toucbda,  Albany,  N.  Y.  (written  discussion). — It  might 
not  be  amiss  to  explain  that  the  paper  to  which  Mr.  Archer  refers  was 
prepared  at  the  request  of  the  Research  Committee  of  the  American 
Society  of  Mechanical  Engineers  as  one  of  a  series  of  popularly  written 
papers  by  various  authors  for  the  purpose  of  showing  the  broad  applica- 
tion and  commercial  value  of  such  work  to  manufacturers  in  general,  in 
order  to  excite  and  stimulate  their  interest  in  this  direction.  The  paper 
was  prepared  with  this  end  in  view  and  not  with  the  object  of  entering 
into  an  academic  discussion  of  research  details. 

The  writer  believes  that  while  Mr,  Archer  has  been  perfectly  honest 
in  his  attempt  to  interpret  the  writer's  meaning  in  that  part  of  the  text 
he  has  quoted,  he  has  failed  to  appreciate  the  fact  that  the  writer  was 
basing  his  remarks  on  conditions  that  must  exist  in  commercial  prac- 
tice, and  not  on  a  hard-iron  composition  of  the  character  selected  by 
Mr.  Archer  for  his  experiments.  In  short,  the  writer's  remarks  were 
confined  to  air-furnace  hard-irons  which,  when  properly  annealed,  will 
produce  castings  that  are  of  high  ultimate  strength  and  ductility,  accom* 
panied  by  machining  characteristics  that  will  make  possible  their  being 
tooled  on  automatics  run  at  almost  brass-cutting  speed. 

While  the  writer  may  be  in  error,  he  believes  that  Mr.  Archer  is  not 
familiar  with  the  practical  requirements  of  malleable-iron  castings,  or 
with  their  commercial  manufacture;  otherwise  Mr.  Archer  would  not 
have  selected  for  his  experiments  a  hard-iron  having  a  silicon  and  carbon 
content  of  1.05  per  cent,  and  2.90  per  cent.,  respectively,  when  he  could 
have  more  easily  obtained  from  some  manufacturers  bars  of  a  representa- 
tive composition.  The  writer  is  surprised  to  learn  that  Mr.  Archer 
found  samples,  even  as  small  in  section  as  are  his  bars,  free  from  graphitic 
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carbon;  such  hard  iron  when  annealed  will  produce  a  casting  whose  ulti- 
mate strength  and  ductility  will  be  far  under  specification  requirements, 
and  consequently  would  not  be  commercial. 

Mr.  Archer  correctly  repeats  the  well  known  fact  that  iron-carbon 
alloys  high  in  silicon  are  most  easily  graphitized,  but  why  does  he  ignore 
the  carbon  content,  which  in  this  particular  has  a  more  marked  effect, 
in  the  writer's  opinion?  Inasmuch  as  it  has  been  demonstrated  that  the 
lower  the  carbon  in  the  air-furnace  hard  iron,  the  higher  is  the  com- 
bined ultimate  strength  and  elongation  when  annealed,  it  is  the  prac- 
tice, in  the  manufacture 'of  malleable  castings,  to  make  an  air-furnace 
mixture  such  as  will  produce  a  hard  iron  that  will  average  perhaps 
2.30-per  cent,  carbon,  and  will  run  at  times  as  low  as  2.00  per  cent;  or, 
expressed  in  other  words,  a  carbon  content  as  low  as  will  not  prevent 
complete  graphitization  in  regular  annealing  practice  nor  be  so  low  as 
to  lessen  the  fluidity  of  the  iron  to  a  point  where  misruns  will  be  excessive. 
The  remarks  of  the  writer  were  confined  to  this  character  of  hard  iron 
and  not  to  one  that,  by  virtue  not  only  of  high  silicon  but  with  a  carbon 
content  so  high  that  it  will  graphitize  with  great  ease,  is  permissible  in 
cases  only  where  neither  strength  nor  ductility  is  a  factor.  Such  a 
composition  as  was  selected  by  Mr.  Archer  can  be  graphitized  with 
great  facility  and  will  be  very  fluid,  but  when  annealed  it  will  produce 
worthless  material,  compared  with  the  character  of  castings  produced 
today;  its  use  must,  of  necessity,  be  restricted  to  exceedingly  thin  cast- 
ings in  order  to  avoid  the  presence  of  primary  graphite  in  the  hard  iron. 
Had  Mr.  Archer  conducted  the  same  experiments  with  a  2.25-per  cent, 
carbon  hard  iron  he  would  have  found  the  time  required  for  complete 
graphitization  considerably  longer  than  those  in  his  table. 

Referring  to  the  writer,  Mr.  Archer  says:  "It  therefore  seems  to  be 
his  opinion  that  graphitization  cannot  be  carried  out  below  the  A  i  point, 
and  that  heating  a  partly  graphitized  iron  below  this  temperature  will 
cause  a  reversal  of  the  process."  As  has  been  explained,  the  writer  in 
his  paper  had  in  mind  commercial  practice  only.  According  to  Table  1  of 
Mr.  Archer's  paper,  it  took  practically  8  days  to  bring  about  complete 
graphitization  in  sample  D-8  at  a  temperature  of  1274°  F.,  while  it  took 
6/^  days  at  1355°  F.  to  graphitize  sample  C-10,  which  contained  0.05 
per  cent,  of  combined  carbon  at  the  end  of  this  period.  In  commercial 
practice  it  is  unnecessary  to  hold  the  ovens  ''at  temperature"  longer 
than  60  hr.,  and  in  many  cases  only  48  hr.  If  Mr.  Archer  had  said 
''It  therefore  seems  to  be  his  opinion  that  graphitization  cannot  be 
carried  out  (commercially)  below  the  A^^  point"  he  would  have  correctly 
expressed  the  thought  that  was  in  the  writer's  mind  at  the  time  and  which 
he  wishes  to  make  plain  now. 

The  writer  did  not  mean  that  if  graphitization  had  progressed  in 
part,  or  almost  to  completeness,  and  the  temperature  had  fallen  below 
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the.  critical  point,  to  be  subsequently  raised  to  the  annealing  tem- 
perature for  the  length  of  time  that  past  experiences  indicated  was 
suflSciently  long  for  complete  graphitization,  all  of  the  previous  graphi- 
tization  would  be  destroyed,  but  he  has  reason  to  believe  that  a  con- 
siderable amount  of  the  temper  carbon  that  had  formed  would  recombine, 
unless  the  period  at  which  the  castings  were  held  "at  temperature"  was 
lengthened  beyond  that  regularly  found  sufficient  when  no  oscillations 
occurred.  In  such  a  case,  the  ground  mass  of  the  castings  would  be 
found  to  contain  considerable  pearlite,  which  means  that  these  castings 
would  be  returned  by  the  purchaser  as  being  too  hard  to  machine. 

The  manufacturers  of  malleable  cast  iron  would  welcome  any  prac- 
tical scheme  that  would  enable  them  to  anneal  their  castings  at  a  lower 
temperature  than  has  been  recommended  by  the  writer,  for  it  would  in- 
crease the  life  of  their  annealing  pots  and  would  effect  a  saving  in  fuel, 
as  well  as  in  maintenance,  provided  the  length  of  time  of  anneal  was  not 
increased. 

Mr.  Archer  must  keep  in  mind:  first,  that  it  is  one  thing  to  anneal  a 
piece  of  white  iron  of  ^^-in.  section,  and  quite  another  to  anneal  uni- 
formly castings  in  ovens  of  30  to  60  tons  capacity;  second,  complete 
graphitization  is  only  part  of  the  story,  for  this  can  be  accomplished  and 
still  the  material  can  be  worthless. 

The  writer  has  been  conducting  some  experiments  in  connection  with 
several  phases  of  graphitization,  and  at  the  conclusion  of  the  work  will 
submit  a  paper  on  this  subject.  The  writer  is  very  glad  to  have  the 
data  presented  by  Mr.  Archer,  and  would  welcome  similar  data  on  white 
irons  of  a  silicon-carbon  content  of  approximately  0.90  per  cent,  and 
2.25  per  cent,  respectively. 

H.  A.  Schwartz,*  Indianapolis,  Ind.  (written  discussion). — The 
author  has  presented  experimental  data  calculated  to  advance  our  knowl- 
edge on  this  point.  The  writer  is,  however,  unaware  of  any  reason  why 
Archer  should  quote  him  as  believing  that  graphitization  is  commonly 
complete  above  Ai,  He  has  specifically  described  the  locus  of  the  solu- 
bility of  free  carbon  on  the  equilibrium  diagram^  as  intersecting  the  line 
of  zero  carbon  concentration  at  about  680®  C.  Whether  or  not  this 
opinion  is  well  founded,  it  amounts  to  a  statement  of  his  belief  that  graph- 
itization is  incomplete  at  all  temperatures  above  this  point.  This  tem- 
perature, whatever  it  may  be,  is  the  critical  point  referred  to*  as  being 
near  to  but  probably  below  Ai  of  the  metastabile  system. 

It  is  quite  possible  that  temperatures  below  such  a  critical  point  will 
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furnish  sufficient  freedom  to  permit  the  conversion  of  the  metastabile 
into  the  stabile  system.  .  If  this  freedom  did  not  exist  at  -4.  i  of  the  stabile 
system,  the  complete  graphitization  of  white  iron  would  be  impossible. 
Just  how  far  below  Ai  of  the  stabile  system  graphitization  can  be  initi- 
ated or  maintained  is  not  known  to  the  writer.  Consideration  of  all  the 
available  information  seems,  however,  to  point  to  the  fact  that  graphitiza^- 
tion  can  at  least  be  maintained,  and  possibly  initiated,  at  temperatures 
materially  under  Ai  of  the  stabile  system,  and  hence  under  Ai  of  the 
metastabile  system. 

Bean'  has  published  graphs  showing  Avi  for  malleable  cast  iron  to  be 
at  727°  C,  while  Ari  for  the  corresponding  white  cast  iron  was  746°  C. 
This  points  to  a  higher  value  of  Ari  (stabile  system)  than  that  previously 
assumed  by  the  writer  and  a  lower  one  than  that  assumed  by  Archer. 
It  is  still  in  accord  with  the  writer's  original  view  that  the  critical  point 
of  the  stabile  system  is  near  but  below  that  for  the  metastabile. 

Archer  differs  from  the  writer  in  assuming  that  the  solubility  of  car- 
bon falls  to  a  value  roughly  0.66  per  cent,  just  at  Ari  and  to  zero  on 
passing  below  Ari.  The  writer's  provisional  opinion  had  been  that  the 
solubility  fell  gradually  to  zero  at  Ari.  The  two  views  are  shown  in  the 
accompanying  diagram. 

It  will  be  noted  that  apparently  Archer's  conclusions  are  supported 
about  as  well  by  his  data  as  the  writer's  are  by  his  own.  Both  are  based 
on  assumption  as  to  the  location  of  Ari  in  the  stabile  system.  It  would 
be  very  well  if  the  experiments  had  included  a  determination  of  this 
point  on  the  identical  metal  imder  observation;  this  deficiency  can  be 
supplied  later  on  the  writer's  material. 

If  Bean's  figure  is  correct,  Archer's  C  series  is  just  above  Ari  (stabile 
system)  instead  of  just  below.  In  that  case  his  result  O-IO,  instead  of 
pointing  to  a  slightly  incomplete  attainment  of  equilibrium  points  to  a 
slight  solubility  of  carbon  and  confirms  the  writer's  view  that  the  solu- 
bility falls  nearly  uniformly  as  Ari  is  approached  and  reaches  zero  at 
that  point. 

It  is  interesting  to  note  the  probability  that  if  Ari  stabile  is  above 
680°  C,  as  it  probably  is,  the  eutectoid  composition  can  be  determined 
from  the  writer's  figures  only  by  extrapolation  from  the  data  at  high 
temperatures.  In  the  regrettable  absence  of  a  determination  just  over 
Ari,  this  cannot  be  done  with  accuracy,  especially  since  the  three  higher 
points  do  not  fall  on  a  straight  line.  Archer's  figures,  showing  only  two 
determinations  reasonably  above  Ari  cannot  be  checked  up  as  to  their 
probable  accuracy  from  this  viewpoint.  If  his  C  series  is  below  Ari  the 
results  are  not  comparable  with  E  and  F;  if  above,  as  indicated  by  Bean, 
the  C  series  does  not  confirm  E  and  F.     The  data  of  Archer's  C  series 
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would  fit  fairly  well  as  the  termination  of  the  writer's  if  it  were  just  above 
Ari  stabile. 

As  the  situation  stands,  it  is  admitted  by  all  that  Ati  (stabile)  must 
be  below  Ar\  (metastabile)  by  an  unknown  amount;  that  the  solubility 
of  carbon  (stabile)  must  be  less  than  the  solubility  of  carbon  (metastabile) 
at  any  given  temperature.     Archer  believes  with  Guertler  that  graphiti- 
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zation  is  completed  in  passing  through  Ar\  (stabile)  by  the  precipitation 
of  an  iron-carbon  eutectoid  containing  approximately  0.70  per  cent,  car- 
bon and,  therefore,  but  slightly  to  the  left  of  the  iron-cementite  eutectoid 
pearlite.  The  writer  supports  Merica  in  the  thought  that  the  [alloy 
reaches  Atx  very  low  in  combined  carbon,  probably  indefinitely  near  zero. 
Every  one  agrees  that  ferrite  will  be  found  only  below  Ar\  (stabile). 
The  writer  has  repeatedly  observed,  microscopically,  the  completion  of 
graphitization  at  temperatures  below  Ar\  (metastabile)  and  presumably' 
below  Ar\  (stabile)  by  the  progressive  conversion  of  pearlite  into  temper 
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carbon  and  ferrite.  This  has  always  occurred  in  circumstances  where 
the  cooling  to  Ari  (metastabile)  was  too  rapid  to  permit  of  much  graph- 
itization  during  the  cooling;  hence,  presumably,  the  solid  solution  was 
supersaturated,  as  it  were,  with  carbon  on  reaching  Ari  and  deposited 
pearlite.  It  is  a  matter  of  considerable  industrial  importance  whether 
graphitization  is  always  completed  by  the  precipitation  of  a  eutectoid  or 
is  completed  by  the  progressive  graphitization  of  a  solid  solution. 

The  writer  has  invariably  found  that  reheating  a  graphitized  metal 
to  a  given  temperature  produces  a  higher  combined  carbon  concentration 
than  that  corresponding  to  the  termination  of  the  graphitizing  reaction. 
The  results  are  as  follows : 


Temp., 
Degrees 

3Fe-fC-»Fe«C 

Per  Cent., 

Carbon 

Fe8C-»3Fe-fC 

Per  Cent., 

Carbon 

Temp., 
Degrees 

3Fe+C-»FejC, 
Per  Cent.. 
Carbon 

Fe»C-»3Fe  + 
Per  Cent., 
Carbon 

680 

•    •    •    • 

0.00 

930 

■    «    •    • 

0.85 

767 

0.20 

•     •     •     ■ 

986 

1.60 

•   •  •  • 

820 

•   •   •   • 

0.60 

1040 

«   ■   •   « 

1.4 

876 

1.60 

B        ■        •        ■ 

1090 

1.7 

*  >  •  • 

The  data  for  the  reaction  3Fe+C— ^FesC  bear  a  resemblance  to  the 
cementite  solubility  line  but  are  to  the  right  of  that  line.  The  data 
FcaC— *3Fe+C  are  those  used  by  the  writer  in  developing  his  views  as 
to  the  solubility  of  graphite.  There  appears  to  be  urgent  need  for  a  long 
series  of  observations  at  temperatures  extending  from  well  above  Ar  to 
moderately  below  that  point,  which  also  must  be  definitely  determined 
on  the  metal  being  used. 

R.  S.  Archer  (author's  reply  to  discussion). — The  discussion  has 
furnished  abundant  evidence  confirming  the  fact  that  graphitization  can 
be  initiated  and  completed  below  the  Aei  temperature  of  the  metastable 
system.  Mr.  Emmons  and  Mr.  Schwartz  have  reported  direct  observa- 
tion of  the  graphitization  of  pearlite,  while  the  data  of  Prof.  A.  E.  White 
and  Mr.  Scott  show  the  Aei  temperature  of  the  iron  used  in  my  experi- 
ments to  be  well  above  the  annealing  temperatures  employed  in  series 
"Cand'^D.'' 

It  is  interesting  to  calculate  the  critical  temperatures  of  cast  irons  of 
different  siUcon  content  from  the  data  given  by  Mr.  Scott.  Because  of 
the  slow  heating  and  cooling  involved  in  processes  of  graphitization,  the 
critical  temperature  with  which  we  are  concerned  is  Aei  rather  than  Aci 
or  Avi.  Doctor  Howe  has  given  725°  C.  as  the  Aei  temperature  of  the 
pure  iron-carbon  system.^®  Mr.  Scott  shows  that  silicon  raises  the  Aci 
and  Ari  temperatures  at  substantially  linear  rates,  at  least  up  to  3  per 
cent,  silicon.  The  average  increase  of  Aci  for  1  per  cent,  of  silicon  is 
25°  C.  while  Ari  is  raised  19°  C.     One  per  cent,  of  silicon  may,  therefore, 

10  Trans.  (1913),  47,  647,  743. 


DISCUSSION  463 

be  considered  to  raise  the  Aei  approximately  22°  C.  The  critical  tem- 
perature of  any  cast  iron  fairly  low  in  impurities  is  then  expressed  by 
the  equation: 

Aei  =  725  +  22  X  per  cent,  silicon. 

On  this  basis  the  critical  temperature  of  the  iron  which  I  used  is 
748°  C.  Applying  the  same  formula  to  Mr.  Storey's  iron,  740°  C.  is  ob- 
tained as  the  critical  temperature;  his  experiments,  therefore,  confirm  the 
graphitization  below  Aei. 

The  question  of  the  mechanism  of  graphitization,  raised  both  by  Mr. 
Storey  and  Mr.  Emmons,  was  considered  in  the  oral  discussion. 

Mr.  Scott  suggested  that  the  effect  of  siUcon  in  promoting  graphitiza- 
tion is  due,  in  part  at  least,  to  the  raising  of  the  Ai  temperature.  This 
is  undoubtedly  a  factor  in  the  case  of  hypereutectoid  steels.  In  white 
irons,  at  all  temperatures,  the  solid-solution  phase  is  saturated  with  iron 
carbide  and  plenty  of  structurally  free  carbide  is  present  to  act  as  cen- 
ters for  graphitization.  Silicon  influences  the  rate  of  graphitization, 
which  must  be  due  to  something  other  than  its  effect  on  the  critical 
temperature. 

Mr.  Touceda  corrects  my  misinterpretation  of  his  statements  in  a 
previous  paper;  that  graphitization  cannot  be  carried  out  commercially 
below  the  Ai  point.  With  this  statement  I  agree,  if  he  means  complete 
graphitization.  The  last  stages  of  graphitization,  say  from  0.70  per 
cent,  combined  carbon  down  to  the  traces  left  in  good  malleable  castings, 
can  only  be  carried  out  at  or  below  the  critical  temperatures;  in  the  com- 
mercial annealing  of  malleable  castings,  the  larger  part  of  this  0.70  per 
cent,  combined  carbon  is  graphitized  below  the  critical  temperature.  He 
has  unnecessarily  comphcated  his  discussion  by  introducing  considera- 
tion of  the  commercial  quality  of  the  iron  used  in  my  experiments.  The 
facts  of  chemical  equilibrium,  which  alone  were  under  discussion,  are 
not  influenced  by  the  tensile  properties  of  the  finished  product  nor  by 
the  size  of  the  annealing  furnace.  Since  the  point  has  been  raised,  how- 
ever, it  may  be  well  to  state  that  the  iron  I  used  was  taken,  in  the  summer 
of  1916,  from  the  regular  run  of  a  foundry  having  a  large  production  of 
malleable  castings  for  the  automobile  trade,  and  that  test  bars  cast  at 
the  same  time  and  annealed  in  the  foundry  ovens  passed  the  A.S.T.M. 
specifications  of  that  time. 

In  the  eighth  paragraph  of  his  discussion,  Mr.  Schwartz  says:  "As 
the  situation  stands,  it  is  admitted  by  all  that  Ari  (stable)  must  be  below 
Ari  (metastable)  by  an  unknown  amount;  that  the  solubility  of  carbon 
(stable)  must  be  less  than  the  solubility  of  carbon  (metastable)  at  any 
given  temperature.*'  As  I  have  pointed  out,  the  critical  temperature 
with  which  we  are  concerned  in  the  phenomena  of  slow  graphitization  is 
the  equilibrium  temperature  Aci  rather  than  the  recalescent  temperature 
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Ati.  If  the  expression  Aei  is  substituted  for  Ari,  the  two  statements  in 
the  sentence  quoted  are  contradictory.  That  is,  if  the  solubility  of 
cementitc  at  a  given  temperature  exceeds  that  of  graphite,  the  Aei  tem- 
perature of  the  iron-cementite  system  must  be  lower  than  that  of  the 
iron-graphite  system  instead  of  higher,  as  stated  by  Mr.  Schwartz. 

To  the  best  of  our  knowledge,  there  is  no  difference  between  the  aus- 
tenite  of  a  graphitized  iron  and  the  austenite  of  a  white  iron.  In  the 
first  case  the  solid-solution  phase  is  in  equilibrium  with  particles  of 
graphite,  while  in  the  second  case  the  solid  solution  is  in  equilibrium  with 
cementite.  Since  graphite  is  more  stable  than  cementite,  we  assume 
that  the  austenite  of  white  irons  is  richer  in  carbon  at  a  given  tempera- 
ture than  that  of  graphitized  irons,  in  accordance  with  the  general  laws 
of  chemical  equilibria.  In  all  other  respects  the  austenites  of  the  two 
S3r8tems  are  identical.  In  each  case  cooling  at  a  moderate  rate  results  in 
the  formation  of  pearlite,  while  quenching  produces  martensite.  Simi- 
larly, if  the  cold  irons  are  dissolved  in  nitric  acid  the  colored  derivatives 
on  which  the  color  carbon  test  depends  are  the  same.  There  is  every 
reason  to  suppose  that  the  atomic  constitution  of  austenite  is  the  same 
whether  the  excess  phase  is  graphite  or  cementite. 

The  presence  of  carbon  in  solution  in  gamma  iron  lowers  the  tempera- 
ture of  its  allotropic  transformation.  Granting  that  the  constitution  of 
austenite  is  always  the  same,  the  mechanism  by  which  the  transforma- 
tion temperature  is  lowered  is  always  the  same  and  a  given  amount  of 
carbon  in  solution  will  always  produce  the  same  lowering  whether  the 
excess  phase  is  graphite  or  cementite.  Hence  the  lowest  temperature  of 
transformation  will  occur  in  the  system  that  permits  the  greatest  con- 
centration of  carbon  in  solution  in  austenite,  that  is,  the  iron-cementite 
or  metastable  system.    Aei  metastable  must  be  lower  than  Aei  stable. 

The  same  line  of  reasoning  leads  to  the  conclusion  that  if  "  the  alloy 
reaches  Ari  {Aei)  very  low  in  combined  carbon,  probably  indefinitely  near 
zero,"  then  Aei  must  be  indefinitely  near  4 a  of  a  pure  iron-silicon  alloy 
containing  the  same  amount  of  siUcon  but  no  carbon;  Aei  (stable)  would 
then  be  nearer  900°  C.  than  680°  C.  This  we  know  is  not  the  case.  The 
temperature  of  Aei,  as  shown  by  reheating  experiments  on  annealed 
irons,  for  a  silicon  content  of  about  0.85  per  cent.,  lies  between  740°  and 
775°  C.  This  range  of  temperature  also  includes  the  Aei  point  of  the  cor- 
responding cementite  system.  This  indicates  that  the  eutectoid  composi- 
tion is  Ukewise  nearly  the  same  in  the  two  systems. 

Mr.  Schwartz  has  referred  to  Mr.  Bean's  values  of  727°  C.  for  Ari 
of  an  annealed  iron  and  of  746°  C.  for  a  corresponding  white  iron  and  takes 
this  as  evidence  that  the  critical  point  of  the  stable  system  is  below  that 
of  the  metastable.  My  interpretation  of  these  figures  is  somewhat  dif- 
ferent. In  the  first  place,  the  phase  change  recorded  as  Ari  in  the  cooling 
curves  is  identical  in  the  two  irons.     If  an  annealed  malleable  iron  is 
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heated  above  the  critical  temperature,  part  of  the  graphite  goes  back 
into  solution;  then  on  cooling  at  a  rate  suitable  for  taking  a  cooling  curve, 
most  of  the  carbon  of  this  solid  solution  is  precipitated  in  the  form  of 
pearlite.  The  Ari  of  the  cooling  curve  is,  therefore,  the  temperature  of 
the  pearlite  transformation  on  cooling,  whether  the  specimen  is  malleable 
iron  or  white  iron.  The  fact  that  Ari  occurs  at  a  higher  temperature  in 
the  white  iron  is  due  simply  to  the  presence  of  an  abundance  of  struc- 
turally free  cementite  nuclei,  which  are  practically  absent  in  the  annealed 
iron.  Doctor  Howe  has  shown  that  the  Ari  point  of  a  eutectoid  steel  can 
be  depressed  by  increasing  the  maximum  temperature  to  which  the  steel 
is  heated,  because  of  the  more  thorough  destruction  of  cementite  nuclei. 
This  effect  is  accentuated  in  the  present  case  because  of  the  great  amount 
of  free  cementite  in  the  white  iron. 

The  curve  Mr.  Schwartz  plotted  from  my  data  contains  a  slighj;  error. 
The  combined  carbon  content  for  785°  C.  (set  E)  was  shown  to  be  between 
0.66  and  0.86  per  cent. ;  the  definite  value  of  about  0.68  per  cent,  plotted 
by  Mr.  Schwartz  is,  therefore,  uncertain.  I  believe  that  this  point 
should  lie  farther  to  the  right. 

Mr.  Schwartz'  observation  that  the  values  obtained  for  combined 
carbon  are  not  the  same  on  reheating  a  graphitized  metal  as  on  annealing 
a  white  iron  to  equilibrium  is  very  odd.  The  single  experiment  I  made 
on  this  point  gave  identical  results  by  the  two  methods.  It  is  generally 
understood  that  a  system  is  not  in  a  state  of  equilibrium  unless  the  same 
condition  is  reached  by  approaching  from  either  side.  If  the  observa- 
tion noted  by  Mr.  Schwartz  can  be  experimentally  verified,  we  must  sus- 
pect that  we  are  not  dealing  with  true  equilibrium. 
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Malleableizing  of  White  Cast  Iron* 

By  Arthdb  Phillips,  M.  S..t  New  Haven,  Conn.,  and  E.  S.  Davenport,  M.  8.,  J 

Nauqatuck,  Conn. 

(New  York  Meoting,  February,  1022) 

The  purpose  of  this  paper  is  to  present  certain  data  and  observations 
resulting  from  a  series  of  experiments  dealing  with  the  heat  treatment  and 
microstructure  of  commercial  white  oast  iron  and  its  derivative,  malleable 
iron.  In  planning  the  experimental  work,  particular  pains  were  taken  to 
secure  for  the  tests  white  cast  iron  of  "normal"  composition;  i.e.,  within 
the  composition  limits  commonly  prescribed  by  manufacturers  of  malle- 
able castings.  A  review  of  the  literature  leads  us  to  believe  that  much 
data  of  a  fragmentary  character  treating  of  the  graphitization  of  white 
cast  iron  have  been  of  little  value,  mainly  because  of  the  diversity  in 
chemical  composition  of  the  materials  employed  in  the  tests.  Moreover, 
when  feasible,  annealing  periods  at  least  comparable  to  those  of  current 
practice  have  been  adopted. 

We  wish  to  acknowledge  our  indebtedness  to  the  members  of  the 
research  department  of  the  Eastern  Malleable  Iron  Co.  for  the  white  cast 
iron  used  in  the  tests  and,  particularly,  for  their  active  cooperation 
during  the  experimental  stage  of  the  work. 

In  this  paper  the  following  subjects  will  be  discussed  in  the  order 
indicated:  Data  on  the  thermal  critical  points  of  white  cast  iron  and 
malleable  iron.  Changes  produced  in  tensile  properties  and  microstruc- 
ture of  white  cast  iron  by  annealing  at  different  temperatures  within  the 
range,  760  to  1100°  C.  Relation  of  thickness  of  wall  section  of  hard  iron 
to  microstructure  and  tensile  properties  of  malleable  iron  obtained  under 
normal  annealing  conditions.  Notes  on  mechanics  of  graphitization  of 
normal  white  cast  iron  as  observed  in  specimens  quenched  after  various 
periods  of  anneal  at  approximately  800°  C. 


*Metallographic  communication  from  the  Hammond  Laboratory  of  the  Sfacffirld 
Scientific  School,  Yale  University. 

tAj3sistant  Professor  of  Metallurgy,  Sheffield  Scientific  Scbool,  Yale  University, 
^Research  Metallurgist,  Eastern  Malleable  Iron  O), 


ARTHUR  PHILUPB  AND  E.   8.   DAVENPORT 


467 


Data  on  the  Thermal  Critical  Points  of  White  Cast  Iron 

AND  Malleable  Iron 

The  American  "malleableizing"  process  consists  essentially  of  a 
lengthy  heat  treatment  at  a  moderately  high  temperature,  followed  by 
extremely  slow  coohng,  with  the  object  of  converting  the  cementite  of 
the  white  cast  iron  into  graphite,  or  "temper"  carbon,  and  ferrite.  From 
the  physicochemical  point  of  view,  the  changes  involved  during  this 
treatment  are  extremely  complicated  and  are  not  thoroughly  understood 
at  the  present  time.  Typical  white  iron  structures  are  shown  in  Figs.  1 
and  2;  Fig.  3  is  representative  of  normal  "black  heart"  malleable  casting. 

The  exact  temperature  at  which  temper  carbon  begins  to  form  has 
been  greatly  disputed.  Some  investigators  believe  that  the  change  is 
initiated  at,  or  slightly  above,  the  Ai  point;  others  hold  that  graphitiza- 
tion  can  take  place  below  the  lower  critical  temperature.  This  point 
will  be  discussed  elsewhere  in  this  paper  and  some  experimental  results 
bearing  on  the  subject  will  be  offered. 

As  it  is  generally  assumed  that  the  temperature  of  initial  precipitation 
of  temper  carbon  is  approximately  the  lower  critical  temperature  of  the 
material  in  question,  it  seems  desirable  to  have  precise  information 
regarding  the  Aci  and  Ari  points  of  normal  hard  iron.  The  Uterature 
records  the  results  of  a  number  of  investigators  who  have  determined  the 
critical  temperatures  of  cast  iron  covering  a  wide  range  of  composition; 

Table  1. — Critical  Temperatures  of  Cast  Iron 


Art  Point, 

Aei  Point, 

Carbon  Content. 

Silicon  Content. 

ObBervers 

DesreesC. 

Desrees  C. 

Per  Cent. 

Per  Cent. 

740-760 

3.96 

1.14 

Wnst  and  Peterson" 

726 

2.96 

0.68 

Hague  and  Turner* 

730 

2.66 

0.97 

Hague  and  Turner* 

734 

2.70 

1  19 

Hague  and  Turner* 

700 

715 

2.00 

1.1 

Charpy  and  Comu- 
Thenard* 

693 

732 

Not  given 

Not  given 

Schwartz** 

746 

763 

2.68 

0.87 

Bean* 

746 

766 

2.40 

0.90 

Hammond  Labora- 

1 

• 

1 

1 

tory 

«\Vu9t  and  Peterson;  Beitrag  zum  Einfluss  des  Siliciums  auf  das  System  Eisen- 
Krihlenstofif.  MetaUurgie  (1906)  3. 

*  Hague  and  Turner:  InflueDce  of  Silicon  on  Pure  Cast  Iron.  Jrd,  Iron  and 
Steel  Inst.  (1910)  82. 

'Charpy  and  Comu-Thenard:  Researches  on  Iron,  Silicon  and  Carbon  Alloys. 
JrU.  Iron  and  Steel  Inst.  (1916)  91. 

'H.  A.  Schwartz:  Some  Physical  Constants  of  American  Malleable  Cast  Iron. 
Proc.  Amer.  Soc.  Test.  Mat.  (1919)  19,  Pt.  2,  247. 

*  W.  R.  Bean :  Discussion  of  Schwartz'  paper. 
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— NOHUAL    MALLEABLE    CAST    I 


Fio.  4. — Anneal   I.     Hottest   pot  in  Fio.  6. — Anneal  II.     Coolest  pot  i 

MiLLruHMACi.     X  100.  HILL  r  URN  ACE.     X  100. 

SpEaifXNB  WEBS  ETCHED  WITB  S  HB  CSNT.  NITBIO  AOlO  tH  ALCOBOL. 
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Table  I  summarises  what  seem  to  be  the  most  significant  and  valuable 
data  available. 

The  results  of  Schwartz  and  Bean  are  of  especial  interest  aa  they  were 
obtained,  presumably  by  Schwartz  and  without  doubt  by  Bean,  on 
material  of  normal  composition  from  the  viewpoint  of  the  manufacture 
of  malleable  castings.  Schwartz'  results,  admittedly,  were  lacking  in 
precision,  and  are,  undoubtedly,  low;  Bean's  values  are  fairly  consistent 
with  the  results  of  earlier  investigators,  particularly  Hague  and  Turner. 

In  order  to  obtain  additional  data,  the  writers  made  careful  deter- 
minations on  white  cast  iron  and  commercial  malleable  iron;  the  majje- 
ableized  specimens  showed  no  combined  carbon  and  apparently  had 
been  properly  and  thoroughly  annealed.  The  specimens  were  of  the 
following  compositions: 

Sdlfdb,         M:iHaiNUE.    Pro 
Pna  Cent.       Feb  C 

Whit«  cut  iron 0.083  0.3 

Malleablo  iron O.I08  0.2 


■■  Cbnt.  ' 

Peb  Cbnt. 

Pbb  CEsi. 

0.160 

0.90 

2.40 

0.193 

0.81 

2.35 

The  specimens  were  taken  from  the  central  portions  of  standard 
A.  S.  T.  M.  tensile  bars,  and  had  holes  into  which  the  hot  junction  of  a 


Fio.  6. — Critic  APPOINT  cdrves. 

Pt-PtRh  thermocouple,  in  series  with  a  high-resistance  galvanometer, 
was  inserted.  An  electric-resistance  muffle  furnace  was  used  in  these 
and  in  all  laboratory  annealing  treatments  described  here.  Inverse-ra^te 
heating  and  cooling  curves  are  shown  in  Fig.  6,  and  the  critical  points 
Ac,  and  Ati  taken  as  the  temperatures  corresponding  to  the  beginning 
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of  the  break  in  each  curve,  reading  from  bottom  to  top  in  the  case  of 
beating  and  from  top  to  bottom  in  the  case  of  cooling. 

There  is  some  difference  of  opinion  as  to  the  proper  interpretation  of 
critical-point  data  from  inverse-rate  curves.  Some  writers  believe  that 
the  peak  of  the  break  should  be  taken  as  the  true  value  for  the  point, 
others  argue  that  the  beginning  of  the  break  should  be  taken.  We  are 
inclined  to  agree  with  Howe  that  the  first  inflection  in  the  curve,  that  is 
the  beginning  of  the  transformation,  should  be  regarded  as  the  signifi- 
cant temperature.  This  interpretation  enables  us  to  compare  our  results 
directly  with  those  of  Bean,  which  with  the  curves  in  Fig.  6  show  that 
our  results  agree  closely.  In  our  opinion  745^  C.  may  be  regarded  as  the 
An  point  for  hard  irons  cooled  at  the  rate  of  approximately  1^  C. 
per  second. 

As,  however,  the  rate  of  cooling  (4®  to  5°  C.  per  hr.)  found  imperative 
in  malleableizing  practice  is  extremely  slow  and  the  temperature  of  anneal 
(approximately  780°  C.)  does  not  greatly  exceed  the  Ari  point  determined 
under  ordinary  conditions,  it  is  conceivable  that  the  real  and  significant 
critical  point  is  more  nearly  Howe's  Aei  temperature,  that  is,  some 
temperature  between  the  Ari  and  Aci  points  as  indicated  by  the  con- 
ventional cooling-curve  determinations.  It  is  interesting  to  note  that 
Archer^  beheves  that  "for  a  1.0-per  cent.  siUcoii  iron,  the  Ai  point  is 
probably  within  15°  of  750°  C." 

It  is  to  be  noted  that,  in  both  sets  of  results,  the  gap  between  Aci  and 
Ati  is  much  greater  in  the  case  of  the  malleableized  specimens  than  in 
the  case  of  the  white  cast  iron.  An  examination  of  the  curves  (Fig.  0) 
shows  that  the  thermal  effect,  as  shown  on  the  heating  curve  of  themalle- 
bleized  specimen,  is  very  small.  This  can  be  explained  on  the  basis  of  the 
theory  that  it  is  only  the  combined  carbon  which  takes  part  in  the  trans- 
formation at  Au  In  the  malleableized  specimens,  the  combined  carbon 
content  was  extremely  low,  in  fact,  so  low  that  no  cementite  could  be 
detected  under  the  microscope  at  ordinary  magnifications.  The  rela- 
tively large  amount  of  temper  carbon,  while  having  little  effect  on  the 
Aci  transformation,  did  have  a  decided  effect  on  the  Ari  point  of  the 
same  iron.  At  some  temperature  near  the  Aci  point  (probably  at  Aci 
exactly),  the  iron  began  to  dissolve  some  of  the  temper  carbon,  absorbing 
more  and  more  as  the  temperature  was  raised.  Upon  cooling  at  a  rela- 
tively rapid  rate,  this  dissolved  carbon  did  not  have  time  to  precipitate 
again  as  temper  carbon,  but  came  out  of  the  solution  as  combined  carbon 
in  the  form  of  pearlite,  with  possibly  a  small  amount  of  pro-eutectoid 
cementite.  Thus,  we  would  expect  a  greater  thermal  effect  on  the  cooling 
curve  than  on  the  heating  curve,  which  is  the  case.     The  re-solution  of 


*  R.  S.  Archer:  Graphitization  of  White  Cast  Iron.     See  page  446. 
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free  carbon  upon  heating  graphitic  irons  above  A  i  has  been  conclusively 
shown  by  other  investigators,  notably  Touceda*  and  Archer.' 

Changes  Produced  in  Mechanical   Properties   and  Microstruc- 

Tui^E  OF  White  Cast  IrOn  by  Annealing  at  Different 

Temperatures  Within  the  Range  760-1100°  C. 

This  series  of  experiments  was  begun  primarily  to  determine  the  effect 
of  variation  in  temperature,  of  the  order  commonly  found  in  commercial 
annealing  furnaces,  on  the  structure  and  tensile  properties  of  the  com- 
pletely malleableized  product. 

It  has  long  been  known  that  extremely  high  temperatures  will  cause 
so-called  burned  castings,  the  characteristics  of  which  are:  excessive 
decarburization,  intercrystalline  oxidation  near  the  surface  of  the  casting, 
a  reduction  in  strength  and  ductility  and  a  general  deterioration  of  the 
product.  Fortunately,  these  extremely  high- temperature  anneals  are 
rare.  In  the  commercial  furnace  of  average  dimensions,  however,  there 
is  always  a  pronounced  thermal  gradient,  so  that  castings  nearest  the 
firebox  reach  a  much  higher  temperature  and  have  a  longer  annealing 
period  than  those  at  the  opposite  end  of  the  furnace.  For  this  ||reason, 
they  might  show  quite  different  tensile  properties  and  micros  tructure. 

Occasionally,  castings  of  normal  chemical  composition  and  apparently 
normal  heat  treatment  yield  poor  tensile  properties;  the  microstructures 
appear  to  be  normal  in  most  cases,  except  possibly  for  a  somewhat  coarser 
ferrite  and  temper-carbon  structure.  It  has  long  been  a  question  as  to 
whether  the  coarser  structures  could  be  associated  with  the  poor  physical 
properties  of  these  castings  and  whether  such  structures  had  been  caused 
by  a  high-temperature  anneal;  that  is,  a  temperature  not  high  enough  to 
"burn"  the  castings  but  high  enough  to  modify  the  mechanical  properties. 
White  and  Archer*  have  shown  that  high-temperature  anneals  tend  to 
coarsen  the  temper-carbon  nodules  and  cause  a  deterioration  in  mechanical 
properties;  They  did  not,  however,  show  how  the  ferrite  matrix,  which 
is  the  main  body  of  the  casting,  was  affected  by  the  higher  temperature, 
nor  did  they  offer  data  correlating  deterioration  in  tensile  properties 
with  high-temperature  anneals.  It  has  always  been  assumed  that  the 
coarse  structures  of  malleable  iron  are  due  to  high  annealing  temperatures. 
Except  the  work  mentioned,  so  far  as  we  are  aware,  no  investigations  on 
the  subject  have  been  reported. 

In  order  to  determine  the  magnitude  of  the  thermal  gradient  in  a 
commercial  annealing  furnace  and,  more  particularly,  to  furnish  data 

«E.  Touceda:  Research  on  Malleable  Iron.  Trans.  Am.  Soc.  Mech  Eng.  (1910) 
41. 

^Loc,  cit. 

*  A.  E.  White  and  R.  S.  Archer:  Annealing  of  Malleable  Castings.  Trants  Am*'r. 
Foundrymen's  Assn.  (1918)  27. 
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associating  differences  in  microstructure  and  tensile  properties  with  such 
temperature  variation,  the  following  heat  treatments  were  carried  on. 
The  material  used  consisted  of  a  set  of  thirty  standard  A.  S.  T.  M.  tensile- 
test  bars  cast  from  a  regular  mill  heat;  the  fracture  of  the  material  as  cast 
was  clear  white  and  perfectly  normal  in  all  respects.  Its  composition 
was:  silicon  0.90  per  cent.,  manganese  0.30  per  cent.,  sulfur  0.083  per 
cent.,  phosphorus  0.160  per  cent.,  total  carbon  2.40  per  cent. 

Bars  Annealed  in  a  Mill  Furnace 

Anneal  I. — Four  bars  were  packed  in  the  hottest  pot  of  a  commercial 
annealing  furnace  of  average  dimensions  [11  by  16  by  8  ft.  high  to  spring 
of  arch,  firebox  in  comer,  9  sq.  ft.  (0.8  sq.  m.)  of  grate  area];  briefly 
stated,  they  were  annealed  "top  pot,  firebox."  An  iron-constantan 
thermocouple  was  placed  in  the  furnace  in  such  a  way  that  the  end  of  the 
protecting  tube  was  in  direct  contact  with  the  pot  containing  the  bars. 


T    X 


Atta^m/  X. 


/o    ~Jto     A>    35    J5    So     70    so    So    Too    Tio    tio    /jp   t4o 


/SO     MO   ITO    too   t90  iOO 


Fig.  7. — ^Temperature  rscorb  op  mill  anneal. 

Anneal  II . — Four  bars  were  packed  in  a  similar  manner  in  one  of  the 
coolest  pots  in  the  same  furnace;  that  is,  they  were  annealed  in  a  pot  at 
the  opposite  end  of  the  furnace,  or  in  the  "bottom  pot,  front  middle."  A 
thermocouple  was  also  placed  in  this  end  of  the  furnace,  the  hot  junction 
end  of  its  casing  being  in  direct  contact  with  the  pot  containing  the  bars; 
both  thermocouples  were  connected  to  a  Leeds  &  Northrup  automatic 
temperature  recorder.  The  furnace  was  charged  as  usual,  fired  for  five 
days,  and  then  allowed  to  cool  at  the  rate  of  about  4**C.  perhr.;  in  other 
words,  the  material  was  given  a  perfectly  normal  anneal.  Curves 
I  and  II,  Fig.  7,  are  the  temperature  records  of  the  hottest  and  coolest 
pots,  respectively.  The  break  in  each  curve  was  caused  by  the  recorder 
mechanism's  getting  out  of  adjustment  one  night.  There  is  good  reason 
for  believing,  however,  that  at  no  time  during  this  interval  did  the 
temperature  get  above  the  maximum  temperature  recorded  by  the 
instrument.    It  is  to  be  noted  that,  after  the  furnace  had  reached  the 
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annealing  temperature,  there  was  a  difference  of  about  140°  C.  between 
the  hottest  and  coolest  sections;  also,  that  the  barsof  Anneal  I  were  above 
the  critical  range  for  about  150  hr.  while  the  bars  of  Anneal  II  were  above 
it  for  approximately  85  hours. 

The  results  of  the  tensile  tests  are  summarized  in  Table  2.  It  is 
evident  that  a  thermal  gradient  of  the  order  encountered  in  this  anneal, 
which  may  be  regarded  as  representative  of  current  practice,  has  little 
or  no  significance  if  the  ordinary  tensile  test  is  regarded  as  a  criterion  of 
quality.  All  tests  successfully  met  the  A.  S.  T.  M.  specifications.* 
Fig.  4  shows  the  structure  of  the  material  annealed  at  the  higher  tem- 
perature and  Fig.  5  the  structure  of  the  iron  annealed  at  the  lower. 
Although  there  is  apparently  little  or  no  difference  in  the  size  of  the 
temper-carbon  areas  produced,  there  seems  to  be  a  difference  in  the 
physical  condition  of  the  graphitic  masses;  the  graphite  in  Fig.  5  is  more 
compact  and  more  sharply  outlined  than  in  Fig.  4.  The  higher  temper- 
ature has  apparently  produced  a  somewhat  coarser  ferrite  matrix. 

The  differences  in  both  the  tensile  properties  and  the  microstructures 
of  the  two  sets  are  so  slight,  however,  that  we  seem  justified  in  concluding 
that,  in  spite  of  the  marked  temperature  gradient  and  the  considerable 
difference  in  time  above 'Aci,  castings  annealed  in  a  commercial  furnace 
under  such   conditions  will  be  of  reasonably  high  quality. 

Table  2. — Tensile  Properties  of  Bars  Annealed  in  Hottest  and  Coolest 

Pots  of  a  Commercial  Annealing  Furnace 


Anne<il 
Number 


Bar 
Number 


Diameter, 
Inch 


i     Yield  Point.    I  strel^ih'l.b 
Lb.  per  Square     ^p^^rsSua'^e' 
^°«*»  Inch 


Elongation  in 

2   In.,    Per 

Cent. 


Remarks 


I 

1 

0.637 

I 

2 

0.639 

I 

3 

1       0.636 

I 

4 

!       0.640 

Averagi 

9 

1 

1 

II 

0.643 

II 

2 

0.640 

II 

3 

0.634 

II 

Avcragt 

4 

B 

0.637 

36,242 
35,609 
35,616 
35,821 


35,822 


62.747 
52.220 
54,865 
52,431 


38,771 
30,602 
38,248 
37,405 


14.0 
14.0 
16.5 
14.0 


14.6 


Annealed      in 
hottest  pot 


38,520 


53.738 
51,011 
55,020 
64,457 


18.6 
11.5 
15.5 
12.5 


Annealed  in 
coolest  pot 


14.5 


Bars  Annealed  in  Laboratory 
In  order  to  determine  the  effect  of  anneaUng  temperatures  covering 
a  range  not  usually  encountered  in  a  commercial  furnace,  several  lots  of 
bars  were  annealed  in  the  laboratory. 

•Specifications:  Tensile  strength  45,000  lb.  per  sq.  in.  (3163.9_kg.  per  sq.  cm.); 
elongation  in  2  in.  (5  cm.)  7H  per  cent 


474 


MALLEABLEIZING  OF  WHITE   CAST  IRON 


Anneal  III,  High  Temperature  (1100°  C). — Two  bars  were  packed  in 
sand  in  a  cast-iron  tube,  capped  at  both  ends,  23  in.  (58  cm.)  long  and 
2^  in.  (6.4  cm.)  in  diameter.  A  Pt-:PtRh  thermocouple,  enclosed  in  a 
thin  iron  casting,  was  inserted  through  one  end  of  the  tube  in  such  a 
manner  that  the  hot  junction  was  between  the  bars  and  at  a  point  midway 
between  their  ends,  as  shown  in  Fig.  8.  The  tube  was  placed  in  an 
electric-resistance  muffle  furnace  of  suitable  dimensions  consisting 
essentially  of  an  alundum-tube  wound  with  nichrome  wire,  surrounded  by 
pea-size  firebrick  held  in  an  asbestos  board  container.  The  tube  ends  and 
furnace  openings  were  sealed  as  effectively  as  possible  and  the  bars 
annealed  for  65  hr.  at  the  highest  temperature  attainable,  approximately 
1100°  C.  (actually  1090°  ±  10°).  At  the  end  of  this  time,  the  bars 
were  cooled  in  the  furnace  at  a  rate  approximating  10°  C.  per  hr.  until 


Thermo  -CoufJe 

y     J 


e 


!D 


Cast  Iron 
Tithe  (ca^) 


£i 


y^ound  with 
wir^ 


\rome 


^.^'"tCT^o^a. 


Fig.  8. 


800°  had  been  reached;  the  specimens  were  then  cooled  at  the  rate  of 
about  6°  per  hour  until  well  below  the  critical  range.  A  Leeds  &  North- 
rup  recorder  furnished  a  complete  record  of  temperature  variation.  The 
thermocouple  and  recorder  were  carefully  standardized  by  running 
freezing-point  determinations  on  pure  metals  before  and  after  each 
anneal  described. 

After  being  broken  in  tension,  the  bars  showed  a  partial  white  frac- 
ture. It  later  developed  that  this  was  due  to  too  rapid  cooling  through 
the  critical  range.  The  tension  test  values  were,  of  course,  affected  by 
the  pearlite  causing  this  partial  white  fracture,  and  for  this  reason,  the 
tests  were  repeated,  as  described  under  Anneal  IV. 

Anneals  IV  to  IX, — All  of  the  anneals  of  this  series  were  conducted 
under  the  conditions  described  in  detail  under  Anneal  III.  A  summary 
of  the  annealing  data  is  to  be  found  in  Table  3. 

Ail  of  the  bars  annealed  in  the  laboratory  were  machined  to  0.505  in. 
(12.8  mm.)  diameter  before  breaking.  The  purpose  of  this  machining 
was  twofold:  (1)  To  eliminate  any  effects  of  the  decarburized  layer  which 
would  vary  in  depth  with  the  temperature  of  anneal;  that  is,  to  obtain 
tensile  data  representative  of  the  "heart"  or  real  body  of  the  casting. 
(2)  To  facilitate  the  measurement  of  percentage  reduction  in  area.  The 
machining  of  the  bars  may  be  open  to  criticism,  since  it  is  contrary  to 
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Table  3.— Summary  of  Annealing  Data 


Anneal 
Number 

1 
Temperature.    Period    of    '  Rate  of  Cooling, 
of  Anneal,          Anneal,       '   Degrees  C.  per 
Degrees  C.           Hours                   Hour 

Fracture* 

Remarks 

III 

IV 

V 

VI 

VII 

VIII 
IX 

1100 

1100 

785 

830 

770 

770 
750 

55 

60 

63 

70 

93 

121 
08 

10  to  800 
5      to  650 

10  to  770 
4      to  650 

4      to  650 

3  to  700 
2H  to  650 

4  to  650 
4      to  650 

Approximate,  40 
per  cent,  white 

Normal  black 

Approximate,  10 
per  cent,  white 
Normal  black 

White 

White 
White 

White  fracture  due  to 
too  rapid  cooling. 

Temperature  never 
below  Aci 

•  With  the  exception  of  Anneal  III,  all  of  the  white  fractures  recorded  were  due  to  insufficient  time  at 
the  temperature  specified  and  not  to  too  rapid  cooling. 

practice,  but  this  seemed  to  be  the  most  feasible  way  of  eliminating  an 
objectionable  variable,  namely,  decarburization.  A  set  of  bars  annealed 
at  the  temperature  ordinarily  obtained  in  commercial  work  (788**  C),  and 
then  machined  before  breaking,  furnished  a  reference  point  for  the 
tensile  properties  of  machined  bars. 

The  tensile  test  results  obtained  on  these  bars  are  recorded  in  Table  4. 


Table  4. — Tensile  Properties  of  Bars  Annealed  in  the  Laboratory 


Bar 

Number 

1 

Diameter, 
Inch 

Yield  Point,  Lb. 
per  Square  Inch^ 

Ultimate 
Strength,  Lb.  per 
Square  Inch 

Elongation 

in  2  In.,  Per 

Cent. 

Reduction  in 

Area,  Per 

Cent. 

III 

0.505 

41,350 

57,550 

15.0 

11.6 

III 

2 

0.503 

36.390 

56.170 

17.0 

12.7 

IV 

1 

0.507 

32.630 

45,450 

15.5 

13.3 

IV 

2 

0.504 

32.760 

45,880 

14.5 

11.0 

V 

1 

0.603 

36.880 

48,240 

9.0 

10.5 

V 

2 

0.505 

35.500 

50.250 

12.5 

10.0 

VI 

1 

0.505 

32.400 

48,700 

14.0 

13.0 

VI 

2 

0.505 

33.000 

46,800 

10.0 

11.0 

VI 

3 

0.506 

36,800 

47,800 

9.5 

10.2 

VII 

1 

0.505 

39,600 

53,260 

5.5 

3.5 

VII 

2 

0.505 

40,600 

56.250 

6.0 

3.0 

VIII 

1 

0.504 

40,000 

66,880 

5.0 

1.5 

VIII 

2 

1         0.502 

43.700 

61,310 

4.0 

2.5 

IX 

1 

0.506 

51,140 

63.420 

2.0 

1.5 

IX 

2 

0.505 

62,800 

2.0 

1.0 

'  As  obtained  by  the  "  beam-drop  '*   method. 


It  will  be  noted  (Table  3)  that  normal  black  fractures  were  obtained 
after  two  anneals  only,  namely,  at  1100^  and  830^  C.  From  the  stand- 
point of  tensile  strength,  the  lower  temperature  (830°)  anneal  yields 
values  sUghtly  higher  than  the  1100®  C.  anneal;  from  the  standpoint  of 
ductility,  however,  the  higher  temperature  anneal  gives  somewhat  higher 
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values.  The  higher  tensile-strength  and  yield-point  values  and  the 
lower  ductility  values  of  the  other  anneals  must  be  attributed  to 
the  presence  of  combined  carbon,  and  not  to  any  specific  properties  of 
the  ferrite  matrix  or  temper  carbon  areas. 

As  stated  before,  the  annealing  of  white  iron  seems  to  permit  of 
considerable  latitude  (with  respect  to  temperature)  without  causing 
serious  deterioration  as  measured  by  the  tensile  test.  We  believe,  with 
Rawdon,*  however,  that  the  tensile  test  does  not  sharply  or  adequately 
differentiate  between  two  metals  of  the  same  chemical  composition 
that  differ  only  in  the  degree  of  fineness  of  the  structural  elements.  It  is 
quite  probable  that  shock  or  impact  tests  on  this  material  would  have 
indicated  more  faithfully  the  significance  of  variation  in  the  grain  size  of 
the  ferrite  matrix  and  the  temper  carbon  areas. 

Microstructures  of  Annealed  Bars 

Anneal  III,  (1100°  C). — Fig.  9  is  the  microstructure  of  the  portion  of 
the  bar  showing  black  fracture;  Fig.  10  is  representative  of  the  portion 
showing  white  fracture.  It  is  evident  that  the  partial  white  fractures 
were  caused  by  too  rapid  cooling  through  the  critical  range,  since  the 
so-called  "bull's  eye"  structure  of  Fig.  10  is  always  associated  with 
rapid  cooling  at  that  stage. 

Anneal  IV ,  (1100°  C). — Figs.  11  and  12  are  representative  of  the 
microstructure  of  each  bar;  no  combined  carbon  was  noted  in  either 
specimen.  The.  coarse  irregular  temper-carbon  particles  and  the  coarse- 
grained ferrite  of  the  matrix,  also  the  suggestion  of  radial  growth  of  the 
ferrite  about  the  temper-carbon  spots,  bear  out  the  results 'of  Anneal  III. 
The  coarseness  of  these  structures  is  brought  out  more  forcibly  by  a 
comparison  with  the  structure  of  Fig.  5.  It  is  obvious  that  a  high  anneal- 
ing temperature  (1100°  C.  or  over)  results  in  a  coarse  irregular  type  of 
temper  carbon,  and  a  coarse-grained  ferrite  matrix. 

Anneal  V,  (785°  C). — Fig.  13  is  representative  of  the  microstructure 
of  these  bars  and  shows  that  a  certain  amoimt  of  combined  carbon  was 
present  after  annealing.  The  structure  produced,  however,  is  much 
finer  than  that  shown  in  Figs.  9, 11,  and  12,  and,  except  for  the  cementite, 
is  more  like  that  shown  in  Fig.  5. 

Anneal  VI,  (830°  C). — Fig.  14  is  thoroughly  representative  of  the 
microstructure  of  white  iron  annealed  at  830°  C.  It  is  to  be  noted 
that,  although  the  temper-carbon  spots  are  rather  coarse,  the  ferrite 
grain  is  much  finer  than  in  the  bars  annealed  at  the  higher  temperatures. 

Anneal  VII,  (770°  C). — Fig.  15  shows  the  presence  of  cementite; 
Fig.  16,  the  same  specimen  etched  with  sodium  picrate,  reveals  the  cemen- 


•  H.  8.  Rawdon:  Effect  of  Metallic  Structure  Upon  Properties.     Chem  <fc  Met 
Eng.  (1921)  84,  623. 
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tite  more  clearly.  The  ferrite  is  not  much  finer  in  grain  than  that  shown 
in  Fig.  13  but  the  temper-carbon  particles  are  somewhat  larger,  more 
regular  in  outline,  and  more  compact.  The  cementite,  in  Figs.  13,  15, 
and  16,  is  of  the  massive  variety,  and  is  caused  by  insufiicient  temperature 
during  anneal,  rather  than  of  the  pearlitic  or  sorbitic  variety,  which  is 
caused  by  too  rapid  cooling,  as  in  Fig.  10.  An  examination  of  structures 
and  tensile  data  of  anneals  III,  V,  and  VII  leads  to  the  conclusion  that 
pearlitic  or  sorbitic  cementite  from  rapid  cooling,  even  though  there 
is  more  of  it,  is  much  less  harmful  from  the  standpoint  of  ductility  than 
the  massive  cementite  resulting  from  under-annealing. 

Anneal  VIII ,  (770°  C). — This  heat  treatment  was  the  second  attempt 
to  get  complete  graphitization  at  this  temperature  (just  above  Aci) 
by  using  a  longer  anneaUng  period.  Figs.  17  and  18  show  that  the 
attempt  was  unsuccessful,  as  there  was  almost  as  much  massive  cementite 
in  these  specimens  as  in  Figs.  15  and  16.  Attention  is  called  to  the  fine- 
grained ferrite  and  the  rather  large,  regularly  outlined  temper-carbon 
particles  of  Fig.  17. 

Anneal  IX,  (760°  C). — These  bars,  annealed  at  a  temperature  just 
below  the  Ac\  of  white  cast  iron,  were  entirely  white  in  fracture.  Figs. 
19  and  20  show  the  large  amount  of  massive  cementite  remaining  in  the 
bars  after  annealing.  Attention  is  called  to  the  fine-grained  ferrite  and 
the  compact,  regularly  outUned  temper-carbon  particles.  It  might  take 
from  two  to  three  weeks  to  graphitize  completely  at  this  temperature. 

The  study  of  the  microstructure  of  the  bars  described  leads  to  the 
following  conclusions: 

1.  The  ferrite  grain  size  increases  with  the  temperature  and,  probably, 
with  the  time  of  anneal. 

2.  The  temper-carbon  areas  produced  at  the  lower  temperatures  are 
more  compact  and  sharply  outlined  than  the  graphitic  areas  obtained  at 
the  higher  temperatures.  High-temperature  temper  carbon  is,  in  gen- 
eral, characterized  by  a  more  or  less  porous  structure  of  ragged  and 
'* spidery"  outline.  The  higher  temperatures  have  a  disintegrating 
effect  on  the  compact  and  rounded  masses  characteristic  of  carbon  pre- 
cipitated at  the  lower  temperatures. 

Relation  op  Thickness  op  Wall  Section  op  White  Cast  Iron  and 

THE  Microstructure  and  Tensile  Properties  op  Malleable 

Iron  Obtained  under  Normal  Annealing  Conditions 

The  relation  between  the  thickness  of  the  casting  section  of  white 
cast  iron  and  the  microstructure  and  mechanical  properties  of  the 
malleable  iron  obtained  from  the  hard  iron,  should  be  of  c^"  iderable 
interest  to  those  engaged  in  the  production  of  malleable  casft^  ,  s.  Pre- 
senting the  problem  a  Uttle  differently,  the  manufacturer  is  iivccrested 
in  the  effect  of  the  rate  of  cooling  of  the  hard  casting  on  the  mechanical 
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properties  of  the  malleable  casting  subsequently  obtained  (assuming 
constant  chemical  composition). 

In  a  recent  paper,'  micrographs  of  three  specimens  of  different  thick- 
ness annealed  at  a  common  temperature  seemed  to  indicate  that  the 
size  of  the  ferrite  and  temper-carbon  areas  increased  with  the  wall  thick- 
ness. As  far  as  we  are  aware,  no  direct  comparison  between  the  struc- 
tural characteristics  of  malleable  iron  and  the  original  white-iron  cast- 
ings of  varying  thickness  have  been  published. 

To  add  to  our  knowledge  on  this  subject,  we  secured  a  white-iron 
casting;  in  the  form  of  a  wedge,  of  the  same  composition  as  was  used  in  the 
other  experiments.  Figs.  21, 23,  and  25  show  the  structure  of  three  cross 
sections  corresponding  to  the  following  dimensions.  The  section  shown 
in  Fig.  21  was  1  by  0.05  in.  (25.4  by  0.127  mm.);  that  shown  in  Fig.  23 
was  1  by  0.25  in.  (25.4  by  0.64  mm.) ;  and  that  shown  in  Fig.  25  was  1  by 
0.45  in.  (25.4  by  1.14  mm.). 

As  might  be  expected,  the  rapid  cooling  in  the  lightest  section  (Fig.  21) 
has  produced  a  finely  divided  mixture  of  pearlite  and  cementite  and  the 
structural  elements  become  coarser  as  the  wall  thickness  increases,  i.e., 
as  the  rate  of  cooling  decreases. 

The  three  specimens  were  then  packed  in  sand  and  annealed  with  the 
bars  of  Anneal  VI  (Table  3) ;  the  resulting  structures  are  shown  in  Figs. 
22,  24,  and  26. 

A  comparison  of  the  hard-iron  structures  and  the  corresponding  malle- 
able structures  indicates  that:  (1)  the  finer  the  hard-iron  structures  the 
finer  will  be  the  ferrite  grain  and  temper-carbon  areas  of  the  malleable 
iron;  (2)  the  effect  of  the  wall  thickness,  and  therefore  the  rate  of  cooling 
of  the  white  cast  iron,  is  more  pronounced  in  the  case  of  the  temper- 
carbon  areas  than  in  the  case  of  the  ferrite. 

Although  no  tensile  data  was  obtained  in  this  experiment,  direct 
comparison  of  the  structures  described  with  those  corresponding  to 
known  tensile  properties  leads  to  the  conclusion  that  variations  in  wall 
section  cause  more  pronounced  variations  in  mechanical  properties  than 
can  be  attributed  to  the  thermal  gradient  incidental  to  ordinary  mill 
anneal.  Doubtless  poor  mechanical  properties  are  often  obtained  due  to 
the  additive  effect  of  a  very  high  anneaUng  temperature  and  a  heavy 
wall  section. 

Notes  on  Mechanics  of  Graphitization  of  Normal  White 
Cast  Iron  as  Observed  in  Specimens  Quenched 

AT  Approximately  800®  C. 

Briefly  stated,  the  completely  cooled  normal  white  iron  consists  of 
pearUte  and  cementite.    There  are,  however,  four  kinds  (from  the  view- 

7  Bean.  Highriter  and  Davenport:  Fractures  and  Microstructures  of  American 
Malleable  Cast  Iron.     Trans.  Amer.  Foundrymen's  Assn.  (1920)  29. 

VOL.   LXVII. — 31 
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point  of  origin  and  state  of  aggregation)  of  cementite,  namely:  massive 
pro-eutectic  cementite,  eutectic  cementite,  pro-eutectoid  cementite, 
eutectoid  cementite  (pearlite). 

In  some  instances,  it  is  possible  to  distinguish  all  of  these  elements 
within  a  rather  limited  area;  more  often,  however,  we  are  unable  to  make 
these  deductions  with  any  degree  of  assurance.  The  massive  pro- 
eutectic  cementite  results  from  supercooling  as  indicated  by  the  pro- 
longation of  line  AB  in  Fig.  27. 


^a 


JjO  XO  4.0 


Fig.  27. — Iron-carbon  equilibrium  diagram. 


Fig.  1  is  typical  of  the  structure  of  rapidly  cooled  cast  iron.  The 
ledeburite  (eutectic)  in  the  lower  right-hand  corner  is  small  in  amount 
because  of  the  large  amounts  of  structurally  free  cementite  resulting 
from  supercooUng;  the  pro-eutectoid  cementite  is  in  the  form  of  needlelike 
areas.  The  dark  areas  consist  of  pearlite  formed  by  the  transformation 
of  the  austenite  at  the  Ai  point. 

Much  has  been  written  on  the  general  subject  of  the  graphitization 
of  gray  and  malleable  iron.  The  earlier  investigators  in  this  field 
apparently  believed  that  it  is  essentially  the  structurally  free  and  meta- 
stable  cementite  that  decomposes  at  the  higher  temperatures  to  form 
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ferrite  and  graphite,  or  temper  carbon.  More  recently,  however,  several 
investigators,  notably  Storey, '^  Archer,^  and  Merica*°  have  suggested 
the  possibility  of  graphitization  direct  from  solid  solution.  The  writers 
have  been  of  this  opinion  for  some  time  and  submit  micrographs  that, 
although  not  necessarily  conclusive  on  this  point,  tend  to  indicate  that, 
under  ordinary  treatment  of  white  cast  iron,  temper  carbon  is  formed 
directly  from  the  solid-solution  areas  and  riot,  in  general,  from  the  mas- 
sive cementite  areas. 

Specimens  of  white  cast  iron  of  normal  composition  (i.e.,  same  com- 
position as  used  in  critical  point  annealing  experiments)  were  packed  in 
sand  in  small  fireclay  containers.  The  containers  were  then  placed  in 
an  electric-resistance  muffle  furnace  and  heated  to  SOO^'C.  At  predeter- 
mined intervals,  arbitrarily  chosen,  one  specimen  was  drawn  from  the 
furnace  and  quenched  by  throwing  the  container  into  a  large  body  of 
cold  water.  The  containers  were  opened  as  soon  as  they  struck  the 
water  and  the  specimens  subjected  to  the  quenching  action.  The 
marking  and  treatment  of  the  specimens  are  summarized  in  Table  5. 

Table  5 

Specimen   No.  Treatment  Spbcimbn  No.  Treatment 

GO Quenched  after  reaching  800°  C.  G5 Quenched  after  18  hr.  at  800°  C. 

Gl Quenched  after  3  hr.  at  800°  C.  G6 Quenched  after  25  hr.  at  800°  C. 

G2 Quenched  after    8  hr.  at  800°  C.  G7 Quenched  after  48  hr.  at  800°  C. 

G3 Quenched  after  12  hr.  at  800°  C.  GS  . . . . .  Quenched  after  60  hr.  at  800°  C. 

G4 Quenched  after  15  hr.  at  800°  C. 

Discussion  of  Microstructure  Obtained 

Figs.  28  to  36  show  the  microstructures  representative  of  each  speci- 
men in  the  series  at  100  diameters;  Figs.  37  to  45  show  the  same  speci- 
mens at  higher  magnifications.  It  is  evident  that  during  the  earlier 
stages  of  anneal,  the  only  visible  changes  taking  place  are  the  coarsening 
of  the  pearlite  lamellse  and  perhaps  a  slight  spheroidizing  of  the  pro- 
eutectoid  cementite,  as  shown  by  Figs.  28,  29,  37,  and  38.  Temper 
carbon  was  first  positively  identified  in  the  specimen  quenched  after 
12  hr.  annealing  (Fig,  31).  The  presence  of  temper  carbon  in  the 
specimen  quenched  after  8  hr.  annealing  is  extremely  doubtful  (Fig.  30). 

In  these,  and  other  observations  made  by  us,  the  temper  carbon  in 
quenched  specimens  seems  to  be  coincident  with  the  appearance  of 
troostite  or  martensite.  This  would  seem  to  signify  that  no  appreciable 
amount  of  temper  carbon  is  precipitated  until  a  saturated  solution  is 


*  O.  W.  Storey:  Researches  in  Annealing  Process  for  Malleable  Castings.  Trans, 
Amer.  Foundry  men's  Assn.  (1914)  23,  460. 

•  Loc.  cit 

I'*  Merica  and  Gurevich:  Graphitization  of  White  Cast  Iron  upon  Annealing. 
Tran%.  (1920)  62,  509. 
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Fio.   38, — Qdenched  after   3  hr,   at  Fia.   39. — Q' 

800'  C.     X  1000.  800°  C.     X  1000. 

Specihbnb  wbiui  etchhd  with  G  psb  cxht.  nitric  acid 
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'ER  20  HK.  AT  Fig.  49. — QuENCHXti  afteii  2( 

X  600.  800'  C.     X  500. 

SHOW  TBMPBH   CARBON   BPOTB   IN   SOLID   BOLUTION  AKEA8. 
MENS  WERE  ETCHED  WITH  5  PER  CENT.  NITRIC  ACTO  IN  ALCOHOL. 
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formed.  Figs.  39,  40,  41,  43,  and  45,  representative  of  quenched  speci- 
mens highly  magnified,  show  the  structure  to  consist  essentially  of  mas- 
sive and  spheroidized  cementite  in  a  matrix  of  martensite  or  troostite  or  a 
mixture  of  the  two.  The  dark  areas  in  the  matrix  (Figs.  41,  43,  44,  45) 
are  troostitic  and  are  not  to  be  mistaken  for  temper  carbon.  A  typical 
temper  carbon  spot  at  high  magnification  is  shown  in  Fig.  42;  this  is 
apparently  embedded  in  a  matrix  of  fine-grained  martensite. 

As  the  time  of  anneal  increases,  the  size  and  number  of  the  temper- 
carbon  areas  increase,  as  might  be  expected.  Although  it  is  impossible 
to  make  any  positive  statement  regarding  the  structural  element  giving 
birth  to  temper  carbon  during  the  early  stages  of  graphitization,  we 
believe  from  certain  quenched  samples,  e.g.,  Figs.  31  to  34,  that  the  temper 
carbon  was  first  precipitated  in  appreciable  amounts  in  the  solid-solution 
areas  and  not,  in  general,  in  the  patches  of  massive  cementite.  As 
additional  evidence  we  are  including  four  micrographs  of  two  specimens, 
one  quenched  after  21  hr.  at  780°  C.  (Figs.  46  and  47)  and  the  other 
quenched  after  20  hr.  at  800**  C.  (Figs.  48  and  49).  In  the  specimens 
quenched  after  25  hr.,  the  temper  carbon  areas  are  very  bulky;  conse- 
quently, little  can  be  said  regarding  the  structural  conditions  prior  to 
graphitization.  It  is  possible,  however,  that  during  the  later  stages  of 
separation  some  of  the  massive  cementite  also  undergoes  decomposition. 

It  is  not  unlikely  that  slight  fluctuations  in  temperature  during  the 
effective  annealing  period  may  play  an  important  part  in  the  formation  of 
temper  carbon.  After  the  austenite  has  become  saturated  with  carbon, 
whether  it  is  in  the  form  of  cementite  or  as  atomic  carbon,"  a  slight  drop 
in  the  temperature  would  render  the  austenite  supersaturated  at  the 
lower  temperature  and  carbon  would  be  rejected,  apparently  as  temper 
carbon.  As  temper  carbon  is  less  soluble  than  cementite  in  gamma  iron, 
when  the  temperature  rises  the  austenite  would  become  saturated  at 
the  expense  of  the  structurally  free  cementite.  Thus  alternate  precipita- 
tion and  saturation  take  place  throughout  the  anneal;  moreover,  further 
separation  of  temper  carbon  takes  place  during  the  slow  cooling  following 
the  anneal  since  the  solubility  of  carbon  in  austenite  decreases  with 
falling  temperature.  In  properly  annealed  malleable  castings  little 
combined  carbon  can  be  found,  either  analytically  or  micrographically, 
and  we  are  inclined  to  believe  that  the  iron-graphite  eutectoid  is  at 
approximately  zero  per  cent,  carbon. 

DISCUSSION 

Samuel  Epstein,*  Washington,  D.  C.  (written  discussion). — On  page 
467,  the  authors  say:  "The  exact  temperature  at  which  carbon  begins  to 


"  As  a  result  of  recent  investigations  by  means  of  the  X-ray  spectrometer,  Jeffries 
states  that  ^'the  carbon  in  austenite  is  present  as  individual  atoms."  Chem,  &  Met. 
Eng.  (1921)  24,  1057. 

*  Physical  Chemist,  Bureau  of  Standards. 
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form  has  been  greatly  disputed.  Some  investigators  believe  that  the 
change  is  initiated  at,  or  slightly  above,  the  Ai  point;  others  hold  that 
graphitization  can  take  place  below  the  lower  critical  temperature.  This 
point  will  be  discussed  elsewhere  in  this  paper  and  some  experimental 
results  bearing  on  the  subject  will  be  offered."  The  discussion  of  this 
point  and  the  presentation  of  the  experimental  results  have  been  omitted 
by  the  authors.    However,  experiments  of  a  direct  and  decisive  nature 


Fio.  50.  Fio.  «1. 

Fia.  50.— White  cast  ibon  heated  fob  288  hb.  at  500°  C. 

Fio.  51. — Whitb  cast  iron  heated  fok  288  hr.  at  600°  C.  Etching  e 
2  FEB  cent,  alcoholic  NiTBic  ACID.  X  500.  Afteb  hbatino  at  500°  C.  NO 
obaphitizatiok  can  be  detectbdbiit  at600°C.  appreciable  auocnts  of  oraphitk 
abe  formed. 


have  been  carried  out  by  the  Bureau  of  Standards,  which  it  is  believed 
settle  this  matter  definitely.  The  results  show  that  considerable  graphitic 
zation  takes  place  after  prolonged  heating,  at  temperatures  as  low  as 
600°  C,  in  both  gray  and  white  cast  iron. 

Figs.  50  and  51  show  photomicrographs  of  white  cast  iron  heated  in 
an  atmosphere  of  nitrogen  for  288  hr.  at  500°  C.  and  600°  C,  respectively. 
No  graphitization  could  be  detected  in  the  specimen  after  heating  at 
500°  C,  but  at  600°  C.  appreciable  amounts  of  graphite  were  found  to  be 
present;  in  the  gray  iron,  graphitization  at  600°  C.  is  even  more  pro- 
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nouDced.  Fig.  52  shows  the  extent  of  graphitization  occurring  after 
heating  144  hr.  Originally  the  structure  of  the  matrix  consisted  of 
pearlite  with  large  amounts  of  excess  cementite ;  after  heating,  the  pearlite 
was  removed  entirely,  having  been  converted  into  graphite  and  ferrite. 
The  thin  lamellae  of  pearlitic  cementite  were  decomposed  though  the 
larger  masses  of  hypereutectoid  cementite  were  appareiTtly  unaffected. 
The  original  compositions  of  the  cast  irons  were: 

Total  M*«-  Pbo»-        aouoB,      Silicon,     Gbaphitic  Coubiked 

CuBOH,        OAHUI,         PHOHUI,  PeB  PCB  CaRBON.         CaHBON, 

Per  Pi>  Pib  Cent.         Cent.  Peb  Peb 


These  experiments  were  conducted  primarily  for  determining  the 
maximum  allowable  temperature  for  the  annealing,   or  "pitting,"   of 


Fio.  62.— Gray  cast  iron  heated  i-ob  144  hr.  at  600°  C.    Etched  first  with 

2   PER   CENT.   ALCOHOLIC    NITRIC   ACID   AND  THEN   WITH    HOT  SODIUM    PICRATB,    X  250. 

The  white  UACKaROUNo  is  c'Brrite,  in   which  the  grain  boundaribs  abb  bb- 

WHICH    WAS    DARKENED  BI    THE    BODItlU    PICRATE   ETCHING,    THE  BLACK   PLATEB    ARE 

oBAPHrTE.  Before  bbatino,  the  structure  of  the  matrix  consisted  of  pearlite 
wrrH   EXCESS    cementite.      The    pearlitic    cementiteJ^has  been  completely 

ORAPHITIZED. 

cast-iron  car  wheels.  The  wheels  must  be  annealed,  but  there  must  not 
be  any  graphitization  of  the  chilled  treads.  As  has  been  shown,  graphiti- 
zation  occurs  after  heating  for  288  hr.  at  600°  C,  which  is  more  than  100° 
C.  below  what  is  considered  themaximum  allowable  temperature  for 
the  annealing  of  chilled-iron  wheels.  Of  course  at  600°  C.  the  time 
required  for  graphitization  is  excessive  so  that  probably  the  actual  practice 
in  the  annealing  of  car  wheels  need  not  be  changed.     Theoretically, 
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however,  the  fact  that  graphitization  may  take  place  at  temperatures 
far  below  the  lower  critical  range  is  of  the  utmost  importance. 

At  these  temperatures  the  pearlitic  cementite  is  free,  not  in  solid 
solution,  yet  it  is  partly  graphitized  in  the  white  iron  after  288  hr.  and 
completely  graphitized  in  the  gray  cast  iron  after  144  hr.  Free  cementite, 
then,  may  be  graphitized  directly  at  a  temperature  as  low  as  600°  C. 
Indeed  as  complete  graphitization  cannot  occur  above  the  Ai  temperature 
for,  as  shown  by  Archer,^*  above  that  temperature  graphite  goes  into 
solution,  the  final  stages  of.  graphitization  in  the  malleableizing  process 
must  occur  below  the  Ai  point,  from  the  cementite  that  is  precipitated 
out  at  that  point  and  therefore  not  from  solid  solution.  It  appears  that 
the  reason  why  the  large  masses  of  hypereutectoid  cementite  are  not 
completely  graphitized  at  the  low  temperatures  is  because  graphitization, 
like  any  other  chemical  reaction,  takes  place  much  more  slowly  for  large 
bodies,  as  in  the  case  of  the  hypereutectoid  cementite,  than  for  smaller 
masses,  as  in  the  case  of  the  pearlitic  cementite  lamellae.  At  any  rate, 
it  seems  that  in  the  malleableizing  process,  where  higher  temperatures 
are  used,  graphitization  directly  from  cementite,  that  is  not  from  a  solid 
solution,  comprises  a  larger  proportion  of  the  total  graphitization  than 
the  authors  apparently  suppose.  As  they  must  realize,  the  question  of 
the  physical  and  chemical  mechanism  of  graphitization  still  remains  a 
problem  on  which  the  experimental  data  are  so  meager  and  inconclusive 
that  we  cannot  do  much  more  than  speculate  about  it.  The  fact,  how- 
ever, that  graphitization  may  occur  at  a  temperature  as  low  as  600°  C. 
has  been  proved  by  direct  experiment. 

H.  A.  Schwartz,*  Cleveland,  Ohio  (written  discussion). — The  writer's 
critical  points,  referred  to  by  the  authors,  are  not  entitled  to  too  much 
weight,  for  at  that  time  a  satisfactorily  sensitive  pyrometer  equipment 
was  not  available.  The  determinations  were  made  on  a  commercial  hard 
iron  of,  now,  unknown  composition.  Possibly  the  carbon  may  have 
been  2.60  or  2.70  per  cent,  and  the  silicon  around  0.75  per  cent.  Deter- 
minations were  made  by  the  method  used  by  the  authors,  but  counting 
the  peaks  as  the  critical  points.  Recent  precise  work  in  this  laboratory 
would  lead  us  to  expec*^,  the  Ai  point  at  about  750°  C. 

While  Phillips  and  Davenport  do  not  stress  the  point,  it  is  noteworthy 
that  they  find  Aci  iti  hard  iron  lower  than  in  malleable;  this  the  writer 
believes  to  be  a  fact,  and  a  part  of  the  work  of  this  laboratory  was  to 
confirm  the  observation  that  Ai  in  the  stable  system  is  higher  than  in  the 
metastable.  The  writer  is  gratified  that  this  fact,  first  demonstrated  so 
far  as  he  knows  by  his  coworkers,  is  now  independently  confirmed  by  the 
authors.  Their  Ari  point  in  malleable  iron  is,  we  believe,  the  metastable 
point;  in  some  of  our  work,  we  feel  that  evidence  was  found  of  the  exis- 
tance  of  the  critical  points  of  both  systems  in  the  same  specimen. 

*  Research  Laboratory,  The  National  Malleable  Castings  Go* 
1*  Graphitization  of  White  Cast  Iron.     See  page  445  et  seq. 
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The  writer  has  frequently  had  occasion  to  emphasize  the  identity  of 
temper  carbon  and  graphite;  this  identity  has  more  recently  been  con- 
firmed on  the  basis  of  radiographic  methods  by  other  observers.  The 
geometric  distribution  is  apparently  solely  dependent  on  the  plasticity, 
hence  on  the  temperature  of  the  material  in  which  the  carbon  grows 
The  presence  of  proeutectic,  massive  cementite,  so  characteristic  of  ail 
white  iron,  is  ably  shown  to  be  due  to  supercooling,  forming  an  interesting 
and  important  contribution  to  our  interpretation  of  micrographs  of  hard 
iron.  Certain  work  in  progress  in  this  laboratory  apparently  further 
elucidates  this  explanation  in  the  light  of  the  diagram  for  the  ternary 
system  C-Si-Fe. 

The  principle  that  graphitization  is  always  initiated  in  the  solid  solu- 
tion and  not  in  the  cementite  is  probably  generally  accepted;  the  authors' 
photomicrographs  record  the  evidence  very  well.  While  subscribing 
to  their  conclusions  the  writer  cannot  forbear  to  record  the  observation 
that  cementite,  isolated  from  hard  iron,  graphitizes  very  rapidly. 

The  writer  cannot  subscribe  to  the  view  that  "  carbon  in  austenite  is 
present  as  individual  atoms''  if  this  view  precludes  the  possibility  of  other 
forms  of  carbon  in  the  solute.  The  evidence  depends  on  the  apparent 
existence  of  two  distinct  series  of  solid  solutions  and  is  reserved  for  later 
independent  publication. 

A  year  ago  the  writer  would  have  received  gladly  the  conclusion  that 
the  "the  iron-graphite  eutectoid  is  approximately  at  zero."  Recently 
evidence  has  accumulated  that  indicates  either  that  the  Atm  line  (the  line 
in  the  stable  system  corresponding  to  Acm  in  the  metastable,  tm  from 
"temper  carbon)  either  has  a  sharp  inflection  just  above  Ai  or  else  inter- 
sects Ai  at  about  0.50  per  cent,  carbon.  A  further  discussion  is  withheld 
for  later  publication  pending  further  investigation. 

The  writer  calls  attention  to  his  paper  on  effect  of  machining  and 
of  cross-section  on  the  tensile  properties  of  malleable  cast  iron"  for 
physical  tests  supplementing  the  authors'  conclusions  on  the  effect  of 
thickness  of  wall  sections.  It  is  unfortunate  that  time  did  not  permit 
of  more  accm^ate  work  correlating  tensile  properties  with  heat  treatment. 
Cooling  rates  are  extremely  important  variables  in  this  respect;  and  the 
fact  that  this  feature  was  not  worked  and  that  anneal  was  completed 
only  at  the  higher  temperatures  rather  minimizes  the  utility  of  this 
particular  phase  of  the  authors'  work. 

A.  E.  White,*  Ann  Arbor,  Mich,  (written  discussion). — The  authors 
^call  attention  to  the  apparent  lack  of  complete  agreement  among  various 
investigators  on  the  true  critical  points  in  malleables.    Lack  of  agreement 


"  Proc.  A.  S.  T.  M.  (1920). 

*  Professor  of  Chemical  Engineering,  University  of  Michigfm. 


DISCUSSION  493 

is  doubtless  caused  more  by  variations  in  composition  and  variations  in 
the  initial  condition  of  the  carbide  than  by  inaccuracies  on  the  part  of 
those  making  the  determinations. 

The  statement  "It  has  long  been  known  that  extremely  high  tem- 
peratures will  cause  so-called  burned  castings"  is  misleading.  It  is  not 
the  high  temperature  but  the  oxidizing  atmosphere,  the  activity  of  which 
is  greatly  increased  by  the  high  temperature,  that  results  in  the  produc- 
tion of  so-called  burned  castings;  high  temperature  in  a  neutral  or  reduc- 
ing atmosphere  will  not  produce  burned  castings. 

The  temperature  record  of  mill  anneal  shows  how  far  from  ideal  is 
the  present  box-type  furnace,  presumably  the  kind  used  and  without 
doubt  one  of  the  best  of  its  kind.  During  the  "at  heat"  period,  the 
temperature  diflFerence  between  two  different  locations  in  the  furnace 
was  nev^r  less  than  200°  F.  The  time  at  heat  was  in  one  location  nearly 
double  that  in  another,  or  150  hr.  compared  to  86  hr.  and  the  time  "to 
reach  heat"  was  ten  times  greater  in  one  locatioin  that  in  another,  or 
60  hr.  in  the  one  case  compared  with  6  hr.  in  the  other.  Such  conditions 
do  not  represent  good  furnace  design;  they  indicate  that  the  metallurgical 
operation  has  been  called  upon  to  adapt  itself  to  the  design  of  the  furnace 
employed  rather  than  for  the  design  of  the  furnace  to  be  based  on  the 
service  it  must  render. 

The  results  of  the  tests  in  Table  2  indicate  the  wide  latitude  possible 
in  the  annealing  cycle.  But  for  that,  attempts  to  procure  closer  appreca^ 
tion  of  the  time  conditions  which  occur  in  the  conversion  of  white  iron  to 
malleable  would  doubtless  have  been  started  earlier.  These  tests  indicate 
that  not  only  is  the  metal  annealed  imder  the  two  sets  of  conditions  "of 
reasonably  high  quality"  but  also  that  there  is  appreciably  little  difiference 
between  the  average  quality  of  the  two  grades.  For  some  reason  or 
other,  though,  the  samples  annealed  at  the  higher  temperature  seem  to  be 
somewhat  more  uniform. 

Tests  III  through  IX  present  much  interesting  data.  From  work 
done  in  the  laboratories  at  the  University  of  Michigan,  we  can  confirm  the 
authors'  statement  that  the  cause  of  the  partial  white  fractures  in  test 
III  was  caused  by  too  rapid  cooling  through  the  critical  range.  From 
800**  C.  (1472°  F.)  to  650°  C.  (1202°  F.),  the  rate  should  not  exceed  4°  C. 
or  7°  F.  per  hr.  The  time  at  heat  in  both  this  test  and  also  in  test  IV 
is  much  too  long;  4  hr.,  and  probably  2  hr.,  would  have  been  suflScient. 
Tests  we  have  conducted  also  demonstrate  that  the  failure  to  procure 
complete  malleableization  in  Tests  V,  VII,  VIII,  and  IX  was  the  result  of 
holding  the  samples  at  the  at-heat  period  too  short  a  time.  This  period 
in  test  V  should  have  been  doubled,  probably  at  the  very  least,  and  in 
tests  VII,  VIII,  and  IX  it  should  probably  have  been  trebled. 

The  marked  high  strength  of  the  samples  in  test  III  is  undoubtedly 
due  to  the  combined  carbon  present.    The  same  explanation  holds  true 
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for  the  high  strengths  of  the  bars  in  tests  VII,  VIII,  and  IX.  It  is 
unfortunate  that  no  chemical  analyses  of  the  bars  were  submitted,  for 
a  much  clearer  conception  of  the  degree  of  malleableization  could*  then 
have  been  obtained  than  solely  by  a  metallographic  examination. 
With  reference  to  the  mechanics  of  graphitization  the  photomicro- 
graphs furnish  excellent  evidence,  supporting  the  theory  that  the  graphite 
forms  from  the  carbides  in  solid  solution.  In  none  of  the  photomicro- 
graphs submitted,  and  in  fact  in  none  that  the  writer  has  seen,  does  the 
graphite  give  an  indication  of  forming  from  excess  cementite.  In  Figs.  31 
to  36,  42,  46  to  49,  the  graphite  seems  to  be  superimposed  on  that  part 
of  the  carbide  which,  at  temperatures  above  the  critical,  is  in  a  state 
of  solid  solution.  In  fact,  in  many  of  the  photomicrographs  the  graphite 
seems  to  have  absolutely  no  contact  with  the  excess  cementite.  It  is 
appreciated  that  these  conclusions  are  drawn  from  studies  of  twb  dimen- 
sions, whereas  that  which  we  are  considering  is  of  three  dimensions.  Yet, 
since  the  evidence  from  the  two  dimensional  angle  is  sufficiently  striking 
to  draw  attention,  we  cannot  help  but  question  if  we  have  not  before  us 
visual  evidence  of  the  nature  of  the  precipitation  of  the  graphite. 

R.  S.  Archer,  Cleveland,  Ohio  (written  discussion). — ^The  changes 
involved  in  the  process  of  converting  white  iron  to  malleable  iron  are,  as 
the  authors  state,  "extremely  compUcated  and  not  thoroughly  under- 
stood." They  are  moreover  interesting  from  the  metallographic  stand- 
point, and  quite  important  from  the  practical  standpoint.  Of  particular 
interest  are  the  observations  that  'Hhe  ferrite  grain  size  increases  with 
the  temperature  and  probably,  with  the  time  of  anneal; "  and  that  "the 
finer  the  hard-iron  structures  the  finer  will  be  the  ferrite  grain  and  temper- 
carbon  areas  of  the  malleable  iron."  These  facts  are  to  be  expected, 
but  published  evidence  of  them  is  lacking. 

Evidence  is  presented  in  favor  of  the  proposition  that  the  graphite 
forms  directly  from  solid  solution  rather  than  by  decomposition  of  a 
structurally  free  cementite.  On  page  '483,  it  is  stated  that  "the  temper 
carbon  in  quenched  specimens  seems  to  be  coincident  with  the  appearance 
of  troostite  or  martensite.  This  would  seem  to  signify  that  no  appreci- 
able amount  of  temper  carbon  is  precipitated  until  a  saturated  solution 
is  formed."  This  is  supposedly  only  after  12  hr.  at  800**  C.  The  heating 
curve  of  white  iron  given  indicates  that  the  formation  of  the  solid  solution 
was  practically  completed  by  the  time  800°  C.  was  reached.  Further- 
more the  coarsening  of  the  pearlite  lamellae,  which  was  observed  before 
the  precipitation  of  temper  carbon,  could  take  place  only  by  precipitation 
of  cementite  from  a  solution  supersaturated  with  respect  to  particles  of 
this  size.  The  failure  to  obtain  martensite  or  troostite  in  some  of  the 
specimens  can  be  attributed  to  the  slowness  of  quenching  (in  fireclay 
containers)  more  reasonably  than  to  incomplete  solution. 
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Like  the  authors,  the  writer  has  tried  to  determine  the  source  of  the 
initial  graphite  precipitation  by  observing  the  location  of  the  first  visible 
spots.  Sometimes  these  have  been  in  the  areas  representing  the  original 
primary  austenite  and  sometimes  they  have  encroached  on  the  massive 
cementite;  even  when  they  lie  completely  in  the  primary  austenite  areas, 
there  is  no  evidence  that  they  formed  from  the  solid  solution.  These 
areas  contain  an  excess  of  cementite  over  the  amount  soluble  at  800°  C, 
as  shown  in  some  of  the  photomicrographs.  The  graphite  may  well 
have  formed  from  these  particles  which,  because  of  their  greater  surface 
area,  are  probably  less  stable  than  the  massive  cementite. 

While  the  mechanism  of  the  first  formation  of  graphite  is  still  a  ques- 
tion, there  is  little  doubt  that  some  graphitization  takes  place  directly 
from  soUd  solution.  The  "bull's  eye"  structure.  Fig.  10,  consists  of  a 
nucleus  of  temper  carbon  surrounded  by  a  ring  of  ferrite,  which  is  in  turn 
bordered  by  pearUte  or  sorbite.  Long  heating  below  Ai  results  in  the 
widening  of  the  ferrite  ring  and  the  complete  elimination  of  combined 
carbon.  This  process  must  take  place  by  the  diffusion  of  carbon  from 
the  pearlite  through  the  ferrite  to  the  graphite.  Small  as  is  the  solubiUty 
of  cementite  in  ferrite,  that  of  graphite  is  less,  so  the  cementite  dissolves 
and  the  carbon  is  reprecipitated  on  the  graphite.  It  is  not  conceivable 
that  the  carbon  is  reprecipitated  as  cementite  on  the  graphite  nucleus, 
subsequently  to  decompose,  for  we  would  then  have  a  small  cementite 
crystal  precipitated  from  a  solution  saturated  with  respect  to  larger 
cementite  particles  and  hence  undersaturated  with  respect  to  the 
small  crystal. 

The  last  sentence  says,  "In  properly  annealed  malleable  castings 
little  combined  carbon  can  be  found,  either  analytically  or  micrographi- 
cally,  and  we  are  incUned  to  believe  that  the  iron-graphite  eutectoid  is  at 
approximately  zero  per  cent,  carbon."  The  writer  agrees  that  the 
combined  carbon  content  can  be  reduced  to  a  very  small  amount,  certainly 
less  than  0.05  per  cent.,  but  he  does  not  agree  that  the  iron-graphite  eutec- 
toid is  at  or  near  zero  per  cent,  carbon.  In  the  paper  to  which  the  authors 
refer,  the  writer  reached  the  conclusion  that  the  iron-graphite  eutectoid 
is  practically  identical  with  the  iron-cementite  eutectoid,  and  hence  near 
0.70  per  cent,  carbon  in  irons  containing  approximately  1.0  per  cent, 
silicon.  This  discrepancy  in  our  views  is  chiefly  due  to  different  interpre- 
tations of  the  term  "iron-graphite  eutectoid,"  rather  than  to  different 
conceptions  of  the  facts.     The  writer's  interpretation  is  as  follows: 

In  the  equiUbrium  diagram,  the  iron-graphite  eutectoid  point  is  the 
intersection  of  the  solubility  curve  of  graphite  in  austenite  with  the  solu- 
bility curve  of  ferrite  in  austenite.  The  ferrite  curve  is  exactly  the  same 
as  in  the  iron-cementite  system,  being  altered  of  course  by  variations  in 
silicon  content.  For  this  intersection  to  come  at  zero  per  cent,  carbon, 
the  temperature  (Aei  stable)  would  have  to  be  at  As  of  a  carbonless  iron 
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containing  the  amount  of  silicon  in  question — ^that  is,  near  900°  C. 
Heating  an  annealed  iron  at  any  temperature  below  this  would  not  cause 
any  absorption  of  graphite,  and,  conversely,  it  would  be  possible  to  obtain 
complete  graphitization  by  annealing  entirely  at  temperatures  around 
850®  C.  These  suppositions  are  obviously  incorrect,  so  the  eutectoid 
temperature  must  be  well  below  900°  C.  and  the  carbon  content  well 
above  zero  per  cent. 

If  specimens  of  completely  graphitized  iron  are  heated  to  successively 
higher  temperatiu^s,  beginning  at  say  700°  C,  there  will  be  no  absorption 
of  carbon  until  a  certain  temperature  is  reached  which  is  the  iron-graphite 
eutectoid  temperature,  or  the  Aci  point  of  the  iron-graphite  system. 
At  this  point  absorption  will  begin  and,  if  sufficient  time  is  allowed,  will 
take  place  to  the  extent  of  about  0.70  per  cent,  carbon.  Assiuning 
that  this  temperature  is  750°  C,  a  specimen  heated  for  a  long  time  at 
745°  C.  and  quenched  would  show  no  combined  carbon,  whereas  a  speci- 
men heated  for  a  long  time  at  765°  C.  and  quenched  would  show  about 
0.70  per  cent,  combined  carbon.  In  other  words,  the  solubility  of  carbon 
increases  sharply  from  near  zero  to  some  definite  and  appreciable  value, 
which  the  writer  believes  is  about  0.70  per  cent.  The  same  facts  should 
be  brought  out  by  approaching  equilibrium  from  the  other  direction. 
That  is,  a  white  iron  annealed  sufficiently  long  at  755°  C.  should  reach 
a  state  of  equilibrium  in  which  the  combined  carbon  content  is  about 
0.70  per  cent.,  but  if  the  annealing  temperature  is  745°  C,  equilibrium 
should  be  reached  at  practically  zero  per  cent,  combined  carbon. 

This  brings  out  the  true  significance  of  the  "critical  temperature" 
in  connection  with  malleable  castings.  This  temperature  is  the  Aei 
point  of  the  iron-graphite  system;  it  lies  theoretically  above  the  Aei 
temperature  of  the  iron-cementite  system  but  probably  is  practically 
identical  with  that  temperature;  it  is  important  because  it  is  the  tempera- 
ture above  which  complete  graphitization  is  impossible. 

In  addition  to  the  results  given,  in  Table  1  and  Fig,  6,  on  the  location 
of  the  thermal  critical  points,  attention  should  be  called  to  the  values 
given  for  siUcon  steels  by  Scott  and  for  cast  iron  by  White  in  discussion 
of  my  paper.^*  For  two  specimens  of  cast  iron,  White  found  Aci  at 
771°  C.  and  782°  C,  and  Ari  at  737°  C.  and  743°  C.  For  a  steel  contain- 
ing  0.50  per  cent,  carbon  and  0.90  per  cent,  silicon,  Scott's  curves  show 
Aci  at  760°  C,  and  Ari  at  690°  C.  The  writer's  conclusions  on  the  sub- 
ject will  be  found  in  his  reply  to  discussion.  ^*^  The  following  paragraph 
quoted  from  this  reply  offers  an  explanation  of  the  fact  that  Ari  is  usually 
found  at  lower  temperatures  in  graphitized  irons  than  in  white  irons,  and 
of  the  still  lower  temperatures  found  by  Scott  for  hypereutectoid  steels: 

i*This  vol.,  p.  453. 
"This  vol.,  p.  462. 
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''Schwartz  has  referred  toBean's  values  of  727°  C.  for  ilri  of  an  annealed 
iron  and  of  ^746°  C.  for  a  corresponding  white  iron  and  takes  this  as  evi- 
dence that  the  critical  point  of  the  stable  system  is  below  that  of  the 
metastable.  The  writer's  interpretation  of  these  figures  is  different. 
In  the  first  place,  the  phase  change  recorded  as  Ari  in  the  cooling  curves 
is  identical  in  the  two  irons.  If  an  annealed  malleable  iron  is  heated  above 
the  critical  temperature,  part  of  the  graphite  goes  back  into  solution; 
then  on  cooling  at  a  rate  suitable  for  taking  a  cooling  curve,  most  of  the 
carbon  of  this  soUd  solution  is  precipitated  in  the  form  of  pearlite.  The 
Ari  of  the  cooling  curve  is,  therefore,  the  temperature  of  the  pearlite 
transformation  on  cooling,  whether  the  specimen  is  malleable  iron  or 
white  iron.  The  fact  that  Ari  occurs  at  a  higher  temperature  in  the  white 
iron  is  due  simply  to  the  presence  of  an  abundance  of  structurally  free 
cementite  nuclei,  which  are  practically  absent  in  the  annealed  iron. 
Doctor  Howe  has  shown  that  the  Avi  point  of  a  eutectoid  steel  can  be 
depressed  by  increasing  the  maximum  temperature  to  which  the  steel  is 
heated,  because  of  the  more  thorough  destruction  of  cementite  nuclei. 
This  effect  is  accentuated  in  the  present  case  because  of  the  great  amount 
of  free  cementite  in  the  white  iron." 
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Forgeability  of  Iron-nickel  Alloys 

Bt  T.  D.  Yensen,*  M.  Sc,  E.  E.,  East  Pittsburgh,  Pa. 

(New  York  Meeting,  February.  1920) 

In  the  investigation  of  the  magnetic  properties  of  iron-nickel  alloys," 
it  was  found  necessary  in  order  to  make  the  alloys  f orgeable,  or  malleable, 
to  add  small  quantities  of  some  other  element. 

Iron-nickel  alloys  have  been  known  for  nearly  a  century,  buthaie 
been  made  in  commercial  quantities  only  since  1885.  Their  remarkable 
mechanical  properties  were  disclosed  by  Riley  in  1889  and  from  that 
time  on  a  large  amount  of  research  work  has  been  done  both  to  discover 
new  properties  and  to  correlate  the  results  obtained.'  Lately  the  Bureau 
of  Standards  has  collected  the  published  data  in  a  special  circular' 
giving  in  compact  form  an  account  of  the  properties  of  the  iron-nickel  al- 
loys. It  also  contains  a  clear  historical  sketch  of  the  development  as 
well  as  a  selected  bibliography. 

The  chief  difficulty  with  the  development  of  iron-nickel  alloys  was 
that  the  "pure'*  alloys  do  not  forge  readily.  The  addition  of  small 
amounts  of  manganese,  however,  made  the  alloys  forgeable,  and  manga- 
nese has  therefore  come  to  be  regarded  as  a  necessary  constituent  of 
nickel  steels.  The  present  paper  shows  to  what  extent  manganese  is 
needed  for  various  nickel  contents  and  also  what  is  the  eflfect  of  other 
alloying  elements  on  the  forgeability.  It  also  touches  upon  the  cause 
of  forgeability  but  refers  to  other  sources  for  more  exhaustive  treatises 
on  the  subject. 

The  alloys  were  prepared  by  melting  electrolytic  iron  and  electrolytic 
nickel  with  or  without  other  alloying  elements  in  the  desired  proportions 
in  a  magnesia  crucible  in  a  vacuum  furnace  under  a  pressure  of  1  mm. 
mercury.  The  ingots,  weighing  about  2  kg.,  were  allowed  to  cool  in 
vacuo.     If  pipes  or  blowholes  were  present,  the  ingots  were  cut  in  such 


*  Research  Engineer,  Westinghouse  Research  Laboratory. 

*  Paper  presented  to  Amer.  Inst.  Elec.  Engrs.  (1920). 

*The  subject  has  been  discussed  by  Riley  (1889),  Hopkinson  (1890),  Osmond 
(1894  and  1903),  Guillaume  (1898  and  1903),  Dumas  (1902  and  1905),  and  many 
others. 

*  Invar  and  Related  Nickel  Steels,  Circular  68,  U.  S.  Bureau  of  Standards  (1916). 
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a  way  as  to  eliminate  them  if  poBslble.    Other  iagots  were  also  cut  in 
order  to  give  separate  test  pieces  for  forging  at  different  temperatureB. 

The  ingots,  or  pieces  of  ingots,  thus  prepared  were  heated  in  a  colce 
or  gas  fire  to  the  desired  temperature  and  forged  under  a  power  hammer. 
On  account  of  the  oxidizing  condition  of  the  coke  fire,  there  ia  little, 
if  any,  contamination  by  carbon  during  the  heating.  Tests  have  shown 
that  the  carbon  content  of  pure  iron  thus  heated  is  only  0.01  per  cent., 


Fio.  1. 

or  practically  the  same  as  before  heating.  If  heated  in  a  gas-fired 
furnace,  the  iron  may  absorb  0.01  per  cent,  carbon  during  the  heating. 
However,  as  far  as  the  forging  properties  are  concerned,  such  a  slight 
contamination  is  believed-  to  be  insignificant  and  the  alloys  will  be  con- 
sidered as  pure  iron-nickel  alloys  except  for  the  additions  subsequently 
recorded. 

In  Fig.  1,  the  alloys  have  been  arranged  according  to  nickel  content. 
In  most  cases  the  nickel  content  was  obtained  by  chemical  analysis; 
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in  others  the  added  nickel  is  taken  as  the  nickel  content.  The  figures 
given  for  the  other  elements  are  the  percentages  added  and  not  the  final 
composition.  In  most  cases  a  portion  of  these  elements  is  lost  because 
of  oxidation.  The  forgeability  is  visualized  by  means  of  shaded  squares; 
the  larger  the  part  that  is  shaded  the  better  is  the  forging  quality. 

The  forgeability  is  given  for  the  four  conditions:  Cold,  black  heat, 
dull  red,  and  bright  red.  Cold  means  a  temperature  of  20°  to  100®  C; 
black  means  any  temperature  below  the  appearance  of  redness,  that  is 
below  600°.;  dull  means  600°  to  900°;  and  bright,  temperatures  above 
900°.  These  conditions  were  only  estimated  by  eye,  and  consequently 
no  great  accuracy  can  be  claimed.  The  forging  operation  is  crude 
at  best,  viewed  from  a  scientific  standpoint;  the  temperature  begins 
to  decrease  as  soon  as  the  test  piece  leaves  the  fire;  and  the  rate  of  de- 
crease varies  according  to  (1)  the  size  of  the  test  piece,  (2)  character  of 
the  tongs  used,  (3)  the  atmosphere,  and  (4)  the  manipulation.  Also, 
the  method  of  forging  varies  to  a  large  extent;  no  two  blacksmiths  will 
forge  alike,  and  the  same  blacksmith  will  forge  differently  two  consecutive 
test  pieces  that  are  alike.  In  spite  of  the  effort  to  maintain  constant 
conditions,  some  variation  in  the  forging  quality  is  undoubtedly  due 
to  incidental  and  personal  elements;  and  on  account  of  the  uncertainties 
thus  introduced  it  would  be  unwarranted  to  introduce  accurate  tempera- 
ture-measuring devices. 

Forgeability  of  the  Iron-nickel  Alloys 

Up  to  7  or  8  per  cent,  nickel,  the  forgeabiUty  is  fairly  good  at  a  dull 
red  heat.  In  the  neighborhood  of  10  per  cent.,  the  forgeability  is  poor;  it  is 
again  good  for  15  per  cent,  but  poor  for  20  per  cent.,  nil  for  25,  30  and 
35  per  cent,  (except  at  a  black  heat)  and  up  to  a  high  nickel  content. 
Above  75  per  cent,  nickel,  the  forgeabiUty  is  fairly  good,  and  for  pure 
nickel  it  is  good. 

The  effect  of  silicon  on  the  forgeabiUty,  if  any,  is  very  slight.  The 
lower  alloys  seem  to  be  improved  to  a  slight  extent  by  the  addition  of 
0.2  per  cent.,  but  the  higher  alloys,  up  to  50  per  cent.,  are  unaffected. 

Aluminum,  carbon  and  magnesium  have  no  beneficial  effect  upon 
the  forgeability.  If  the  non-f orgeability  were  due  to  oxides  in  the  alloys, 
these  elements  should  have  a  very  beneficial  effect  because  they  belong 
to  the  strongest  deoxidizers  known.  These  results,  therefore,  indicate 
definitely  that  the  cause  must  be  of  a  different  character. 

Manganese,  as  was  anticipated,  makes  the  aUoys  forgeable.     The  10 
per  cent,  alloy  is  cured  by  means  of  0.1  per  cent,  manganese,  while  the  35- 
and  50-per  cent,  alloys  require  between  0.5  and  1.0  per  cent,  manganese. 
A  safe  formula  for  0-60  per  cent,  nickel  would,  therefore,  be:  . 

Per  cent,  manganese  required  =  2  per  cent,  of  nickel  content. 
Of  all  the  different  elements  tried,  titanium  has  the  most  beneficial 
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effect  upon  the  forgeability.  The  amounte  required  are  0.2  per  cent, 
for  10  per  cent,  nickel,  0.5  for  36  per  cent,  nickel,  and  0.5  for  50  per  cent 
nickel,  indicating  that  for  0-50  per  cent,  nickel: 

Per  cent,  of  titanium  required  =  1  per  cent,  of  nickel  content. 

While  this  amount  will  make  the  alloys  f orgeable,  twice  that  amount 
is  better.  The  forgeabiUty  of  the  10-per  cent,  alloy  was  perfect  at  all 
forging  temperatures  with  0.2  per  cent,  titanium  added;  this  was  also 
the  case  with  the  50-per  cent,  alloy  with  1.0  per  cent,  titanium  added. 
Consequently  a  safer  formula  would  be: 

Per  cent,  titanium  required  =  2  per  cent,  of  nickel  content. 

For  nickel  contents  above  50  per  cent,  the  data  are  insufficient  to  be 
conclusive,  but  the  indications  are  that  the  foregoing  formulas  may  be 
used  by  substituting  **iron  content"  for  "nickel  content;"  that  is,  for  50 
to  100  per  cent,  nickel: 

Per  cent,  manganese  required  =  2  per  cent,  of  iron  content. 

Per  cent,  titanium  required  =  2  per  cent,  of  iron  content. 

Microscopic  Examination 

A  number  of  the  forgeable  and  non-forgeable  alloys  in  ingot  form 
were  examined  under  the  microscope  in  order  to  discover  any  possible 
difference  in  structure  that  might  explain  the  different  behavior  under 
the  hammer.    The  following  alloys  were  examined.* 

2  Ni  227,  20  per  cent,  nickel,  non-forgeable. 

2  Ni  240,  20  per  cent,  nickel  +  0.2  per  cent,  aluminum,  non-forgeable. 

2  Ni  248,  20  per  cent,  nickel  +  0.2  per  cent,  titanium,  forgeable. 

2  Ni  250,  50  per  cent,  nickel  +0.2  per  cent,  titanium,  non-forgeable. 
2  Ni  252,  50  per  cent,  nickel  +  1.0  per  cent,  titanium,  forgeable. 

The  photomicrographs  are  shown  in  Figs.  3  to  10,  inclusive.  While 
there  appears  to  be  a  difference  in  structure  between  the  non-forgeable 
and  forgeable  alloys,  the  difference  is  not  of  such  a  nature  as  to  give  any 
definite  answer  as  to  the  cause  of  the  variation  in  the  forgeability. 

Forgeability  versus  Non-forgeability* 

The  degree  of  forgeability  depends  on  the  relative  strength  Sc  of  the 
crystals  and  that  of  the  intercrystalline — or  amorphous — ^material  Sf,     If 

^  See  Appendix  1  for  details. 

B  Attention  is  called  to  the  fact  that  the  manuscript  of  this  paper  was  prepared 
prior  to  the  appearance  of  the  paper  by  Dr.  Zay  Jeffries,.  "Effect  of  Temperature, 
Deformation  and  Grain  Size  on  the  Mechanical  Properties  of  Metals/'  presented 
at  the  February,  1919,  meeting.  The  author  refers  to  this  paper  [Trana.  (1919)  60, 
474]  for  discussion  of  the  phenomena  taking  place  in  deforming  metals.  It  will  be 
noted  that  the  deductions  made  in  the  present  paper  in  regard  to  the  criterion  of 
forgeability  agree  perfectly  with  those  made  by  Doctor  Jeffries,  based  on  a  much 
more  elaborate  investigation. 
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the  latter  is  stronger  than  the  former,  the  crystals  will  deform  when 
subjected  to  external  forces  by  slipping  along  the  cleavage  planes,  and  in 
so  doing  produce  new  intercrystaUine  material  along  these  planes.  This, 
being  stronger  than  the  crystals,  causes  new  cleavage  planes  to  be  formed 
with  new  intercrystaUine  material,  and  so  on  in  all  directions  indefinitely. 
If,  on  the  other  hand,  the  intercrystaUine  material  is  weaker  than  the 
crystals,  the  material  cannot  be  deformed  without  breaking  along  the 
crystal  faces;  in  other  words,  material  with  this  characteristic  is  not 
forgeable.    The  criterion  of  forgeabiUty  is,  therefore,  that  Si>Sc. 

As  the  relation  between  Sj  and  Sc  varies  with  the  temperature,  a 
certain  material  may  be  forgeable  at  some  temperature  and  not  at 
others.  A  measure  of  the  deformabiUty — and  therefore  to  a  large  extent 
of  the  forgeability — can  be  obtained  by  means  of  the  elongation  and 
reduction  of  area  upon  breaking  the  material  in  tension;  or  in  other 
words,  by  measuring  its  ductiUty.  Simple  test  pieces  may  be  prepared 
from  ingots,  castings,  or  forgings  (if  available)  and  tested  at  various 
temperatures  for  elongation  and  reduction  of  area.  Jhe  algebraic  mean 
of  these  characteristics  may  then  be  used  as  a  measure  of  the  forgeabiUty." 

In  order  to  test  this  relationship,  the  f oUowing  samples  were  selected : 
"Armco"  iron,  0  per  cent,  nickel;  2Ni274,  20  per  cent,  nickel;  2Ni275, 
20  per  cent,  nickel  +  0.2  per  cent,  titanium;  2Ni277,  30  per  cent, 
nickel.  2Ni274  and  277  were  not  forgeable  except  below  500°  C,  and 
then  only  with  difficulty,  while  275  was  forgeable  at  aU  temperatures. 
The  ingots  were  cut  into  small  pieces  and  forged  into  rods  }4  in.  (12.7 
mm.)  in  diameter.  From  these  rods,  the  test  pieces  were  machined  having 
}'^  in.  threaded  ends  and  a  central  portion  1}^  in.  long  by  ^4  ^^'  in  diam- 
eter. The  test  pieces  were  annealed  in  vacuo  at  900°  before  testing, 
thus  giving  the  material  an  opportunity  to  recrystallize.  The  testing 
was  done  on  an  Olsen  4000-lb.,  hand-operated,  testing  machine,  the  test 
piece  being  held  by  special  extension  rods  at  the  center  of  a  tube 
electric  furnace,  capable  of  heating  the  test  pieces  and  adjoining  holders 
to  a  temperature  of  1000°  C.  The  temperature  was  measured  by 
means  of  a  platinum  platinum-rhodium  thermocouple  directly  touching 
the  center  of  the  test  piece  while  it  was  being  tested,  thus  eUminating  any 
possibiUty  of  error  in  obtaining  the  temperature. 

The  results  are  shown  in  Table  1  and  Fig.  2.  The  Armco  iron — 
practically  pure  iron — shows  a  Unear  decrease  in  strength  with  increasing 
temperature,  while  the  ductiUty  remains  constant  up  to  500°,  probably 
higher,  and  drops  down  to  10  per  cent,  at  900°.  This  result,  therefore, 
indicates  that  pure  iron  should  forge  well  at  a  duU  red  heat  and  below, 
but  not  at  higher  temperatures.  This  indication  is  confirmed  by  actual 
facts. 


•  This  theory^  and  deductions  were  developed  in  conference  with   Norman  B. 
Pilling. 
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Table  1. — Mechanical  Properties  of  Iron-nickd  Alloys  at  Various 

Temperatures 


Composition 


Specimen 
No. 


Nickel, 

Per 

Cent. 


Armco  Iron. 


2Ni  274 


2Ni  276 


2Ni277.. 


20 


20 


TiUn- 

ium. 

Per 

Cent. 


30 


«l 


0.2 


Test- 
piece 
No. 


1 
2 
3 


Ai 

F 

Bi 

At 

Bt 

C 


C 

Bx 

Et 

Fi 

Ft 

Fm 


Ax 
Fx 
D 

E 
F, 


Tem- 
pera- 
ture, 
Deg.  C. 


Yield  '  Ultimate 
Point,  !  Strength, 
Lb.  per     Lb.  per 
Sq.  In.  ,     8q.  In. 


Elonga- 
tion 
in  1 

Inch, 
Per 

Cent. 


20 
600 
900 


20 
20 
300 
600 
700 
900 


22.400 
4,670 


60,600 

24,600 

4,670 


20 
600 
700 
800 
900 
1,000 


60,000 


18.400 

12,200 

4,600 


64,600 
23.600 
10,200 

6,100 
4,100 


60,000 
44.000 
47,000 
18,400 
12.200 
4,600 


>  100,000 

63.300 

20.400 

9,200 

7.800 

6,600 


20 

66,500 

74,600 

300 

27,600 

46.000 

600 

13,300 

13.300 

700 

9,200 

9.200 

900 

4.270 

4,270 

40.0 
45.0 
12.6 


nil 
nU 
nil 
nil 
nil 
ml 


T 
20.0 
50.0 
60.0 
30.0 
100.0 


nil 
nil 
nil 
nil 
nil 


Re- 
duc- 
tion 
of 
Area. 
Per 
Cent. 


75 
76 
10 


nil 
nil 
nU 
nU 
nil 
nU 


? 
75 
86 
76 
61 
94 


nU 
I  nil 
nil 
nil 
nil 


Did  not  break 


The  two  nickel  alloys  without  added  titanium  have  very  low  ductility 
at  all  temperatures,  the  elongation  and  reduction  of  area  being  so  low 
as  to  be  practically  zero.  The  poor  forgeability  at  all  temperatures,  and 
particularly  at  temperatures  above  500°  is,  therefore,  in  agreement  with 
these  results. 

The  20-per  cent,  alloy  with  0.2  per  cent,  titanium  added  has  widely 
different  characteristics.  The  strength,  while  decreasing  rapidly  with 
increasing  temperature,  is  much  greater  and  the  ductiUty  increases  with 
temperature  until,  at  1000°,  both  elongation  and  reduction  of  area 
are  about  100  per  cent.  The  forgeability  should,  therefore,  increase 
with  the  temperature,  which  was  found  to  be  the  case,  although  the  alloy 
forged  very  well  at  all  temperatures.  The  0.2  per  cent,  titanium  has, 
therefore,  entirely  changed  the  characteristics  of  the  20-per  cent,  alloy, 
probably  by  strengthening  the  intercrystalUne  material  relatively  to 
that  of  the  crystals.  The  structures  of  these  alloys  were  examined  by 
Mr.  Pilling  and  are  shown  in  Figs.  11,  12  and  13. 

Fig.  11  (1870-1)  and  Fig.  12  (1871-1)  show  the  difference  in  the 
structure  of  the  non-forgeable  20-per  cent,  alloy  2Ni274  and  the 
forgeable  20-per  cent,  alloy,  2Ni275,  the  only  difference  in  the  com- 
position of  the  two  being  that  the  latter  contains  0.2  per  cent,  titanium. 
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The  photomicrographs  were  obtained  from  the  heads  of  the  tensile  test 
pieceS;  after  the  tensile  test.  Fig.  13  (1872-1)  shows,  simflarly,  the 
structure  of  the  non-forgeable  30-per  cent,  alloy^  2Ni277. 


400         600         600         700 
Temperature,  Degrees  C 

Fig.  2, 


900       1000 


'  Attention  is  called  to  the  fact  that  this  alloy  has  not  passed  the  irreversible 
transformation  point,  which  is  below  room  temperature,  and  is,  therefore,  largely  in 
the  austenitic,  non-magnetic  state.  However,  examination  of  this  alloy  after  being 
cooled  to  — 180^  C.  shows  that  there  is  no  visible  change  in  the  microstructure  due 
to  the  transformation  from  the  austenitic  to  the  a  state.  (Magnetic  and  Electrical 
Fkopertie9  of  Iron-nickel  Alloys,  Part  II,  Trans.  Amer.  Inst.  Elec.  Engrs.,  Oct.,  1919.) 


Fio.  6.  Fia.  6. 

20  FKB  CENT.  Ni  +  0.2  PER  cBtrr.  Ti.    FosaBABUi.     X  75. 
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Fio.  7.— X  75.  Fio,  8.— X  375. 

2  Ni  260    60  PBE  CBNT.  Ni  +  0.2  per  cbkt.  Ti.    Non-pobobable. 


Fia.  9.— X  75.  Fia.  10.— X  375. 

3  Ni  262.     50  pia  csnt.  Ni  +  1.0  pbb  cbkt.  Ti.     Fobobabli. 
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Fig.  11.— 2  Ni  274A.     20  per  cent.  Ni.         Fia.  12.— 2  Ni  276C.     20  peb  cent.  Ni 
NoN-FOBOKABLE.     X  76.  +0.2percxnt.Ti.   Forqxablk.    X  75. 

Heasb  op  tenbil£  test  pieces,  annealed  at  1043°  C. 
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Summary  and  Conclusion 

1.  Pure  iron-nickel  alloys  do  not  forge  readily,  if  at  all,  at  ordinary 
forging  temperatures. 

2.  Aluminum,  carbon,  magnesium,  or  silicon  have  little  or  no  effect 
upon  the  forgeability. 

3.  Manganese  or  titanium  in  amounts  of  2  per  cent,  of  the  lesser 
constituent  makes  the  alloys  forgeable. 

4.  Whereas  the  degree  of  forgeability  of  a  material  depends  on  the 
relative  strength  of  the  crystalline  and  the  intercryistalline — or  amor- 
phous— material,  the  forgeability  of  an  ingot  or  casting  can  be  ascertained 
only  by  actually  attempting  to  deform  the  material,  either  by  forging 
or  rolling,  or  by  a  tensile  test.'  Metallography  has  not  yet  reached  a 
stage  where  an  inspection  of  the  microstructure  will  give  any  definite 
information  in  this  respect. 

5.  The  fact  that  manganese  and  titanium  transform  iron-nickel  alloys 
from  non-forgeable  to  forgeable  alloys  means  that  these  elements  have 
the  ability  to  strengthen  the  amorphous  material  that  is  generated 
between  the  crystals  to  such  an  extent  as  to  make  it  stronger  than  the 
crystalline  material. 

APPENDIX  I 

Microscopic  Examination  op  Forgeable  and  Non-forgeable  Iron- 
nickel  Alloys 

By  Norman  B.  Pilling 

A  number  of  iron-nickel  alloys,  some  of  which  had  and  others  had 
not  forged  well,  were  supplied  for  microscopic  examination,  and  from  the 
unforged  ingots  photomicrographs  were  prepared;  these  are  shown  in  Figs. 
3  to  10.  In  all  of  these  alloys,  difficulties  in  etching  were  experienced; 
aside  from  a  general  inertness  toward  dilute  acids  there  was  a  strong 
tendency  to  etch  rather  uniformly,  with  little  contrastive  development 
of  details.  In  all,  except  the  pure  iron-nickel  alloy,  indications  of  a 
foreign  intercrystalline  material  were  found,  the  nature  of  which  can  only 
be  conjectured  from  the  composition  of  the  addition  agents.  In  all  cases 
where  the  etching  was  carried  far  enough  to  reveal  the  grain  character- 
istics, similar  structures*  were  found — very  large  crystals  composed  in  turn 
of  a  multitude  of  angular  twinned  laminae.  Intercrystalline  material, 
if  present,  was  disclosed  long  before  the  general  surface  etch. 

Fig.  3  shows  a  non-forgeable  pure  iron-nickel  alloy;  it  shows  one  grain 
boundary,  which  should  not  be  confused  with  the  numerous  twinning 
bands,  but  no  indications  of  intercrystalline  material. 

Fig.  4  shows  a  non-forgeable  iron-nickel  alloy  containing  0.2  per  cent, 
aluminum.     The  grain  boundaries  are  clearly  outlined  by  a  network 
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of  insoluble  material,  but  the  actual  bulk  of  this  material  is  extremely 
slight  as  the  high-power  shows;  its  presence  is  shown  chiefly  by  the  stain 
surrounding  each  particle. 

The  forgeable  alloy  shown  in  Fig.  5  contains  0.2  per  cent,  titanium. 
After  a  rather  deep  etching,  each  grain  was  found  to  be  penetrated  by  a 
complex  system  of  branching  films,  similar  to  those  previously  observed 
in  certain  pure  irons.  Fig.  6  is  slightly  out  of  focus  and  accentuates 
this  structure.  Between  the  grains  themselves  a  very  sUght  amount  of 
isolated  insoluble  particles  could  be  found,  but  by  no  means  in  quantities 
enough  to  approach  a  continuous  film. 

A  non-forgeable  alloy,  containing  50  per  cent,  nickel  and  0.2  per  cent, 
titanium,  is  shown  in  Figs.  7  and  8.  It  has  very  large  grains,  each  en- 
veloped by  a  broken  film  of  insoluble  material;  this  inter  crystalline 
material  had  about  75  per  cent,  continuity. 

A  forgeable  alloy,  containing  50  per  cent,  nickel  and  1  per  cent,  titan- 
ium, is  shown  in  Figs.  9  and  10.  Quantities  of  intercrystalline  material 
are  frequently  coalesced  into  relatively  large  patches  at  grain  corners. 

DISCUSSION 

Colin  G.  Fink,*  New  York,  N.  Y. — The  speaker  had  occasion  to 
investigate  a  series  of  ferro-nickel  alloys  some  years  ago,  at  which  time  it 
was  essential  to  develop  a  hardness  in  ferro-nickel  Equivalent  to  about 
that  of  copper.  A  composite  wire  with  a  nickel-iron  core  and  a  copper 
shell®  was  being  made,  and  unless  the  core  was  as  soft  and  as  ductile  as 
the  shell,  the  two  would  not  roll  down  and  draw  down  together. 

Samples  of  high  ferro-nickels  containing  from  20  per  cent,  to  about  60 
per  cent,  nickel  were  secured  from  various  commercial  producers ;  there  was 
not  one  that  could  be  called  forgeable  or  ductile;  all  were  so  hard  that  the 
copper  shell  would  not  roll  down  evenly  with  the  core.  After  trying  out 
samples  of  various  compositions,  to  determine  which  elements  in  the 
ferro-nickel  alloys  caused  the  rapid  hardening  during  working,  it  seemed 
that  the  one  element  that  was  causing  the  trouble  was  carbon.  By 
proper  heat  treatment  in  an  atmosphere  of  hydrogen  the  carbon  was 
eliminated  and  the  nickel-iron  samples  were  made  so  soft  that  they  could 
be  whittled  with  a  jack  knife;  you  would  not  want  ferro-nickel  any  softer 
than  that.  All  samples  contained  manganese;  without  this,  most  ferro- 
nickels  break  after  two  or  three  passes  through  the  rolls. 

Zay  jEFFRiES,t  Cleveland,  Ohio. — I  take  exception  to  Mr.  Yonsen's 
statement  that  the  intercrystalline  cement  shall  be  stronger  than  the 
crystals.     The  term  stronger  needs  definition.     Pure  lead  at  ordinary 
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temperatures  is  forgeable  but  it  is  not  ductile;  it  can  be  drawn  somewhat 
through  dies  but  not  to  any  great  extent.  Lead  is  generally  presumed  to 
be  non-ductile,  because  the  intercrystalline  material  is  not  sufficiently 
strong  to  hold  together  and  force  the  proper  load  on  to  the  crystals  and 
cause  them  to  deform.  Also,  copper  is  quite  forgeable  at  a  temperature 
at  which  intercrystalline  fracture  can  be  produced  by  tensile  fracture. 
The  general  statement  that  the  condition  for  forgeability  is  that  the  in- 
tercrystalline material  shall  be  stronger  than  the  crystalline,  therefore, 
should  be  modified. 

The  statement  should  also  be  modified  in  another  respect;  namely, 
the  property  of  the  crystal  itself  must  be  one  that  permits  of  deformation. 
I  do  not  doubt  that  fine-grained  chromium  at  room  temperature  is 
in  such  a  state  of  aggregation  that  the  cementing  material  between  grains 
is  stronger  than  the  crystals;  yet  we  could  not  expect  to  deform  chromium 
at  ordinary  temperatures  because  the  crystal  itself  is  not  deformable. 
So  the  primary  conditions  for  forgeabiUty  must  include  the  properties 
of  the  crystal  itself.  First,  the  crystal  itself  must  be  deformable.  Second, 
those  crystals  must  be  cemented  together  with  material  sufficiently  strong 
to  force  on  the  crystals  the  necessary  load  to  produce  deformation. 

To  define  the  word  stronger,  in  Mr.  Yensen's  first  statement,  the 
time  factor  must  be  considered.  Copper,  for  example,  broken  in  tension 
with  rapid  loading  at  950^  C,  breaks  through  the  grains  and  is  quite 
ductile,  as  measured  by  the  percentage  elongation  and  percentage  of 
reduction  of  area.  It  has  a  reduction  of  area  of  over  99  per  cent,  in 
small-wire  samples.  The  same  piece  of  copper,  if  broken  by  a  slow  ap- 
plication of  load,  will  break  between  the  grains  without  substantial  de- 
formation. Therefore,  if  we  modify  the  word  stronger  with  those  ideas 
in  mind  we  have  the  general  fundamentals  for  forgeability. 

Mr.  Yensen  gives  the  tensile  properties  of  these  various  alloys  at 
higher  temperatures.  He  gives  the  tensile  properties  of  Armco  iron,  for 
example,  as  approximately  50,000  lb.  per  sq.  in.  at  ordinary  tempera- 
tures, and  25,000  lb.  per  sq.  in.  at  500°  C,  and  draws  a  straight  line 
between  the  two  points.  It  is  well  known  that  the  tensile  strength  around 
200°  to  300°  C.  is  above  60,000  lb. ;  that  is,  there  is  a  rise  in  tensile  strength 
and  then  a  fall  to  the  figure  given  at  500°.  It  would  be  enlightening  to 
have  data  on  the  tensile  strength  of  all  of  these  alloys  at  approximately 
100°  intervals  up  to  500°,  at  least,  and  then  perhaps  at  larger  temperature 
intervals.  Of  course,  if  we  could  get  the  results  at  50°  or  25°  intervals, 
we  might  obtain  even  more  information. 

A.  E.  White,*  Ann  Arbor,  Mich. — I  wish  to  confirm  what  Doctor 
Jeffries  has  said  with  reference  to  the  true  properties  of  metals  at  temi>er- 
atures  between  0°  C.  and  300°  C.     Fig.  2  indicates  a  uniform  drop  in 
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the  tensile  strength  of  Armeo  iron  from  atmospheric  temperature  to 
900°  C.  A  correct  chart  would  show  the  tensile  strength  of  Armco  iron 
to  reach  a  peak  at  approximately  200°  C.  This  same  general  condition 
is  true  with  reference  to  mild  steels  and  wrought  iron.  Whether  it  is 
true  with  reference  to  the  nickel  steels  on  which  Mr.  Yensen  worked, 
I  cannot  say. 

Attention  is  called  to  these  matters  for  the  reason  that  within  the 
past  few  weeks  I  have  learned  that  certain  constructing  and  designing 
engineers,  not  familiar  with  the  properties  of  iron  and  steel  at  high 
temperatures  and  yet  finding  it  necessary  to  calculate  stresses  at  high 
temperatures,  have  turned  to  the  literature  and  have  been  inclined  to 
use  such  values  as  are  given  by  Mr.  Yensen. 

J.  W.  Richards,*  Bethlehem,  Pa. — It  would  make  the  paper  more 
complete  if,  on  page  503,  in  addition  to  other  tensile  properties  the  elastic 
limit  of  these  alloys  at  various  temperatures  were  given.  The  range 
between  elastic  limit  and  ultimate  tensile  strength  is  a  proper  measure 
of  the  forgeabihty.  In  forging,  a  stress  must  be  put  upon  the  material 
that  is  above  its  elastic  limit;  therefore  the  range  between  the  elastic 
limit  and  the  ultimate  tensile  strength  gives  a  measure  of  the  forgeability 
of  the  material. 

I  take  exception  to  the  statement  that  elongation  and  reduction 
of  area,  which  measure  ductility,  are  a  measure  of  the  forgeability. 
Ductility  involves  the  flowing  of  the  material  under  slow  compression, 
whereas  the  forgeability  depends  essentially  on  the  range  between  elastic 
limit  and  ultimate  tensile  strength. 

The  remark  has  been  made  that  there  is  a  larger  field  of  application 
of  these  results,  perhaps,  to  other  alloys  than  the  iron-nickel  alloys. 
It  is  interesting  to  note  that  the  use  of  aluminum  in  steel  was  preceded 
by  its  use  in  iron-nickel  alloys.  Marbeau,  in  France,  in  1895,  did  a  great 
deal  of  work  on  making  ferro-nickel,  which  was  made  in  large  quantities. 
He  used  manganese  and  some  additions  of  aluminum  to  deoxidize,  and 
thus  obtained  a  ductile  and  malleable  alloy.  For  25  years,  I  have  worn  a 
ferro-nickel  watch  chain,  which  illustrates  the  ductility  of  the  material 
and  also  is  evidence  of  its  resistance  to  corrosion.  It  still  retains  its 
original  polish,  though  it  has  been  handled  with  perspiring  hands  many 
thousands  of  times.  The  ferro-nickel  alloys  originating  with  Marbeau 
have  interesting  properties,  particularly  these  anti-corrosive  properties 
under  certain  conditions.  Marbeau  used  aluminum  in  the  making  of 
ferro-nickel  alloys  long  before  anyone  thought  of  using  it  in  steel. 

Zay  Jeffries. — The  evidence  given,  in  the  paper,  that  the  fracture  is 
intercrystalline  is  not  conclusive,  though  this  fact  is  strongly  indicated  by 
the  films  between  the  grains,  which  look  as  if  they  were  non-metallic. 

*  Professor  of  Metallurgy,  Lehigh  University. 
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The  action  of  the  titanium,  as  shown  in  Figs.  11  and  12,  seems  to  have 
broken  up  this  intercrystaUine  film;  but,  so  far  as  I  can  see,  that  is  the 
only  evidence  in  the  paper  that  the  fracture  is  intercrystaUine.  It  would 
be  enlightening  to  have  some  photomicrographs  of  both  sides  of  the  frac- 
ture in  a  number  of  these  samples,  showing  exactly  where  the  fracture 
has  taken  place. 

T.  D.  Yensen. — In  answer  to  the  question  as  to  the  effect  of  carbon, 
I  would  say  that  we  started  out  with  practically  carbon-free  material. 
Using  electrolytic  nickel  and  electrolytic  iron,  both  containing  in  the 
neighborhood  of  0.02  per  cent,  carbon,  and  preparing  the  alloys  under 
conditions  that  prevented  contamination  by  carbon,  we  found  that  the 
addition  of  carbon  in  various  amounts  had  no  appreciable  effect. 

I  took  it  for  granted  that  in  order  to  be  forgeable  the  crystals  had  to 
be  deformable;  it  must  be  understood  that  this  investigation  was  inci- 
dental to  a  larger  investigation.  We  were  interested  chiefly  in  the 
magnetic  properties  of  the  alloys  and  had  to  investigate  the  forgeability 
in  order  to  investigate  the  other.  Consequently,  we  did  not  feel  at 
liberty  to  sepnd  as  much  time  on  this  question  as  we  wished  to. 
However,  I  shall  be  glad  to  take  up  the  questions  raised  by  Doctor 
Jeffries  when  I  return  to  Pittsburgh,  and  see  what  additional  information 
can  be  obtained. 

I  realize  that  the  strength  of  Armco  iron,  and  soft  irons  generally, 
increases  with  the  first  few  hundred  degrees  rise  in  temperature.  At 
the  time  I  wrote  this  paper,  I  was  not  as  famiUar  with  that  particular 
phase  of  it  as  I  am  now,  and,  furthermore,  we  were  not  so  interested  in  low- 
temperature  characteristics  as  in  the  properties  at  higher  temperatures. 

With  regard  to  Professor  Richards'  statement  as  to  the  elastic  limit, 
I  wish  to  point  out  that,  in  Tablfe  1,  the  yield  point  is  included.  Of 
course,  the  yield  point  is  not  a  very  definite  quantity,  but  it  may  be 
used  as  an  indication,  at  least,  of  the  elastic  limit.  It  is  interesting 
to  note  how  the  relationship  between  the  yield  point  and  the  ultimate 
strength  varies.  In  regard  to  the  iron-nickel  alloy  with  0.2  per  cent, 
titanium,  there  is  a  large  difference  between  the  yield  point  and  the 
ultimate  strength.  In  one  case,  the  yield  point  is  23,000  lb.  and  the 
ultimate  strength  is  63,000  lb.  per  sq.  in.,  bearing  out  Professor  Richards' 
statement  that  the  forgeability  is  measured  by  the  difference  between 
these  two  quantities.  However,  in  the  last  alloy,  at  a  temperature  of 
300°,  the  difference  is  also  large,  45,000  to  27,000  and  yet  the  forgeability 
is  nil.  Of  course  there  are  possibiHties  of  errors  in  these  quantities  and 
it  is  possible  that  Professor  Richards'  statement  holds  in  all  these 
cases. 

Colin  G.  Fink. — I  would  suggest  that  Mr.  Yensen  have  carbon 
determinations  made  of  his  various  samples;  it  will  be  quite  a  revelation 
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to  him  to  see  how  much  the  forgeability  and  ductility  are  dependent  on 
the  percentage  of  carbon  present.  It  is  impossible  to  melt  ferro-nickel 
in  the  carbon  vacuum  furnace  without  introducing  carbon. 

T.  D.  Yenbbn. — Carbon  is  the  element  that  we  have  been  studying 
with  the  utmost  care.  We  have  spent  considerable  time  devising 
methods  for  determining  carbon  and  have  made^  I  think,  more  careful 
carbon  determinations  than  anybody  else.  We  have  shown  re- 
peatedly that  pure  iron^  melted  in  the  Arsem  furnace,  contains  in  the 
neighborhood  of  0.01  per  cent,  carbon  without  any  further  treatment; 
we  have  also  found  only  this  same  quantity  of  carbon  present  in  iron- 
nickel  allo3rB  and  in  iron-cobalt  alloys,  and  the  variation  is  only  0.01 
per  cent.  I  therefore  feel  confident  that  there  is  practically  no  contami- 
nation by  carbon  in  these  alloys. 

Mr.  Fink  believes  that  the  use  of  the  Arsem  furnace  is  a  priori  evi- 
dence that  the  alloys  have  been  contaminated  by  carbon.  I  do  not  know 
the  conditions  under  which  Mr.  Fink  prepared  his  alloys,  but  I  believe 
that  some  factor  aside  from  the  mere  fact  that  he  used  an  Arsem  furnace 
must  have  been  responsible  for  the  carbon  contamination. 
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Casting  and  Molding  Steel  Ingots 

By  EioL  Gathmann/  Baltimorb,  Md. 

(Lake  Superior  Meeting,  August,  1920) 

Steel  as  it  is  poured,  or  teemed,  into  the  mold  for  forming  the  ingot 
may  be  broadly  separated  into  two  divisions;  i.e.,  efiFervescing  or  gassy 
steel,  also  termed  evolution  steel,  and  non-effervescing  or  killed  st^, 
also  termed  solution  steel.  Between  these  primary  divisions  there  are 
various  types  having  the  characteristics  of  both  divisions  but  really  not 
belonging  to  either;  such  steels  are  termed  semi-piping,  rising,  or  wild, 
as  the  type  may  be. 

True  effervescing  steel  should  contain  large  volumes  of  gases,  which 
are  evolved  while  the  metal  is  being  teemed  from  the  ladle  nozzle  into 
the  mold,  and  continue  to  escape  while  the  temperature  of  the  steel  is 
falling  prior  to  its  solidification  the  top  of  the  ingot  remaining  liquid, 
due  to  the  evolution  of  gases,  until  an  ingot  skin  of  considerable  thick- 
ness has  been  formed.  These  gases  consist  principally  of  hydrogen, 
carbon  monoxide,  nitrogen,  and  ammonia.  It  is  generally  understood 
that  nitrogen  gases  are  the  first  evolved  and  these  form  the  skin  blow- 
holes, troublesome  at  times,  in  the  solidifying  ingot. 

Ingots  made  of  effervescing  steel  will  always  contain  a  large  number  of 
blowholes.  Such  blowholes  are  not  deemed  objectionable  in  certain 
products  if  they  occur  well  inside  the  ingot  where  they  will  not  be  sub- 
ject to  oxidation  upon  cooUng,  reheating,  and  rolling  or  forging  of  the 
ingot.  Very  little  top  or  bottom  discard  is  taken  from  this  type  of  ingot, 
as  pipes,  or  large  shrinkage  cavities,  at  the  upper  portion  of  the  ingot  do 
not  usually  occur,  the  difference  in  volume  between  the  liquid  and  the 
solid  steel  (6  to  10  per  cent.)  being  compensated  by  the  innumerable 
blowholes  distributed  throughout  the  body  of  the  ingot.  Of  the 
40,000,000  tons  of  steel  made  in  the  United  States  during  the  year  1919, 
at  least  35,000,000  tons  of  ingots  were  made  of  gassy  or  semi-gassy  steel. 

Killed,  or  solution,  steel  is  termed  true  piping  steel  from  the  charac- 
teristic pipe  or  shrinkage  cavity  that  usually  occurs  in  the  uppermost 
central  portion  of  the  ingot. 

*  Vice  President  and  General  Manager,  Gathmann  Engineering  Co. 
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It  is  well  known  that  the  Government's  high  standard  requirements 
for  sound  homogeneous  steel  were  met  by  most  steel  plants  only  after 
they  had  equipped  their  mills  with  especially  designed  molds  and  had 
modified  their  methods  of  practice  to  combine  quality  with  quantity 
production. 

In  the  usual  method  of  ingot  production,  when  a  mold  of  larger  cross- 
section  at  the  bottom  than  at  the  top  is  used,  only  one-half,  and  frequently 
less  than  this,  of  the  ingots  can  be  considered  as  sound;  i.e.,  free  from  pipe 
and  segregation  in  the  degasified  or  killed  steel  and  free  of  so-called  sur- 
face blowholes  and  excessive  segregation  in  ingots  produced  from  un- 
killed  or  effervescing  steel  in  which,  as  previously  stated,  blowholes  are 
not  considered  objectionable  for  certain  products  provided  they  lie 
well  inside  the  surface  as  of  the  ingot.  During  the  recent  war,  when 
tonnage  production  was  as  essential  to  the  Government's  requirements  as 
quality,  metallurgical  engineers  presented  various  means  and  methods 
whereby  tonnage  of  ingots  would  not  be  decreased  while  their  quality 
was  being  enhanced.  Several  of  these  methods  fulfilled  the  require- 
ments, and  the  Government's  demand  for  large  tonnage  of  sound  steel 
was,  I  believe,  fully  met  during  the  summer  of  1918,  due  in  a  large  measure 
to  the  employment  of  improved  methods  for  ingot  molding. 

A  physically  sound  steel  ingot,  strictly  classified,  must  be  free  from 
blowholes  and  segregation  as  well  as  pipe,  or  shrinkage  cavity,  in  that  por- 
tion of  the  ingot  to  be  used  in  the  finished  product;  hence  the  steel  should 
be  so  treated  in  the  furnace,  ladle,  and  mold  that  (division  A)  piping,  or 
solution,  steel  will  be  produced;  or,  in  softer  steel  (division  B)  gassy  or 
evolution  steel,  so  that  an  effervescing  heat  with  deep-seated  blowholes 
in  the  ingot  will  be  obtained  without  pipe  or  shrinkage  cavity.  The  line 
of  demarcation  between  the  harmful  and  so-caUed  harmless  blowholes 
in  steel  ingots  of  type  D,  which  occurs  midway  between  the  primary  di- 
vision A  and  B  and  of  which  at  present  the  larger  tonnage  is  made,  is 
difficult  to  define;  hence,  ingots  made  of  type  D  steel  should  not  be  used 
for  any  product  subject  to  stresses  or  requiring  a  smooth  surface,  as 
such  steel  is  subject  to  sudden  failure  under  stresses  far  below  those  cal- 
culated and  deemed  safe  from  chemical  composition  and  test-bar  determi- 
nations. Steel  ingots,  the  products  of  which  enter  into  high-grade  fin- 
ished material  requiring  superior  physical  characteristics,  such  as  tools, 
ordnance  material,  rails,  and  other  shapes  subject  to  heavy  stresses, 
should  certainly  be  always  of  division  A  steel  and  free  of  all  blowholes, 
even  though  the  chemical  composition  of  the  steel  is  such  as  is  usually 
expected  to  weld  up  blowholes  during  the  rolling  or  forging  processes, 
i.e.,  low-carbon  steel  for  special  tanks,  structural  shapes,  etc.  As  is 
well  known,  a  greater  yield  of  billets  or  sheets  is  secured  from  the  ingot, 
as  molded  by  the  old  methods,  by  allowing  the  formation  of  blowholes, 
but  this  increased  yield  is  undoubtedly  obtained  at  the  expense  of  the 
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quality  of  the  product.  Low-carbon  steels  of  division  B  containing  blow- 
holes, provided  these  are  located  well  inside  the  skin  of  the  ingot,  undoubt- 
edly answer  the  buyer's  requirements  for  such  purposes  as  the  production 
of  ordinary  building  shapes,  boiler  and  tank  plates,  and  sheets  of  various 
classifications;  type  D  steels  should,  however,  be  avoided  in  important 
constructions,  even  though  the  defects  are  not  apparent  from 
surface  inspection. 

The  usual  mill  cropping  of  ingots  of  divisions  A  and  D,  produced 
in  the  old-type  mold  and  by  the  old  standard  methods,  is  rarely  more 
than  20  per  cent.,  or  just  sufficient  to  square  up  the  bloom,  billet,  or  sheet, 
and  remove  the  visible  piped  portion  of  the  ingots,  but  this  certainly  does 
not  assure  that  the  remaining  80  per  cent,  is  sound  and  homogeneous. 

The  sheets,  blooms,  or  billets  made  from  division  B  ingots  are 
classified  as  firsts  and  seconds,  according  to  the  surface  conditions. 
Firsts  are  usually  obtained  from  the  upper  half  or  two-thirds  and  seconds 
from  the  lower  half  or  third  of  the  ingot.  It  is  suggested  that  the  buyer 
of  steel  specify  the  physical  condition  of  the  ingot  in  accordance 
with  the  requirements  of  the  finished  material.  Fewer  failures  to  meet 
the  final  specifications  will  then  occur,  and  a  considerable  saving  will 
be  effected  in  avoiding  the  scrapping  of  the  finished  or  partly  finished 
product. 

The  physical  defects  are  usually  at  diametrically  opposite  portions 
of^  the  ingots  in  products  made  of  killed  and  unkilled  classes  of  steel, 
in  the  semi-killed  steel  defects  may  occur  at  any  point  of  the  ingot.  The 
behavior  during  solidification  of  the  two  classes  of  steels  when  teemed 
into  iron  molds  is  radically  different;  solidification  in  the  killed  steel 
has  been  aptly  described  by  Messrs.  Howe  and  Stoughton  as  a  pine-tree 
or  landlocking  crystalline  growth,  while  that  of  the  effervescing  steel  is 
the  so-called  onion-skin  class;  in  type  D  we  find  an  intermingling  of 
the  two  classes. 

Referring,  first,  to  the  solidification  of  an  ingot  in  a  metallic  mold  accord- 
ing to  the  pine-tree,  or  landlocking,  type  of  crystallization,  it  has  been 
found  that,  to  obtain  a  practically  uniform  crystalline  structure  without 
recurring  axial  cavities  extending  deep  into  the  ingot  substance  below  the 
primary  pipe,  it  is  necessary  that  the  cross-section  of  such  ingots 
be  progressively  increased  from  bottom  to  top  of  the  ingot.  In 
ingots  of  uniform  horizontal  cross-section  or  with  a  smaller  cross- 
section  at  the  top  than  at  the  bottom,  bridges  of  steel  crystals  wiU 
be  formed  intermittently  over  the  central  longitudinal  axis  of  the  ingot 
and  shrinkage  cavities  will  occur  under  such  bridges.  This  fact  was 
not  well  recognized  until  quite  recently  by  most  makers  of  solution  or 
killed  steel,  although  advanced  and  argued  by  Dr.  H.  M.  Howe  and 
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Bradley  Stoughton  15  years  ago,  and  by  the  writer  for  the  past  10  years. 
The  commercial  method  of  producing  ingots  with  their  larger  crosB- 
aection  at  the  upper  portion  has  now  been  worked  out  into  a  practic- 
able, method  suitable  for  general  use  without  retarding  production 
or  materially  changing  the  administrative  practice  of  the  steel  mill, 
and  is  in  daily  use  at  a  number  of  high-quality  milla  in  this  country.  The 
quantity  of  big-end-up  ingots  produced  in  this  country  during  the  year 
1919  amounted  to  approximately  1,000,000  tons  gross,  including  top- 
and  bottom-cast  steel. 

Abroad,  the  subject  of  producing  larger  yields  of  sound,  homogeneous 
steel  was  given  serious  attention  by  the  steel  maker  and  consumer  earlier 
than  in  this  country,  as  is  shown  by  the  pro- 
cesses used  and  advocated  by  Sir  Robert  Had- 
field,  in  Great  Britain,  and  by  others  on  the 
Continent.  These  methods  and  processes  have 
been  thoroughly  investigated  by  our  National 
Bureau  of  Standards,  Department  of  Commerce, 
and  the  writer  was  recently  informed  by  Dr.  S. 
W.  Stratton,  Director  of  the  Bureau,  that  ex- 
haustive tests  had  been  made  with  the  100  tons 
of  Hadfield  ingots  imported  from  England  some 
years  ago  and  rolled  in  this  country,  in  com- 
parison with  ordinary  American-made  rail  ingots, 
Sir  Robert  Hadfield  having  obtained  (fortunately 
for  all  those  interested  in  the  art)  our  Govern- 
ment's interest  in  the  production  of  better  ingots 
with  a  reduced  scrap  loss.  These  tests  show  the 
superiority  of  the  big-end-up  sink-head  ingot  in  a 
striking  manner.  Complete  reports  of  this  re- 
search, "Steel  Rails  from  Various  Types  of 
Ingots,"  the  writer  has  been  advised,  will  soon  Y^^  ^ 

be  issued  by  the  Government.    The  writer  was 

permitted  to  inspect  the  manuscript  of  this  report,  and  he  feels  that 
much  of  the  apathy  in  America  with  regard  to  this  important  matter 
will  be  overcome  by  a  study  of  this  investigation. 

Until  quite  recently,  American  practice,  with  some  exceptions,  was 
one  of  tonnage  production;  and  when  the  buyer  specifically  insisted  upon 
obtaining  really  sound,  homogeneous  steel  and  was  wilUng  to  pay  a  large 
price  therefor,  he  was  usually  given  the  products  from  the  lower  half,  or 
possibly  third,  of  the  ingot  when  made  of  degasified  or  killed  steel,  and 
of  the  best  and  cleanest  portion  (possibly  two-thirds)  of  the  ingot  when 
made  of  open,  unkilled  or  effervescing  steel.  The  remainder  of  the  ingot 
was  sold  to  customers  whose  requirement  for  quality  were  not  so  strict, 
or  it  was  remelted. 
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Solution  steel  should,  if  the  specifications  permit,  have  a  silicon  con- 
tent of  at  least  0.20  per  cent.,  as  otherwise  a  large  amount  of  special  deoxi- 
dizer  (aluminum,  titanium,  or  the  like)  must  be  used  in  the  ladle  and 
possibly  in  the  mold  in  order  thoroughly  to  d^asify  the  steel.    In  ef- 
fervescing steel,  the  silicon  content  should  be  kept  as  low  as  possible  and 
little  or  no  deoxidizer  should  be  used  in  the  ladle  or  mold,  as  otherwise 
a  steel  of  class  D  will  result,  having  both  blowholes  and  shrinkage 
cavity,  of  undetermined  location  and  size. 
I       Examples  of  the  several  divisions  of 
H  steel  are  shown  in  the  accompanying 
I  illustrations.    Fig.  1  is  a  longitudinal 

0  eroes-eection  of  a  mold  <A  the  old  standard 
H  type  showing  the  ingot  structure  of 
y  division.    A  dead-killed  steel  produced 

1  therein.  Approximately  95  per  cent,  of 
I  the  ingot  tonnage  made  in  tliis  country 
I  is  still  being  cast  in  molds  of  this  charac- 
y  ter;  the  maximum  cross-aection  of  the 
U  ingot,  and  hence  the  larger  number  of 
H  heat  unite,  is  at  the  base  of  the  m(dd 

and  ingot.  Such  construction  is  not 
correct  for  molding  ingote  <A  killed 
or  solution  steel,  when  a  maximum 
yield  of  sound,  homogejieous  steel  is 
desired. 

Fig.  2  shows  a  mold  of  the  qew  type 

with  lai^er  cross-section  and  more  heat 

I  units  at  the  top  of  the  ingot;  also  the 

>  structure  produced  in  a  steel  of  the  same 

analysis  and  heat  as  that  cast  in  the 

old   standard-type  mtdd.    In    the   old 

type,    the  shrinkf^   pipe   extends  to 

approximately  one-half  the  length  of  the 

ingot,  while  in  the  improved  nuAd  it 

extends  to  only  approximately  5  per 

cent,  of  such  length;  in  both  cases,  however,  blowholes  were  eliminated, 

as  the  steel  was  thoroughly  deoxidized. 

The  casting  temperature,  rate  of  teeming,  temperature  of  molds,  etc., 
considerably  influence  both  the  depth  of  the  pipe  and  the  surface  condi- 
tions in  division  A  steel  ingots.  The  casting  temperature  and  the  rate 
of  teeming  should  be  as  low  as  practicable,  and  the  molds  should  be 
fairly  hot. 

Fig.  3  shows  an  ingote  of  type  D  semi-killed  steel,  in  which  there  is  a 
combination  of  shrinkage  cavity  and  blowholes,  which  occur  in  great 
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profusion.    Steel  of  this  character  cannot  be  improved  in  soundness  by 
any  design  of  mold  as  yet  devised;  the  only  mechanical  method  (and 
this  ia  expensive)  for  reducing  such  characteristic  defects  would  appear 
to  be  by  cross-sectional  fluid  compression  during  solidification,  as  pro- 
posed by  Illingsworth,  Uarmot,  Talbot,  and  others.     The  most  feasible 
method,  to  my  mind,  is  to  cease  making  this  type  of  steel  where  soundness 
and  uniformity  of  product  are  specified  or  re- 
quired, and  to  use  either  of  the  primary  divi- 
sions  A   or   B,   true   solution   or   evolution 
steels. 

Fig.  4  shows  a  longitudinally  split  ingot 
of  division  B  steel,  a  true  evolution  or  non- 
piping  product,  in  which  a  shrinkage  cavity 
is  entirely  absent  and  the  shrinkage  is 
compensated  by  numerous,  approximately 
evenly  distributed,  deep-seated  blowholes.  In 
various  grades  of  low-carbon  steels,  such  deep- 
seated  blowholes  are  not  considered  harm- 
ful, as  they  are  undoubtedly  welded  by 
rolling.  Segregation  is  more  apt  to  occur, 
however,  especially  in  lai^e  ingots,  with 
steel  of  this  division,  than  with  dead-killed, 
or  solution,  steel. 

The  best  results,  as  to  freedom  from  sur- 
face blowholes,  snakes,  etc.,  in  evolution  steels 
are  obtained  when  the  ingots  are  bottom  cast. 
This  is  the  practice  in  the  steel  plants  of  our 
large  plate  mills.  Bottom-casting  methods, 
however,  are  more  expensive  than  top  casting, 
a  loss  of  approximately  5  per  cent,  being  due 
to  runnerB  and  feed  head. 

Similar  results  as  to  deep-seating  of  blow- 
holes and  freedom  from  snakes  have  been  ob- 
tained in  division  B  steel  by  means  of 
what  may  be  termed  top-bottom  casting; 
that  is,  employing  a  special  pouring  nozzle 
whereby  the  pressure  and  velocity  of  liquid  f,q  3 

steel  as  it  enters  the  mold  from  the   ladle 

are  greatly  reduced  without,  however,  diminishing  the  volume 
of  steel  teemed  per  minute.  During  the  war,  a  variety  of  ap- 
paratus was  quite  successfully  used  by  various  steel  producers  to  ac- 
complish this  end.  Extensive  tests  are  being  made  to  develop  this 
method  of  top-bottom,  teeming  further,  by  reducing  the  high  velocity 
of  the  hot  stream  as  it  leaves  the  nozzle  of  the  ladle.    It  is  the  general 
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opiaion  that  divisioD  B  steel  should  be  teemed  near  the  upper  limit  o< 
the  casting  tern  perature,  so  that  a  large  volume  of  gas  may  be  evolved 
from  the  ingot,  which  is  the  reverse  of  the  practice  for  killed  steel. 

It  was  found  nece  ssary,  during  the  war,  to  improve  the  quality  of  the 
steel  ingot  and  decrease  scrap  losses  in  order  to  meet  the  large  demand  for 
finished  product.     To  obtain  a  large  economy  as  well  as  improve  the 
quality  of  steel  product,  the  highest  possible  percentage  of  the  ingot 
should  be  of  such  physical  condition  that  it  can  be  worked  into  homt^eDe- 
ous  finished  shapes  or  sections,  thus  reducing 
scrap  losses  with  consequent  unnecessaiy  fuel 
and  labor  waste  in  continuous  remelting  opera- 
tions.    Each  per  cent,  increase  in  sound,  u^ 
able  ingot  will  effect  a  net  annual  saving  of 
over  500,000  tons  of  coal,  coke,  or  equivaleol 
fuel  to  the  steel  industry  of  our  country.     The 
total  annual  monetary  saving  for  each  per 
cent,  increase  in  finished  product  will  amount 
to  approximately  S10,000,000,  without  con- 
sidering the  manifest  advantages  and  benefits 
to  the  public  in  being  able  to  obtain  a  better, 
more  uniform  product  that  is  capable  of  giving 
a  longer  service  for  an  initial  investment. 

While  some  metallurgist,  engiDeers,  and 
steel  producers  may  possibly  not  ^ree  with 
the  author  in  his  primary  classification  of 
molten  steels  and  the  types  of  ingots  formed 
therefrom,  all  will  agree  (academically  ai 
least)  that  more  thought  and  effort  shoul<l 
be  given  to  the  improvement  of  the  steel  in- 
got, both  as  to  its  interior  and  its  surface  con- 
p^Q  4  ditions.    This  improvement,  it  has beenshown, 

can  be  made  by  suitable  molding  methods 
and  appliances  whereby  80  to  90  per  cent,  of  division  A  ingot  is  ob- 
tained in  sound  blooms  and  billets  substantially  homogeneous  and  with 
good  surface  conditions. 

As  the  foundation  of  all  hnished  (mill  or  forge)  steel  products  is  the 
ingot,  its  physical  and  chemical  conditions  determine  the  condition  of  the 
finished  product.  In  the  prevention,  or  rather  reduction,  of  segregation, 
especially  of  division  B  steel  in  large  ingots,  much  remains  yet  to  be 
accomplished. 

DISCUSSION 

Jos.  W.  Richards,*  Bethlehem,  Pa. — It  is  undeniable  that  some  of 
the  gases  given  off  by  molten  steel,  as  it  cools,  fexist  in  the  steel  as  dis- 

*'  Profeasor  <d  Metallurgy,  Lebigh  Univanitr. 
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solved  gases,  but  most  of  the  gases  evolved  are  formed  by  the  reaction 
of  metallic  oxides  on  the  carbon  present.  This  evolution  of  gas  can  be 
stopped  by  using  reagents  which  remove  the  dissolved  metallic  oxides. 
There  is  no  such  thing  as  a  harmless  blowhole.  The  proper  thing  to 
do,  metallurgically,  is  to  deoxidize  the  steel  completely  so  that  there 
will  be  no  blowholes,  and  then  to  cast  it  so  that  there  will  be  no  pipe. 
The  problem  for  steel  casters  is  not  the  avoidance  of  dead-melted  steel 
but  its  proper  casting  so  as  to  avoid  piping.  Mr.  Gathmann  has  directed 
his  efforts  toward  securing  the  latter  result. 

Emil  Gathmann  (author's  reply  to  discussion). — Professor  Richards 
has  clearly  stated  the  primary  requirements  for  obtaining  soundness  in 
steel  ingots;  viz.,  "to  deoxidize  the  steel  completely  so  that  there  will  be 
no  blowholes  and  then  to  cast  it  so  that  there  will  be  no  pipe."  To  fulfill 
these  requirements  should  be  the  ideal  of  all  steel  producers.  That  all 
steel  in  going  from  the  molten  to  the  solid  has  volumetric  shrinkage  is  well 
known  to  metallurgists  but  this  fact  is  ignored  by  many  steel  casters  and 
molders. 

It  is  possible  to  control  the  solidification  so  that  all  of  this  volumetric 
shrinkage  can  be  confined  to  the  upper  10  per  cent.,  by  weight,  of  the 
ingot;  the  writer  and  his  associate,  George  Dornin,  at  various  steel 
plants,  have  so  controlled  this  shrinkage  that  all  was  contained  in  the 
upper  2  per  cent,  of  the  mgot.  When  this  small  part,  plus  a  small  per- 
centage for  the  elimination  of  segregation,  has  been  cropped  and  discarded, 
the  remainder  of  the  ingot  is  sound  unless  easily  preventable  mistakes 
have  been  made.  Surface  defects,  seams,  etc.,  found  in  a  bloom  or  billet 
made  of  dead-melted  or  deoxidized  steel,  may  be  chipped  out,  with  the 
assurance  that  they  will  not  reappear  in  later  manufacture.  They  are 
here  a  local  surface  trouble,  while  if  the  bloom  is  made  of  gassy,  or  so- 
called  effervescing,  steel,  new  seams  may  continue  to  appear  by  the  open- 
ing of  the  remains  of  blowholes  as  long  as  the  steel  is  heated  or  worked,  as 
they  are  here  due  to  internal  conditions. 

To  get  sound  steel  commercially,  it  is  necessary  to  cast  the  ingot  with 
its  large  end  up,  so  that  the  pipe  will  be  of  the  open,  or  primary,  type 
which  is  capable  of  being  fed,  and  to  use  a  refractory  sink  head  or  feeder 
to  do  this  feeding.  The  ingot  must  also  be  aUowed  to  solidify  completely 
before  rolling. 

Many  steel  makers  are  afraid  of  a  deoxidized,  or  dead-melted,  steel 
because  of  pipe.  If  they  could  only  see  how  simple  the  control  of  pipe 
is  and  how  utterly  impossible  it  is  to  make  steel  sound  or  of  good  quality 
without  making  it  pipe,  they  would  no  longer  fear  this  condition. 

Professor  Richards  says:  "The  problem  for  steel  casters  is  not  the 
avoidance  of  a  dead-melted  steel,  but  its  proper  casting  so  as  to  avoid 
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pipe.''  It  is  to  add  to  the  published  data  on  this  subject,  in  an  effort  to 
show  how  simple  and  effective  are  the  means  now  at  our  disposal  for  the 
accomplishment  of  this  object,  that  this  paper  has  been  written.  So 
effective  are  these  means  that  reliably  sound  steel  can  be  produced  today 
at  less  cost  than  unsound  steel. 
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Making  a  5-per  cent.  Nickel-cast-iron  Alloy  in  an  Electric 

Furnace 

Bt  D.  N.  Witman,*  Trapford,  Pa. 

(Wilkes-Barre  Meeting,  September,  1921) 

One  of  the  special  uses  to  which  the  electric  furnace  has  been  put 
recently  is  the  melting  of  an  alloy  of  nickel  and  cast  iron  for  the  production 
of  electrical-resistance  grids.  The  metal  sections  of  these  grids,  Fig.  1, 
are  quite  uniform  for  each  pattern,  but  there  is,  among  the  various  pat- 
terns, a  variety  of  thicknesses.  The  cross-sections  vary  from  '^i  by  Ke  in. 
to  as  small  as  J'^  by  \i  in.  The  electrical  resistance  of  a  perfect  casting 
lies  within  10  per  cent,  above  or  below  the  fixed  listed  resistance  for  each 
pattern.  Good  molding  is  essential  to  success  in  the  making  of  these 
grids,  for  with  absolutely  correct  metal,  a  variation  of  0.01  in.  in  width 
and  thickness  of  section  on  some  of  the  patterns  may  mean  as  much  as 
12  or  14  per  cent,  variation  in  resistance. 

The  service  for  which  these  castings  are  intended  demands  that  the 
metal,  even  in  the  smallest  castings,  be  very  soft,  showing  an  open,  gray, 
highly  graphitic  structure,  in  order  that  they  may  be  resistant  to  shock, 
and  stand  up  well  under  rough  usage.  The  metal  used  for  this  purpose 
is  a  gray  iron  alloyed  with  4  to  5  per  cent,  of  nickel,  which  element,  when 
the  composition  of  the  alloy  is  correct,  imparts  toughness  and  pliability 
to  the  metal  and  helps  to  overcome  the  tendency  of  metal  to  run  white 
and  become  brittle  because  of  the  rapid  cooling  action  of  the  sand  mold. 
When  cold,  these  castings  can  be  twisted  into  various  shapes,  taking  a 
permanent  set  without  breaking.  The  alloy  has  approximately  double 
the  electrical  resistance  of  ordinary  cast  iron.  The  metal  specification  is 
as  follows: 

P£B   CbNT. 

Silicon 2.40  to  2.60 

Sulfur Under    0.05 

Phosphorus Under    0 .  08 

Manganese Under   0 .  40 

Total  carbon 3.60  to  4.00 

Nickel 4.00  to  5.00 

Copper 0.50  to  0.70 

*  Metallurgist,  Westinghouse  Electric  &  Mfg.  Co. 


524  MAKING  A  5-PER  CENT.   NICKEL-CAST-IRON  ALLOT 

Following  are  the  analyses  of  three  heats  showing  a  normal  resistance : 

12  8 

PsB  Pbb  Pbk 

Csirr.  Cbict.  Cbnt. 

SiUcon 2.40  2.48  2.47 

Sulfur 0.010  0.013  0.018 

Phoephorufl 0.056  0.056  0.074 

Manganese 0.13  0.08  0.10 

Total  carbon 3.92  3.92  3.82 

Nickel 4.47  4.24  4.65 

Copper 0.67  0.67  0.67 

Owing  to  the  uniform  results  obtained  on  most  of  the  elements,  silicon 
and  carbon  only  are  determined  as  a  matter  of  routine,  with  an  occasional 
complete  analysis. 

On  account  of  the  nickel  content  of  the  metal,  which  raises  the  setting 
point  of  the  alloy  considerably  above  that  for  cast  iron,  causing  the  alloy 
to  be  sluggish  at  a  temperature  at  which  cast  iron  would  have  great  fluid- 
ity, it  is  necessary  to  cast  at  a  much  higher  temperature  than  would  be 
required  for  cast  iron.  The  temperature  of  the  metal  in  the  ladle,  as 
determined  by  a  Leeds  &  Northrup  optical  pyrometer,  runs  between 
2800^  and  2900**  F.  (1537^  to  1592**  C). 

The  urgency  of  the  situation  made  necessary  the  use,  largely,  of  such 
materials  as  happened  to  be  in  stock  in  our  works;  consequently  much 
of  the  equipment  is  crude.  The  furnace  is  three-phase,  combined  open- 
arc  resistance  type,  without  bottom  electrode,  is  stationary,  and  of  1000 
lb.  capacity.  The  hearth  is  built  of  magnesite  brick  and  grain  magnesite 
while  the  roof  is  made  of  special  fireclay  brick.  Alternating  current  is 
delivered  by  the  power  company  at  22,000  volts.  It  is  stepped  down  to 
220  volts  in  three  150-kv.-a.  single-phase,  Westinghouse,  lighting  trans- 
formers, and  further  reduced  to  90  or  110  volts  in  three  autotransformers. 
These  transformers,  while  not  intended  for  electric-furnace  use,  have 
stood  up  remarkably  well,  having  at  times  carried  an  overload  of  more 
than  100  per  cent,  for  an  hour.  Four-inch  Acheson  graphite  electrodes 
are  used,  and  the  regulation  is  by  hand.  A  switchboard,  located  in  a 
convenient  place  for  the  furnace  operator,  contains  a  voltmeter,  three 
ammeterSi  and  the  power  switch. 

The  required  amounts  of  pig  iron,  scrap,  and  nickel  ingot,  together 
with  some  retort  carbon,  are  charged  into  the  furnace,  the  power  turned 
on,  and  the  melting  done  as  quickly  as  possible.  The  melting  down  is 
carried  on  at  the  higher  of  the  two  possible  voltages,  viz.,  110-volt|  and 
the  input  of  current  fluctuates  from  0  to  3000  amp.  per  phase;  the  melting 
requires  about  1  hr.  to  1  hr.  and  10  min.  If  there  is  an  accumulation  of 
slag  on  the  metal,  because  dirty  metals  were  used  in  the  charge  or  because 
some  of  the  bottom  has  come  up,  it  is  skimmed  off.  No  attempt  has  been 
made  to  use  a  slag  during  the  melting  or  the  adjusting  periods  and  no  unu- 
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sual  difficulties  are  encountered  by  reason  of  the  absence  of  slag,  but 
there  may  be  greater  suites  of  the  current  than  there  would  be  when 
melting  under  a  slag. 

As  there  is  not  enough  time  to  allow  for  chemical  determinations,  the 
necessary  adj  'jstments  are  made  from  observations  of  test  pieces  so  shaped 
as  to  indicate  the  character  of  the  metal  as  cast  in  all  sections  from  a 
feather  edge  up  to  ^^  in.  Several  of  these  test  pieces  are  cast  in  sand 
during  the  adjusting  and  heating  period,  and  additions  of  silicon  and 
carbon  are  made  untU  the  fracture  of  the  test  piece  shows  the  metal  to  be 
normal.    The  silicon  is  added  in  the  form  of  SO-per  cent,  ferro-alloy,  and 


Fin.  1. — Elbctrical  sbsistanck  atODSt 

the  carbon,  in  the  form  of  finely  ground  retort  carbon,  is  thrown  over  the 
clean  surface  of  the  metal.  Tests  are  then  made  for  temperature  both 
by  the  use  of  the  optical  pyrometer  on  the  metal  in  the  furnace  and  by 
taking  a  spoonful  of  the  metal  and  noting  the  time  that  elapses  before  it 
skims  over.  As  stated  before,  the  temperature,  to  permit  running  of 
the  smallest  grids,  should  be  from  2800°  to  2900°  F.  in  the  ladle.  The 
adjusting  and  superheating  of  the  metal  requires  from  30  to  40  min.,  thus 
making  the  time  of  the  heat  from  1}^  to  2  hours. 

One  of  the  pecuUarities  of  this  alloy  of  cast  iron  and  nickel  is  a  rejec- 
tion of  graphite  from  the  metal  when  it  is  just  melted,  but  when  the  metal 
is  superheated,  it  again  takes  up  the  carbon  thrown  out  at  a  lower  tem- 
perature. It  is  this  property  of  nickel,  throwing  out  graphite  on  cooling, 
that  helps  to  make  the  grids  soft  and  gray  in  the  smaller  sections  and 
incidentally  keeps  the  electrical  resistance  high. 

The  average  power  consumption,  covering  a  9-month  period  of 
operation,  was  1100  kw.-hr.  per  ton,  while  the  electrode  consumption  for 
the  same  period  averaged  28  lb.  per  ton.  These  figures  are  rather  high 
even  for  such  a  small  furnace,  but  considering  that  the  operation  was,  in  a 
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sense^  experimental,  and  the  installation  more  or  less  a  makeshift,  it  is 
probably  not  as  bad  as  the  figures  would  seem  to  indicate.  With  an 
ideal  installation,  consisting  of  a  tilting  furnace,  suitable  furnace  trans- 
formers, and  automatic  regulation,  it  would  be  possible  to  reduce  the 
current  consumption  by  reason  of  having  a  smoother  operation,  greatly 
lessen  electrode  consumption  by  having  less  breakage,  shorten  the  time 
of  the  heat  considerably,  reduce  the  amount  of  labor  necessary  to  operate 
the  furnace,  and  thereby  decrease  the  cost  of  metal  in  the  ladle. 

The  advantages  of  this  method  of  melting  may  be  stated  briefly  as 
follows: 

There  is  no  picking  up  of  sulfur  in  the  melting  process;  therefore  all 
of  the  scrap  alloy,  such  as  gates,  sprues,  defective  grids,  and  over  iron 
can  be  charged  back  into  the  furnace  and  nothing  wasted.  In  fact,  it  is 
quite  possible  and  just  as  easy  to  run  a  heat  of  100  per  cent,  scrap  as  it 
is  to  run  one  made  up  of  pig  iron,  scrap,  and  nickel. 

The  possibility  of  adjusting  the  metal  to  the  proper  composition  while 
it  is  in  the  furnace. 

The  attaining  of  the  high  temperature  necessary  to  cast  the  metal 
into  very]  small  sections  so  that  it  will  run  clean,  and  remain  gray 
and  tough. 
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Use  of  Microscope  in  Malleable-iron  Industry 

Bt  Enbiqxts  Toucsda,  Albany,  N.  Y. 

(New  York  Maetinc  Febniaiy.  1920) 

As  IN  the  case  of  steel  and  the  non-ferrous  alloyB  in  general,  the  use  of 
the  microscope  in  connection  with  the  manufacture  of  malleable  cast  iron 
has  proved  of  inestimable  value  to  the  industry.  Had  its  use  not  been 
invoked,  many  facts  either  would  not  be  known  at  all  or,  if  suspected, 
would  be  confined  to  the  realms  of  conjecture.  No  fairer  statement  could 
be  made  than  that  the  start  of  real  progress  in  the  industry  was  coincident 
with  the  application  of  metallography  to  the  product,  though  the  full 
significance  of  this  statement  can  hardly  be  appreciated  except  by  those 
who  not  only  are  conversant  with  conditions  as  they  existed  at  the  time 
referred  to,  but  are  familiar  with  the  character  of  works'  practice  at  the 
present  time. 

A  few  years  ago,  about  the  only  test  made  to  ascertain  the  physical 
properties  of  the  product,  except  in  the  case  of  certain  plants,  was  the 
bending  of  a  casting  to  destruction,  not  only  with  the  object  of  discovering 
whether  or  not  the  metal  was  ductile,  but  for  the  purpose  of  inspecting  the 
fracture.  The  characteristics  of  the  fracture,  if  correctly  interpreted,  were 
known  to  be  of  value  in  locating  the  trouble  in  castings  that  were  inferior. 
In  general,  it  was  found  that  if  a  casting  of  medium  or  heavy  section  would 
bend  through  a  wide  angle  before  failure  took  place,  the  fracture  in  the 
majority  of  cases  would  have  a  black  velvety  appearance;  while  if  it  was 
held  at  different  angles  to  the  direction  of  the  rays  of  light,  it  would  show 
a  change  of  color  and  an  iridescent  sheen.  But  an  inferior  air-furnace 
heat  or  anneal  might  yield  castings  which,  if  thin  and  consequently 
largely  decarburized,  could  be  bent  double  on  themselves  and  still  not 
possess  the  fracture  described.  If,  on  the  other  hand,  a  casting  broke 
short,  its  fracture  might  have  one  of  a  great  many  different  color  and  struc- 
tural peculiarities.  Depending  on  the  cause  of  the  trouble,  such  castings 
might  have  any  of  the  fracture  characteristics,  of  which  the  following  is 
but  a  partial  list. 

A  uniform  lusierleas  black  color  throughout,  except  at  the  decarfourised  border. 
A  uniform  steely  appearance  throughout,  there  being  quite  a  variety  of  fractures 
under  this  classification  from  a  very  white  to  a  grayish  color. 
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A  coarsely  granular  steely  border  of  varying  depth,  melting  gradually  into  a  core 
of  much  darker  color. 

A  dark,  mouse-colored  sparkling  fracture  throughout,  except  where  decarfourised 
at  surface. 

A  black  sparkling  fracture  throughout,  except  at  decarburized  surface. 

A  steely  border,  sometimes  very  granular  and  at  other  times  of  porcelainic  texture 
of  varying  depth,  having  a  sharp  line  of  demarcation  between  it  and  the  core  con- 
tained within  it. 

A  light  or  dark  dove-colored  border  of  varying  depth,  having  a  sharp  line  of 
demarcation  between  it  and  the  core  that  it  surrounds. 

A  black  border  surrounding  a  steely  white  core,  a  sharp  line  of  demarcation  divid- 
ing the  two. 

The  foregoing  descriptions  have  been  given  principally  to  make  clear 
that  it  was  the  invariable  custom  to  inspect  carefully  the  fracture  of  any 
broken  casting.  When  the  pots  were  withdrawn  frdm  an  annealing  oven 
and  dumped,  various  castings  were  selected  for  the  bending  test.  If  any 
broke  short,  the  annealer  and  melter  and,  perhaps,  the  superintendent, 
would  try  to  locate  the  cause  of  the  trouble.  But  it  was  seldom  that  any 
two  of  the  men  were  in  accord  as  to  why  ductility  was  lacking  or  what 
corrective  measure,  might  rectify  the  condition.  The  annealer  would 
endeavor  to  shift  the  responsibility  to  the  melter,  while  the  latter  would 
complacently  state  and  insist  that  inasmuch  as  the  hard-iron  castings  were 
similar  in  all  particulars  to  previous  air-furnace  heats  that  had  but  re- 
cently annealed  in  a  satisfactory  maimer,  it  was  plain  that  the  trouble 
was  that  the  castings  had  been  under  or  over  annealed,  etc.  The  consul- 
tation would  invariably  end  with  nothing  definite  being  determined  be- 
cause the  opinion  given  in  each  case  was  unaccompanied  by  tangible  proof. 
Matters  were  rendered  more  uncertain  and  further  complicated,  by  reason 
of  the  fact  that  the  castings  from  three  or  four  air-furnace  heats  are  an- 
nealed together  in  the  same  oven;  it  is  impractical  to  keep  the  castings 
from  the  various  heats  separated,  for  which  reason  the  air-furnace  heat  to 
which  belonged  the  casting  under  discussion  cannot  be  identified. 

The  writer  has  been  associated  with  the  manufacture  of  malleable- 
iron  castings  since  1894.  In  1904,  he  became  convinced  that  while 
practical  experience  combined  with  close  observation,  when  accompanied 
by  a  good  metallurgical  foundation,  made  possible  the  explanation  and 
elimination  of  many  of  the  troubles  encountered,  works'  control  could 
never  be  satisfactorily  attained  without  proper  facilities  for  a  study  of  the 
structure  rather  than  the  fracture  of  the  annealed  product.  Steps  were 
then  taken  to  secure  the  best  metallographic  outfit  available  and,  with 
the  aid  of  a  small  electric-resistance  annealing  furnace  and  this  outfit, 
more  knowledge  was  obtained  in  3  months  than  in  the  previous  10  years. 
Toward  the  end  of  191 1,  the  writer  was  engaged  by  the  American  Malleable 
Castings  Assn.  as  its  consulting  engineer.  At  that  time,  few,  if  any, 
of  the  members  suspected  that  the  microscope  could  be  used  as  an  aid  in 
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their  work.  Today,  not  only  are  many  of  the  members  equipped  with  a 
metallographic  outfit,  but  those  who  are  not  make  constant  use  of  the 
one  installed  in  the  general  laboratories  of  the  association. 

Strtjctubal  Characteristics  of  Malleable-iron  Castings 

As  a  partial  list  of  fracture  characteristics  has  been  given,  it  is  per- 
tinent at  this  point  to  make  a  similar  one  covering  the  various  structural 
characteristics  that  are  encoimtered  from  time  to  time.  This  will  neces- 
sitate a  division  of  the  list  into  two  classes,  which  must  be  considered 
separately  for  the  reason  that  an  anneal  may  be  conducted  with  most 
painstaking  care  and  precaution  and  the  castings  have  an  abnormal  frac- 
ture and  structure,  in  the  event  that  the  composition  of  the  hard-iron 
castings  is  such  as  to  inhibit,  in  part  or  almost  wholly,  the  breaking  up 
of  the  carbides;  while  on  the  other  hand  the  hard-iron  composition  may  be 
the  most  desirable,  and  an  abnormal  structure  result  solely  from  failure 
to  observe  those  conditions  vital  to  a  correct  anneal.  If  a  hard-iron 
casting  of  correct  composition  is  efficiently  annealed,  its  structure  will 
consist  of  a  ground  mass  of  ferrite,  throughout  which  will  be  quite  uni- 
formly distributed  a  number  of  fairly  well  rounded  nodules  of  free  carbon. 
The  fewer  the  number  and  the  smaller  the  nodules,  the  greater  will  be  the 
ductility  of  the  metal. 

Irrespective  of  whether  the  castings  have  been  placed  in  an  active 
packing,  one  containing  a  certain  percentage  of  iron  oxide,  or  in  one  that 
is  inactive,  such  as  ashes,  sand,  ground  firebrick,  etc.,  there  will  always 
be  found  a  surface  border  in  the  section  that  has  been  almost  completely 
decarburized,  of  a  depth  that  will  vary  from  one  that  is  hardly  noticeable 
to  one  that  will  at  times  exceed  Ke  ^'  The  writer  believes  the  foregoing 
to  cover  what  can  be  considered  a  perfectly  normal  structure  for  annealed 
malleable  cast  iron,  although  if  a  slight  outer  layer  of  pearlite  is  found, 
surrounding  an  inner  ring  or  layer  of  ferrite  that  is  located  between 
the  former  and  the  metal  enclosed  within  these  two  layers,  or  if  the  posi- 
tion of  the  ferritic  and  pearlitic  layers  is  reversed,  the  structure  should 
stiU  be  considered  normal  under  the  assumption  that  the  pearlitic  layer, 
irrespective  of  location,  is  not  high  enough  in  carbon  to  make  machining 
difficult. 

Structctral  Characteribticb  of  Improperly  Annealed  Castings  op  Suitable 

Hard-iron  Composition 

A  ground  mass  of  ferrite — ^particles  of  free  carbon  distributed  quite  uniformly 
throughout — associated  with  a  small  amount  or,  at  times,  a  great  abundance  of  free 
cementite,  indicates  that  the  annealer  failed  to  raise  and  hold  the  oven  to  a  tempera- 
ture in  excess  of  the  critical,  or  that  the  casting  was  not  held  long  enough  above  the 
critical  temperature  to  accomplish  completely  the  breaking  up  of  the  carbides. 

The  presence  in  the  ground  mass  of  considerable  pearlite,  with  rings  of  ferrite 
surrounding  the  particles  of  free  carbon,  indicates  too  quick  cooling  through  the  critical 
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range.  If  these  characteristics  are  confined  toward  the  outer  portion  of  the  section, 
the  rate  of  cooling  was  but  slightly  too  rapid;  if  they  exist  throughout  the  section  the 
cooling  was  much  too  rapid. 

A  structure  normal  in  all  particulars  except  for  the  presence  of  an  outer  rim  of 
pearlite,  corresponding  to  a  steel  of  from  0.60  to  0.85  per  cent,  carbon,  contaminated 
at  times  by  the  presence  of  considerable  free  cementite,  indicates  the  presence  of  a 
.carburising  atmosphere  in  the  pot. 

-^Stbtjctural  Charactbribtics  of  Propbrlt  Annealed  Castings  that  Show 
Abnormal  Structures  Dub  to  an  Incorrect  Hard-iron  Gompobition 

A  fairly  uniform  ground-mass  mixture  of  ferrite  and  pearlite,  throughout  which 
are  quite  uniformly  distributed  particles  of  free  carbon,  indicates  very  low  silicon  or 
manganese  or  both. 

A  ground  mass  of  pearlite  throughout  which  are  quite  uniformly  distributed  parti- 
cles of  free  carbon  indicates  very  high  manganese. 

A  ground-mass  mixture  of  ferrite  and  pearlite,  surrounding  which  is  a  layer  of 
pearlite  and  surrounding  the  latter  a  ring  of  decarburized  metal,  may  be  caused  by 
a  number  of  conditions. 

A  ground  mass  containing  more  or  less  primary  graphite  indicates  that  the  hard 
iron  was  contaminated  with  uncombined  carbon. 

Value  of  Microscope  in  Malleable-iron  Industrt 

Up  to  a  comparatively  few  years  ago  a  diagnosis  of  the  fracture  was 
the  chief  means  employed  for  determining  the  cause  for  the  superiority 
or  inferiority  of  the  metal  in  the  castings,  and  as,  for  the  same  hard-iron 
composition,  the  appearance  of  the  fracture  will  vary  to  a  considerable 
extent,  the  higher  the  temperature  of  anneal,  the  diagnoses  were  frequently 
incorrect.  The  writer  knows  of  no  metallurgical  industry  in  which  the  use 
of  the  microscope  has  proved  so  indispensable  as  in  the  manufacture  of 
malleable-iron  castings.  He  is  also  positive  that  there  are  many  troubles, 
the  exact  cause  of  which  cannot  be  definitely  located  without  its  aid. 

It  must  not  be  assumed  however,  that  in  all  cases  dependence  on  the 
use  of  this  instrument  alone  wiU  disclose  the  true  and  complete  story, 
for  what  may  be  shown  by  the  fracture,  the  structure,  and  the  chemical  com- 
position must,  in  many  instances,  be  carefully  considered  too  before  an 
accurate  diagnosis  can  be  rendered.  For  example,  consider  the  case  in 
which  the  hard-iron  composition  of  a  casting  3rields,  when  annealed  in 
accordance  with  best  practice,  a  perfectly  normal  structure  but  an  abnor- 
mal fracture.  Such  cases  were  of  very  frequent  occurrence  in  the  past  and, 
doubtless,  are  not  infrequent  today.  When  certain  constituents  are 
present  in  the  iron  in  certain  amounts,  they  can  affect  the  ductility  of 
the  ground  mass  without  having  any  appreciable  effect  in  preventing  the 
complete  graphitization  of  the  carbon  during  the  anneal;  and  when  the 
ductility  of  the  ferrite  is  lessened,  a  more  or  less  granular  and  grayish  or 
steely  fracture  will  result,  for  the  ferritic  grains  instead  of  stretching  out 
in  spines  will  break  short,  producing  facets  that  will  reflect  light  and  yield 
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the  appearance  indicated.  Obviously^  then,  if  a  person  received  a  micro- 
graph accompanied  by  a  statementthatitwastruly  typical  of  the  structure 
and  he  was  requested,  from  its  inspection,  to  pass  upon  the  physical 
properties  of  the  casting,  he  would  be  forced  to  confine  himself  strictly  to 
the  general  statement,  that  while  it  could  be  determined  from  the  micro- 
graph that  the  anneal  had  been  conducted  in  accordance  with  good  prac- 
tice, because  graphitization  was  complete  and  the  grain  size  good,  no 
prognostication  as  to  physical  properties  could  be  vouchsafed  unless  in- 
formation concerning  the  fracture  characteristics,  or  the  chemical  com- 
position, or  both,  was  furnished. 

On  the  other  hand,  quite  numerous  are  the  cases  in  which  the  micro- 
scope plays  the  dominant  role.  There  are  certain  defects,  the  nature  of 
which  can  be  revealed  only  through  metallographic  means.  The  presence 
of  slag,  of  primary  graphite,  the  structural  characteristics  of  the  ground 
mass,  the  conditions  that  manifest  themselves  in  the  fracture  arising 
from  an  unsuitable  pot  atmosphere,  whether  or  not  an  area  seen  in  the 
fracture,  through  contrast,  to  be  different  in  appearance  from  the  rest 
of  the  section  is  the  result  of  segregation,  or  is  due  to  some  other  cause, 
such  as  a  slight  shrink,  etc.,  are  impossible  of  identification  in  any  manner 
known  to  the  writer  other  than  through  microscopic  investigation.  In 
the  opinion  of  the  writer  the  use  of  the  microscope  in  the  malleable 
iron  industry  is  mandatory. 
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Thacher  Molding  Process  for  Propeller  Wheels  and  Blades 

Bt  Enbiqttb  Toucbda,  Albant,  N.  Y. 

CWilkes-Barre  Meeting,  September.  1921) 

For  a  number  of  years  prior  to  the  world  war,  the  firm  of  Geo.  H. 
Thacher  &  Co.,  of  Albany,  N.  Y.,  was  engaged  in  the  manufacture  of 
marine  and  other  gray-iron  castings.  At  the  outbreak  of  the  war  the 
firm  decided  to  specialize  in  the  manufacture  of  propeller  wheels.  It 
attacked  the  problem,  therefore,  from  a  foundry  point  of  view,  seeking  to 
produce  a  casting  that  would  be  so  accurate  that  no  subsequent  machin- 
ing would  be  required  on  the  blades,  also  from  the  point  of  view  of  the 
ship  builder. 

There  were  two  general  methods  of  manufacture,  the  shortcomings  of 
which  have  been  freely  acknowledged.  In  the  sweep  method,  the  nowel, 
or  bottom  half-mold,  for  each  blade  is  swept  up  by  a  spindle  beam  and 
pitch  race,  while  the  top  half -mold  for  each  blade  is  built  up  individually. 
In  the  pattern  method  one  individual  blade,  with  the  hub  or  hub  portion, 
is  mounted  on  a  spindle  and  the  individual  blade  mold  formed,  the  pattern 
is  then  rotated  on  the  spindle  to  the  position  for  the  next  blade,  etc.  In 
rare  cases  wheels  were  made  from  a  solid  pattern .  Owing  to  the  cost  of  the 
pattern,  its  f  ailiu*e  in  many  instances  to  be  correctly  made,  and  (when  made 
of  wood)  its  early  and  sure  distortion  the  disadvantage  of  this  practice 
is  obvious,  while  metal  patterns  in  most  instances  were  prohibitive  in  cost. 
In  these  methods  both  green-sand  and  loam  molding  was  practiced.  The 
casting  produced  by  either  method  can  be  considered  only  as  a  blank  from 
which  the  propeller  must  be  machined.  The  back  surface  of  each  blade 
must  be  chipped  to  the  templet  and  through  this  procedure  chipped  to 
such  accuracy  as  will  be  required  for  a  static  balance.  Inasmuch  as  the 
work  done  by  the  machine  tool  is  confined  to  the  driving  face  of  the  blades, 
not  only  is  perfection  most  difficult,  but  corrosion  will  be  greater  because 
of  the  removal  of  the  dense  skin  of  the  casting  and  the  local  strains  set  up 
by  the  pneumatic  tool  in  chipping. 

To  produce  a  finished  9-ft.  propeller  for  a  Navy  destroyer  required 
from  8  to  '21  |days  of  foundry  work  and  about  the  same  length  of  time 
for  the  machining.  Through  the  use  of  the  Thacher  process,  only  as 
many  hours  are  required,  besides  it  is  possible  to  produce  a  finished 
casting  in  perfect  conformity  with  any  particular  propeller-wheel  design. 
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The  method  is  fool-proof  agaiast  inaccuracy  for  each  part  of  the  mold  is 
contained  within  and  Bupported  by  a  cast-iron  casing,  or  container,  the 
dowel  pina  of  which  are  fashioned  to  engage  accurately  the  holes  in  the 
casing  or  bedplate  to  which  it  ia  to  be  attached.  So  accurately  made  are 
the  variouB  parts  of  the  cast-iron  flask  that,  in  the  case  of  flask  and  mold 
equipments  covering  certain  limiting  diameters  and  pitches  of  wheel, 
any  part  of  one  outfit  is  interchai^eable  with  the  same  part  of  any  other 
similar  outfit.  A  perfect  propeller  wheel  was  cast  in  a  foundry  just  out- 
side of  Boston  from  a  completely  assembled  mold  made  up  in  Albany  that 
was  shipped,  uncrated,  by  ordinary  freight. 

EqtiiPUENT  FOR  Molding  Propeller  Wheels 

The  equipment  necessary  for  the  molding  of  a  propeller  wheel  consista 
of:  (1)  base  or  assembly  plate,  (2)  templet  or  jig,  (3)  nowel  pattern  plate, 


Fio.  I. — Base,  or  iasEUBLT  platb,  with  nowel  and  cope. 

(4)  cope  container,  (5)  nowel  pattern  block,  (6)  cope  pattern  block  and 
blade  pattern  6-A,  (7)  nowels  or  drags  (one  for  each  blade),  (8)  copes, 
(9)  center  plate,  (10)  center  arbor,  (U)  arbor  cap,  (12)  pourii^  ring  or 
basin. 

The  base  plate,  nowel  plate,  cope  container,  nowela,  and  copes  are 
built  sufficiently  heavy  to  eliminate  spring  or  tviat.  The  base  plate  ia 
permanently  located  on  the  foundry  pouring  floor.    The  nowel'  plate. 
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container,  copes,  and  nowels  have  suitable  adjustable  trunnionB  for  rolliDK 
over  in  the  molding  operation.  The  copes  and  nowels  are  made  with  ad- 
justable sand-carrying  bars  to  accommodate  variations  in  pitch  require- 
ments and  are  adjustable  to  either  right-hand  or  left-hand  wheels.  The 
pattern  blocks  are  built  to  standard  pitch  and  are  usable  for  wheels  of  the 
same  pitch  with  varying  diameter  within  the  equipment  capacity  by 
simply  chai^ng  the  blade  form  6-A  on  the  cope  pitch  block  6. 

Bate  OT  Assembly  Plate 

For  small  wheels,  this  is  a  round  iron  casting,  the  top  surface  of  which 
has  been  machined  to  a  true  plane;  in  the  largest  sites,  it  is  made  in  two 
or  three  parts.  A  hole  is  drilled  in  the  center  by  means  of  which  the 
jig  used  when  drillii^  the  holes  for  the  flask  assembly  is  located.  This 
base  is  shown  in  Fig.  1. 

Jig,  or  Tempkl 

The  jig  is  buHt  from  a  drawing  and  is  machined  and  drilled  to  the 
finest  possible  exactitude.  It  is  used  as  a  master  jig  particularly  for 
locating  holes  in  the  base  plate,  nowel  pattern  plate,  cope  container, 
nowels,  and  copes.  It  is  made  of  cast  iron  and  is  machine  finished  to 
a  true  surface.  It  is  drilled  for  attaching  to  the  nowel  pattern  with 
locating  holes  from  the  jig  for  positioning  the  nowels. 


Fio.  2. — Cope  contaiheb  and  cope  pattern  bvock  and  blade  pattern.! 

Cope  Container 

The  cope  container  4i  Fig-  2,  is  built  up  of  cast  iron  preferably  on  a 
machine-finished  castr-iron  {date  with  two  sides  and  the  blade  end  set  on 
the  draft  angle.  The  hub  end  may  be  set  at  an  angle  of  90°,  for  a  four- 
blade  wheel,  or  120°  for  a  three-blade  wheel.    These  ends  and  ndes  are 
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bolted,  through  machine-finished  flanges,  and  the  top  flai^ea  are  planed 
to  a  true  aurface  parallel  to  the  bottom-bolted  plate  (which  has  been 
previoufily  drilled  for  attaching  the  pattern).  Locating  holes  are  drilled 
in  the  top  flanges  from  the  jig  for  poaitioiUDg  the  copes.  The  inside  area 
of  the  container  is  equal  to  the  area  of  the  nowel  pattern  block  and  cope 
pattern  block,  before  separating. 

Nomel  Pattern  Block 

The  Dowel  pattern  block  ff.  Fig.  3,  is  built  of  suitable  pattern  wood  on  a 
machine-finished  plate  with  spindle,  arm,  and  race  for  generating  the 
desired  pitch.     The  nowel  pattern,  at  the  base,  is  the  same  shape  as  the 
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large  end  of  the  container  with  drafted  sides  and  tip  end  is  on  the  angle 
for  draft.  Usually  the  taper  is  1  in.  per  foot  height.  The  hub  end  is  at 
an  angle  of  90  or  120°  at  the  center  hne.  After  the  block  is  built  of  the 
desired  dimensions,  a  top  deck  of  mahc^any,  cherry,  or  other  suitable 
wood  is  put  on  and  swept  down  to  the  true  pitch  designed  and  the  cope 
pattern  block  is  built  thereon. 

Cope  PaUem  Block 

The  cope  pattern  block  6,  Fig.  2,  is  practically  similar  to  the  nowel 
pattern  block,  as  it  is  built  immediately  thereon  with  its  contacting 
surface  matched  to  the  true  pitch  deck  of  the  nowel  pattern  block.  This 
block  construction  is  then  carried  on  until  the  two  nowel  and  cope  blocks 
represent  the  inside  area,  shape,  etc.  of  the  container  4-  The  nowel  and 
cope  blocks  are  separated  on  the  pitch  plane  so  that  each  block  has  an 
accurate  true  pitch  plane  surface.    A  portion  of  the  hub  and  fillet  is 
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attached  to  the  nowel  block  5  and  a  portion  of  the  hub,  fillet,  and  complete 
blade  pattern  6- A  is  attached  to  cope  block  6.  The  nowel  pattern  block  6 
is  then  ready  for  attaching  to  the  nowel-pattem  plate  S  and  the  cope- 
pattern  block  6  is  ready  to  be  dropped  into  the  cope  container  ^  and 
attached  to  the  bottom  plate. 

Notoels,  or  Drags 
The  nowela,  or  draga,  7,  Fig.  1,  are  made  of  cast  iron.  They  are  rec- 
tangular except  for  one  open  end,  which  is  angular  (as  in  container  and 
nowel  plate).  They  are  open  at  the  top,  to  set  over  the  pattern,  with 
cross  bars  at  the  bottom  for  sand  carrying  and  strength.  The  top  and 
bottom  have  heavy  flanges,  which  are  machine  finished  in  parallel  planes; 
the  locating  holes  are  positioned  therein  from  a  jig. 


Fia.  4. — N0WBI4  OB  dbaq;  auo  cbktbs  platb,  cbntbh  arbor,  and  abbob  cap 
Copea 
The  copes  8,  Fig.  1,  are  built  of  cast  iron.  Their  general  construction 
is  similar  to  that  of  the  nowels.  They  have  heavy  ribs  spaced  at  suitable 
intervals  and  the  top  and  bottom  Sanges  are  machine  finished  in  paralle) 
planes.    The  holes  are  located  from  a  jig. 

CerUer  Plate 
The  center  plate  9,  Fig.  4,  is  a  small  cast-iron  circular  plate,  madiine 
finished  over  its  entire  surface,  with  a  boss  at  the  center  of  the  under  side 
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for  poeitioning  on  the  main  assembly  plate  1  and  a  center  hole  in  the  boss 
for  the  insertion  of  the  center  arbor  10.  On  the  upper  side  of  the  plate 
9  are  projections  for  attaching  the  core  sand, 

CerUer  Arbor 
A  hollow  iron  casting  with  two  turned  end  bearii^  for  carrying 
center  core  forms  the  center  arbor  10,  Figs.  1  and  4.     It  is  set  into  the 
center  plate  9  and  is  centered  at  the  top  in  the  arbor  cap  11,  Fig.  4. 

Arbor  Cap 
A  cast-iron  ring  with  the  center  attached  by  brackets  at  the  top  forms 
the  arbor  cap  11,  Fig.  4.     It  is  dropped  over  the  center  arbor  10  and  on  to 
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dowels  for  positioning  on  the  copes  8.    It  is  made  up  with  sand  to  carry 
a  head  of  metal  on  a  riser  on  the  hub  of  the  wheel. 

Pouring  Ring,  or  Bonn 

The  pouring  ring  lH,  Fig.  5,  is  a  circular  cast-iron  trough  into  which 
metal  is  poured,  in  order  that  it  can  flow  through  the  gates  to  each  blade 
mold.  The  metal  Sows  throi^h  each  blade,  unites  in  the  hub,  and  rises 
up  through  the  hub  riser  until  sufficient  head  is  established  to  provide 
solidity. 
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Description  of  Molding  Operations 

After  the  base  or  assembly  plate  1  has  been  placed  on  the  foundry 
pouring  floor,  the  nowel  pattern  plate  3  with  the  pattern  block  5  is  set  on 
a  substantial  floor,  and  nowel  7  is  placed  over  the  pattern  on  the  plate 
and  is  bolted  to  the  plate  through  templet  holes  in  both.  It  should  be 
remembered  that  the  face  of  the  pattern  plate  and  both  top  and  bottom 
flanges  are  accurately  machine  finished,  in  parallel  planes,  so  that  with 
the  nowel  in  position  and  bolted  to  the  pattern  plate,  the  bearing  flange 
face  of  the  nowel  is  in  perfect  contact  with  the  pattern  plate.  It  is  not 
possible  to  enter  the  finest  gage  between  the  contacting  surfaces.  The 
pitch  plane  on  the  pattern  is  therefore  definitely  positioned  inside  of  the 
nowel,  with  relation  to  the  contacting  surfaces  and  the  drilling  therein. 

A  suitable,  strong,  dry,  sand  facing  is  riddled  on  to  cover  the  pattern 
block.  A  weaker  dry  sand  mixture  is  then  evenly  rammed  or  tamped, 
as  the  sand  is  dropped  in,  until  the  nowel  is  full  and  butted  ofif  even 
with  the  cross  ribs  and  flanges.  A  machine-finished  dry  plate  is  bolted 
on  to  the  nowel  bottom  and  the  nowel  and  nowel  plate  are  rolled  over 
and  deposited  on  a  core-oven  truck.  The  nowel  pattern  plate  is  then 
unbolted  and  drawn  off,  using  guide  pins.  The  nowel  is  then  ready  for 
baking.  The  nowel  plate  is  replaced  on  the  floor  and  the  second  nowel  is 
placed  in  position  and  bolted  thereon.  It  will  be  observed  that  the 
pitch  plane  of  the  pattern  by  this  procedure  has  been  transferred  from 
the  drilled  and  planed  surface  of  the  pattern  plate  to  a  similar  fixed 
location  with  relation  to  the  planed  nowel  flange  surfaces. 

The  same  operation  is  conducted  in  the  molding  of  the  copes.  WhQe 
the  description  indicates  that  the  copes  are  molded  after  the  nowels,  the 
two  operations  would  naturally  proceed  at  the  same  time.  In  the  case 
of  a  9-ft.  three-blade,  destroyer  wheel,  or  similar  wheels  up  to  12  ft.  in 
diameter,  with  both  cope  and  nowel  production  as  described,  the  average 
molding  time  would  not  exceed  5  to  6  hr.  The  mold  is  baked  for  from 
16  to  18  hr.  in  an  ordinary  core  oven  at  temperatures  from  360**  to  420**  F. 
(182**  to  216°  C),  after  which  it  is  ready  for  assembling. 

Assembling 

The  assembly  plate  is  thoroughly  cleaned  and  each  successive  baked 
nowel  is  placed  and  bolted  in  position,  as  fixed  by  the  jig.  The  baked 
copes  are  successively  placed  on  the  nowels  and  similarly  bolted,  the 
center  plate  9  being  lowered  in  place  in  the  center  hole  of  the  assembly 
plate  and  the  joints  between  the  copes  and  the  nowels  are  closed  through 
the  top  opening  by  the  use  of  slurry  or  lead  paste.  The  center  arbor 
10  is  entered  into  the  center  plate  9,  the  arbor  cap  11  is  set  over  the 
center  arbor  10,  and  the  pouring  ring  IB  is  set  on  the  copes  and  made  up; 
the  mold  is  then  ready  to  pour.  The  operation  of  assembling  the  mold 
requires  about  3  hours. 
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The  finished  wheel  must  be  perfect  in  diameter,  location  of  center 
core,  uniformity  of  pitch,  correct  blade  location,  and  uniform  blade 
thickness.  In  short,  a  perfect  propeller  wheel  should  result  because  the 
base  plate  is  correctiy  machined;  the  positionii^  holes  are  located  by 
templets  from  the  center  at  the  correct  ai^e  and  distance;  also,  the  pitch 
plane  in  both  the  nowel  and  the  cope  patterns  is  transferred  from  the 
machine-finished  surfaces  of  the  nowel  pattern  plate  and  the  cope  con- 
tainer to  the  fixed  positionfrom  the  machine-finished  surfaces  of  each  cope 
and  each  nowel.  Therefore,  when  the  machine-finished  surfaces  of  the 
cope  and  nowel  are  bolted  tt^ether,  the  two  pitch  planes  of  each  return  to 
contact,  leaving  an  exact  blade  thickness,  or  pattern  reproduction,  in 
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each  blade  mold;  and  as  the  top  fiange  in  the  nowel  is  machined  parallel 
to  the  bottom  Sange  of  the  nowel  and  all  the  nowels  are  of  even  height, 
when  the  nowels  are  bolted  on  the  machine-finished  assembly  plate  the 
pitch  planes  are  parallel  with  regard  to  the  assembly  plate  and  therefore 
in  relation  to  each  other. 

Fig.  6  shows  a  four-blade  semi-steel  propeller  wheel  just  out  of  the 
mold,  with  two  blades  cleaned  from  the  adhering  sand.  After  chipping 
off  the  fins  at  the  blade  edges,  removii^  the  sprue,  and  boring  the  hub, 
the  wheel  is  ready  for  shipment.  Besides,  the  wheel  as  cast  will  be  much 
more  perfect  and  in  much  better  balance  than  a  machined  wheel  cast 
by  the  ordinary  methods. 

The  same  practice  applies  to  the  molding  of  individual  blades,  with 
the  same  economy  of  time,  material,  and  accuracy  of  production. 
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It  should  be  made  plain  that  the  process  is  adaptable  for  molding- 
machine  use,  which  further  lessens  production  cost.  Wheeb  having 
blades  of  substantial  size  have  been  completely  molded  on  a  combination 
jolt  and  roll-over  machine.  While  to  date  a  roll-over  device  large 
enough  to  handle  a  20-ft.  wheel  has  not  been  made,  the  construction  of 
such  a  machine  is  in  contemplation. 

The  mold  is  poured  through  gates  to  each  blade,  insuring  uniformity 
of  flow  and  metal  distribution,  as  well  as  casting  solidity  and  dean 
metal  The  casting  is  left  in  the  mold  about  24  hr.  to  avoid  any  danger  of 
internal  strains.  The  equipment  is  ready  for  the  production  of  the 
next  wheel  as  soon  as  the  sand  is  shaken  out  of  the  cope  and  nowel.  This 
sand,  when  cooled  and  wet  down,  can  be  used  again  on  top  of  a  new 
facing  of  sufficient  depth  to  cover  properly  the  pattern  blocks. 

Standardization  op  EgmpMENT 

For  wheels  built  integral  and  for  commercial  use,  the  equipment  is 
built  in  three  standard  sizes,  12  ft.,  16  ft.,  and  20  ft.  in  diameter.  E^ch 
unit  is  designed  for  either  three-  or  four-blade  wheels.  For  built-up 
wheels,  the  same  standards  are  maintained. 

Pattern-block  Standardization 

The  patterns  are  standardized  in  diameter  to  suit  the  equipment 
diameter  capacity,  and  in  pitch  to  standard  practice.  For  example,  the 
patterns  for  the  16-ft.  equipment  would  be  of  sufficient  length  to  fit  the 
container  and  consequently  of  diameter  capacity  from  12  to  16  ft.  The 
pitches  on  the  pattern  blocks  are  standardized  for,  say,  6  in.  pitch  variation 
and  the  required  pattern  blocks  for  the  16-ft.  equipment  would  be  14  ft. 
0  in.,  14  ft.  6  in.,  15  ft.  0  in.,  15  ft.  6  in.,  16  ft.  0  in.,  16  ft.  6  in.,  17  ft.  0  in., 
17  ft.  6  in.,  and  18  ft.  pitch;  or  nine  pitch  blocks  only  are  required  to 
manufacture  wheels  of  any  diameter  from  12  to  16  ft.  and  with  any  com- 
bination of  standardized  pitch. 

Assuming  that  wheel  diameters  increase  by  3-in.  variations,  108 
combinations  of  wheel  diameter  and  pitch  may  be  made  from  nine  standard 
pitch  blocks  by  simply  changing  the  blade  form  and  area  on  the  pitch 
block.  Thus,  while  the  initicd  cost  of  one  pattern  block,  including  blade 
form,  may  exceed  the  cost  of  the  ordinary  blade  and  hub  portion,  the 
total  pattern  cost,  by  the  use  of  this  process,  is  ultimately  greatly  reduced. 

Tests  to  Determine  Fidelity  of  Casting  to  Pattern  Design 

Fig.  7  shows  a  wheel  mounted  on  a  balancing  stand  by  means  of  a 
balanced  turned  arbor,  in  which  are  placed  suitable  keyways.  Keys  are 
inserted  on  each  side  of  the  hub.    Through  such  a  test,  not  only  can  the 
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static  balance  t^  the  wheel  be  determined,  but  by  bringing  a  templet  into 
contact  with  Bimilar  sections  of  each  blade  it  will  be  seen  that  the  wheel 
IB  unifonn  and  correct  in  diameter,  pitch,  blade-thickness,  and  balance 
from  an  established  center,  which  through  this  procedure  is  accurately 
located  for  the  subsequent  boring  that  is  necessary  to  fit  the  wheel  to  the 
end  of  the  propeller  shaft. 

Many  tests  have  been  conducted  to  prove  the  accuracy  and  delicacy 
of  this  test.    In  one  case  three  propellers  cast  from  the  same  pattern 


Pia.  7. — Wbxel  modktsd  on  BAhisciKO  stand. 

and  the  hubs  machined  exactly  alike,  when  tested  were  found  te  weigh 
10,430,  10,435,  and  10,440  lb.  Four  single  blades  cast  from  the  same 
pattern,  after  the  blade  seate  were  machined,  weighed  3675,  3675,  3675, 
and  3670  lb. 

Fig.  8  shows  an  18  ft.  6  in,  four-blade,  18-ft.  pitch,  built-up  wheel 
being  installed  on  the  steamer  "  Mystic."  The  weights  of  the  four  blades 
on  this'wheel  were  3475,  3475,  3475,  and  3470  lb.  In  operation  the  slip 
was  reduced  from  16  to  9  per  cent,  and  the  time  saved  in  the  round  trip 
voyage  waa  approximately  10  per  cent. 
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The  steamer  "Patrick  Henry,"  a  standard  U.  S.  Shipping  Board 
vessel,  of  12,500  deadweight  tons,  which  was  equipped  with  a  Thacher 
process  propeller,  made  on  a  light  load  trial  trip  a  speed  of  12  knots,  which 
means  a  substantial  gain  over  identical  type  ships  having  other  makes  of 
propellers.  The  weights  of  the  four  blades  were  4345,  4345,  4348,  and 
4350  lb. 

In  Fig.  9  is  shown  a  three-blade  built-up  manganese-bronze  propeller 
made  by  the  Thacher  process.    This  wheel  when  tested  on  a  balancing 


Fia.  S. — FouB-BLADE,  IS-PT.  PITCH,  BDii/r-tJp  WHGitL  or  stkaubr  "Mtbtic." 

stand  developed  no  variation  in  balance.     It  is  one  wheel  of  a  twin-screw 
installation  on  the  steamer  "Herman  Frasche." 

Metal  Used  in  Propellers 

tn  propellers  used  in  the  Navy,  manganese  bronse,  having  an  ultimate 
strei^th  of  70,000  to  80,000  lb.  per  sq.  in.  and  an  elongation  of  20  to  35 
per  cent,  is  specified. 

For  commercial  use  many  wheels  have  been  made  of  semi  steel.  In  the 
case  of  thirty  such  wheels,  the  lowest  ultimate  strength  was  32,565  lb. 
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persq.  in.,  the  behest  42,175  lb.  per  aq.  in.;  while  the  average  was  36,658 
lb.  The  breaking  of  propeller  blades  has  not  been  uncommon;  in  most 
cases  this  has  been  attributed  to  lack  of  perfect  balance.  It  is  not 
unusual  for  an  18-ft.  wheel  to  have  a  tip  speed  of  over  5500  ft.  per  miu. 
By  the  use  of  this  method,  the  following  features  can  be  guaranteed: 
The  diameter  will  be  a  true  circle;  blade  angle  will  be  accurately  estab- 


Fia.  9. — Thbkb-blade,  bdilt-tip,  uAKaANKex- bronze  frofbllcr. 

lished;  pitch  will  be  absolutely  uniform;  blade  thickness  will  be  correct 
to  design;  balance  will  be  true  in  any  position  of  wheel;  more  prompt 
delivery  can  be  assured.  From  the  foregoing  there  must  result  greater 
speed  for  same  power,  lower  repair  cost,  fewer  replacements,  and  more 
ship-service  days. 


544        THS  ELECTRIC  FUBNACB  IN  THE  IRON  FOUNDRT 


The  Electricf  Furnace  in  the  Iron  Foundry 

Bt  Richabd  Moldbnkb,  E.  M.,  Ph.  D.,  Watchxtng,  N.  J. 

(New  York  Meeting  Febnury.  1921) 

One  of  the  gravest  problems  of  the  iron  foundry  today  is  the  accumu- 
lation of  sulfur  in  commercial  scrap  and  its  effect  on  the  castings  made 
therewith.  The  ordinary  jobbing  castings  today  show  a  sulfur  content 
of  0.18  per  cent.,  and  occasionally  as  high  as  0.22  per  cent.  The  product 
of  the  foundry  during  the  war  is  undoubtedly  to  blame  for  this  rapid 
increase  and  conditions  will  become  worse  as  the  millions  of  tons  of  gray- 
iron  castings  of  the  war  period  return  to  the  foundry  in  the  form  of 
commercial  scrap. 

In  the  ordinary  cupola  remelting  of  pig  and  scrap,  at  least  0.02  per 
cent,  sulfur  is  taken  up;  often  double  that  amount.  The  high  cost  and 
difficulty  of  obtaining  pig  iron  during  the  war  period  compelled  the  use  of 
considerable  scrap  in  the  mixtures;  frequently  charges  containing  90 
per  cent,  of  bought  scrap  were  melted.  Naturally  the  sulfur  content  of 
the  castings  increased. 

Until  the  advent  of  the  basic-hearth  electric  furnace,  the  only  method 
of  holding  the  sulfur  within  reasonable  limits  was  to  use  high  percentages 
of  pig  in  the  foundry  mixtures.  Pig  iron  seldom  contains  over  0.05 
per  cent,  sulfur,  if  well  made.  With  pig  iron  forming  60  per  cent,  of  the 
charge  and  the  gates,  runners,  rejections,  and  bought  scrap  the  other 
40  per  cent.,  the  sulfur  content  of  the  castings  can  easily  be  held  down, 
to  0.10  per  cent.  Pig  iron,  however,  costs  more  than  scrap  even  when 
melting  loss  differences  are  considered,  hence  as  small  a  percentage  as 
possible  wiU  be  used. 

The  recent  advance  in  knowledge  of  rational  melting  and  the  conse- 
quent reduction  in  losses  directly  due  to  oxidation  of  the  metal  and  cold 
iron,  has  permitted  the  acceptance  of  castings  with  a  much  higher  sulfur 
content  than  formerly.  The  steel  industry  also  is  seeking  to  determine 
how  high  sulfur  may  go  with  safety.  In  the  iron  foundry,  however,  there 
is  the  danger  of  a  low  cupola  bed  or  an  unduly  retarded  air-furnace  heat, 
with  the  consequent  raising  of  the  freezing  point  of  the  metal  and  segrega- 
tion effects  resulting  from  high  sulfur  with  insufficient  manganese. 
The  iron  foundryman  must,  therefore,  have  a  means  of  correcting  his 
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molten  metal.  The  electric  furnace,  with  a  basic  hearth,  offers  this 
opportunity. 

Before  the  iron  foundr3rman;  particularly  the  producer  of  gray  and 
malleable  iron  castings,  can  pour  his  molds  safely,  the  molten  metal  must 
have  a  high  degree  of  superheat,  be  thoroughly  deoxidized,  and  reason- 
ably low  in  sulfur.  A  foundryman  will  get  these  characteristics  if  he 
uses  good  materials  and  melts  properly.  The  electric  furnace  will  give 
a  highly  superheated  metal  that  is  thoroughly  deoxidized,  and  a  fine 
degree  of  desulfurization  if  the  hearth  is  basic.  If,  for  greater  economy 
and  to  fit  existing  equipment  conditions,  the  "duplexing"  system — 
cupola  metal  refined  in  the  electric  furnace — ^is  used,  the  best  results  for 
quality  are  obtainable  conjointly  with  a  reasonable  cost. 

The  foundryman  may  melt  cold  metal  directly  in  the  acid  or  basic- 
hearth  electric  furnace,  or  he  may  refine  molten  cupola  or  furnace  metal 
in  either  hearth  electric  furnace.  In  duplexing,  however,  it  is  doubtful 
if  open-hearth  metal  will  be  transferred  to  the  electric  furnace;  in  fact  it 
is  doubtful  if  even  air-furnace  iron  will  be  used  that  way,  as  in  the  foun- 
dry the  air  furnace  gives  10  to  40  tons  of  metal  at  one  time,  whereas 
the  same  tonnage  from  the  cupola  is  either  distributed  over  2  to  4  hr., 
or  spread  over  the  entire  working  day.  The  problem  of  the  electric 
furnace  in  the  foundry,  therefore,  resolves  itself  into  either  adding  the 
necessary  electric  equipment  for  duplexing,  or  installing  electric  furnaces 
for  direct  melting  and  refining  of  cold  stock.  Of  the  two  hearth  systems 
the  basic  is  to  be  preferred  for  its  specific  value  in  desulfurization. 

Cost  of  Melting  Cold  Metal  in  Electric  Furnace 

When  cold  metal  is  charged  into  an  electric  furnace,  unless  carefully 
handled,  there  will  be  considerable  fluctuations  in  the  current  until  the 
pigs  or  pieces  of  scrap  around  the  electrodes  are  melted.  As  the  rest 
of  the  charge  melts  in  the  bath  that  forms,  the  fluctuations  become 
less  marked  and  when  the  bath  is  entirely  molten  the  internal  resistance 
is  sufficient  to  reduce  the  current  demand,  in  some  furnaces,  one  half. 
Melting  cold  iron  ordinarily  requires  a  big  current  reserve  and  a  higher 
current  cost.  Data  from  steel  melting  show  that  melting  cold  stock 
consumes  up  to  four-fifths  of  the  total  current  used,  the  refining  period 
takes  the  other  fifth.  Since,  however,  refining  is  going  on  while  melting 
progresses,  the  contrast  in  reality,  is  not  so  great.  Duplexing  is  not  only 
cheaper  but  it  is  also  faster,  for  melting  a  cold  charge  and  refining  it  in 
the  electric  furnace  might  take  2  hr.,  whereas  the  refining  period  after 
melting  would  not  reach  %  hour. 

The  advantage  of  the  melting-from-cold-metal  S3rstem  over  duplexing 
lies  in  the  ability  to  melt  whenever  desirable,  whereas  duplexing  is 
dependent  on  the  running  time  of  the  cupola.     The  higher  cost  of  cast- 
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ings  by  either  method,  unless  the  lower  grade  materials  used  make  up  this 
difference,  means  that  the  electric  furnace  will  only  be  used  where  quality 
work  is  produced.  Thus,  if  the  total  cost  of  work  is,  say,  3c.  a  lb.,  it  is 
not  likely  that  the  foimdryman  will  add  another  3^c.  to  ^c;  but  for 
work  that  costs  15c.  a  lb.,  this  addition  matters  little.  The  maker  of 
grate  bars  will  undoubtedly  stick  to  the  cupola,  whereas  the  producer 
of  piston  rings  is  already  beginning  to  use  the  electric  furnace. 

Influence  of  Electric  Furnace  on  Foundry  Methods 

A  foundry  melting  metal  all  day  is  the  exception.  The  general 
custom  is  to  keep  the  men  molding  until  blast  is  put  on  and  melting 
begins,  which  is  usually  so  timed  that  the  heat  will  be  completed  as 
near  quitting  time  as  possible.  When  the  first  iron  comes  over  the  spout, 
the  men  stop  work  and  prepare  to  pour  off  their  molds.  In  the  malleable 
industry,  particularly  with  furnace  iron  or  where  the  nature  of  the 
castings  lends  itself  to  the  purpose,  melting  goes  on  all  day,  as  in  a  large 
cast-iron  carwheel  shop,  and  molders  mold  continuously  while  a  special 
gang  pours.    This  is  the  ideal  way  of  conducting  operations. 

Electric  furnaces  of  large  tonnage  are  expensive,  a  3-ton  outfit,  which 
ordinarily  would  be  considered  quite  large,  costs  about  $35,000  at  this 
writing.  For  a  moderate  degree  of  refining — that  is  superheating,  de- 
oxidation  and  desulfurization — the  metal,  as  taken  from  the  cupola, 
should  remain  in  the  electric  furnace  at  least  }^  hr.  With  rapid  repairs 
after  tapping  out,  fully  ^  hr.  will  be  required  for  each  batch  of  molten 
metal.  For  an  average  foundry,  melting  say  20  tons  daily  in  a  54-in. 
cupola,  the  heat  will  last  2  hr.,  which  permits  the  treatment  of  only  half 
of  it  by  the  duplex  method.  Unless  the  product  of  the  establishment 
can  be  divided  into  high-grade  and  ordinary  work,  the  duplex  process 
will  be  difficult  to  install  with  the  present  daily  routine.  Foundries  can 
do  this  in  most  cases,  hence  an  electric-furnace  equipment  added  to  the 
ordinary  foundry  will  work  out  very  nicely. 

Where  it  is  necessary  that  one  casting  will  be  as  good  as  the  next,  the 
entire  heat  must  be  melted  from  cold  stock  or  duplexed.  As  by  using 
high  sulfur  pig  irons,  large  percentages  of  low-grade  scrap,  briquettes 
of  borings,  punchings,  shot,  etc.  it  is  possible  to  get  from  the  electric 
furnace,  when  melting  cold  stock,  as  cheap  a  molten  metal,  fully  refined, 
as  from  the  cupola,  duplexing  will  not  be  required,  and  electric-furnace 
heats  may  be  taken  off  all  day  long  if  desired.  But  unless  a  shop  is 
run  on  the  all-day  pouring  plan,  the  owners  will  hardly  care  to  make  the 
necessary  changes  in  methods  such  a  radical  operating  departure  pro- 
duces, unless  accompanied  by  a  complete  shutdown  during  the  transi- 
tion period. 
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Advantages  of  Basic-hearth  Electric  Furnace 

The  selection  of  the  basic-hearth  electric  furnace  involves  several 
considerations.  In  the  acid-hearth  furnace^  the  slag  situation  is  easier, 
deoxidation  is  readily  accomplished  by  providing  a  slag  cover  with 
additional  periodic  charging  of  fine  coke  on  this  to  hold  the  furnace 
atmosphere  neutral.  The  intense  heat  of  the  bath,  with  its  high  carbon 
percentage,  takes  care  of  all  oxygen  that  may  be  in  the  metal  in  some 
combination.  The  disadvantages  of  the  acid-hearth  furnace  are  that, 
whether  melting  cold  metal  or  duplexing,  it  is  necessary  to  start  with 
comparatively  good  material,  as  the  sulfur  problem  remains.  Further, 
there  is  a  marked  addition  of  silicon  in  the  bath  by  reduction  from  the 
silica  hearth  and  slag,  if  refining  is  carried  on  for  any  length  of  time. 
The  advantages  of  the  acid-hearth  are  the  cheaper  refractories  required, 
the  furnace  body  lasting  as  long  as  an  open-hearth  furnace,  and  in  much 
easier  slagging  conditions.  Where,  therefore,  the  question  of  extremely 
low  costs  is  not  so  serious  an  item,  there  is  no  reason  why  an  acid-hearth 
electric  furnace  should  not  be  used  for  melting  from  cold  metal,  for  the 
sulfur  can  be  held  down  by  using  high  percentages  of  good  low-sulfur  pig 
iron— the  melting  process  gives  no  additional  sulfur,  as  is  the  case  in 
cupola  melting. 

In  view,  however,  of  the  sulfur  conditions  in  purchased  scrap  and  the 
desirability  of  holding  down  the  sulfur  maximum,  the  basic-hearth  elec- 
tric furnace  should  be  used  in  every  new  installation,  whether  for  cold 
melting  or  duplexing.  Nothing  prevents  running  an  all-scrap  heat 
through  the  cupola  for  ultimate  refining  in  the  basic-hearth  electric 
furnace.  The  carbon  conditions  can  be  regulated  in  the  cupola  suffi- 
ciently, or  if  necessary  in  the  electric  furnace  by  steel  scrap  additions, 
if  time  can  be  given  for  this  purpose.  The  silicon  can  be  increased,  if 
desired,  by  adding  ferrosiHcon,  and  such  elements  as  nickel,  chromium, 
titanium,  etc.,  provided  by  direct  or  ferroalloy  addition,  or  preferably  and 
far  cheaper  in  the  pig  iron  originally  used. 

Control  op  Phosphorus  and  Manganese  in  Castings 

As  the  electric  furnace  for  the  foundry  is  intended  to  improve  the 
molten  metal  only  in  regard  to  initial  heat,  freedom  from  oxygen  in 
some  combination,  and  eUmination  of  sulfur  to  the  desired  minimum, 
the  question  of  a  possible  phosphorus  reduction  does  not  come  up.  In 
fact,  unless  the  steel  stage  is  passed  through  this  is  out  of  the  question 
anyhow.  The  iron  foundry  deals  with  three  ranges  in  phosphorus.  In 
the  malleable  casting  the  phosphorus  must  range  from  practically  nothing 
to  a  maximum  of  0.200  per  cent.  For  gray  iron  the  low  range  is  any- 
thing under  0.300  per  cent.;  actually  it  will  be  around  0.175  per  cent. 
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and  results  from  using  bessemer  pig  irons  or  the  ''malleables"  in  the 
mixture.  Heavy  castings  should  not  go  above  the  0.300  per  cent,  limit, 
also  the  lighter  sectioned  work  of  large  dimensions,  particularly  when 
ribbed — as  in  condensers  for  marine  purposes.  Ordinary  castings  have 
about  0.500  per  cent,  phosphorus,  this  range  being  from  0.300  to  0.700 
per  cent.  The  high  range  is  anything  above  0.700  per  cent,  and  is  con- 
fined to  Ught  castings  of  an  ornamental  nature,  such  as  stoves  and  radia- 
tors. Foundr3rmen  have  no  difficulty  with  their  phosphorus,  as  it  can 
be  regulated  by  suitable  purchasing  of  pig  and  scrap,  steel  scrap  being 
free  from  phosphorus  and  stosre-plate  scrap  full  of  it. 

Whenever  the  product  of  a  foimdry  runs  below  0.50  per  cent,  man- 
ganese, there  must  have  been  defects  in  the  melting  practice,  involving 
undue  oxidation  during  the  operation,  unless  the  mixture  was  too  low 
in  manganese  in  the  first  place.  Where,  with  sufficient  manganese  in  the 
mixture,  the  castings  come  out  below  0.50  per  cent,  either  burnt  scrap 
has  been  used  or  the  bed  of  the  cupola  was  too  low  and  free  oxygen  from 
the  blast  attacked  the  melting  iron.  The  manganese  percentage  in  such 
a  case  was  insufficient  to  care  effectively  for  the  surplus  oxygen  and  by 
uniting  with  it  enter  the  slag;  hence  oxidized  metal  with  pinholes,  exces- 
sive shrinkages,  cracks,  etc.  was  produced.  With  high  sulfur  in  addition, 
none  of  this  can  be  neutralized  by  available  manganese,  hence  further 
trouble.  With  thorough  deoxidation  and  desulfurization  effected  in  the 
basic-hearth  electric  furnace  it  is  possible  to  start  with  lower  manganese 
ranges  in  the  mixtures;^  indeed,  it  is  necessary  to  start  with  lower  man- 
ganese, otherwise  that  part  of  it  in  the  mixture  intended  to  care  for  exces- 
sive sulfur,  were  the  castings  made  directly  from  the  cupola,  will  on 
desulfurization  in  the  electric  furnace  remain  behind  and  act  as  a  harden- 
ing agent.  One  well  known  Southern  pig  iron  is  so  low  in  manganese 
that  foundrymen  fear  to  use  it;  yet,  if  properly  melted,  this  iron  yields 
excellent  castings. 

The  metallurgical  aspects  of  the  basic-hearth  electric  furnace  opera- 
tion are  interesting:  To  desulfurize  rapidly  and  well,  it  is  necessary  to 
keep  the  lining  in  good  shape  and  to  charge  lime  with  a  little  fluorspar  to 
form  an  active  slag  on  the  molten  metal.  Crushed  coke  is  also  charged 
on  the  slag  in  order  that  the  interior  atmosphere  may  be  kept  neutral  to 
reducing.  The  more  active  the  Ume  the  quicker  is  the  reduction  in 
sulfur.  Calcium  carbide  is  formed  and  the  bath  is  both  deoxidized  and 
desulfurized.  A  shallow  bath  ia  quicker  than  a  deep  one,  for  the  greater 
the  slag  and  metal  contact  area  the  better  is  the  interaction.  While  it 
is  possible  to  get  the  sulfur  content  as  low  as  0.009  per  cent.,*  this  reduc- 
tion is  not  necessary  in  ordinary  practice.    Reductions  to  0.04  or  00.5 

^Geo.  K.  Elliott:  Trans,  Amer.  Foundrymen's  Assn.  (1920). 
*Qeo.  K.  Elliott,  a  pioneer  in  duplexing  cast  iron;  also  by  W.  G.  Eranx,  of  "tri- 
plex'' malleable  fame. 
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per  cent,  are  quite  sufficient,  for  to  go  lower  requires  a  rapidly  increas- 
ingly  proportional  current  and  time  consumption. 

Cost  of  Melting  in  Electric  Furnace 

The  matter  of  costs  is  a  wide  subject,  for  much  depends  on  the  fur- 
nace used.  In  the  figures  here  given  a  fairly  high  average  has  been 
assumed.  The  chief  item — cost  of  current — varies  in  localities.  The 
present  general  rate  is  about  1.5c.  per  kw.-hr.,  hence  this  has  been  used 
in  the  calculations.  On  a  3-ton  basis,  melting  cold  stock  would  require 
roughly  530  kw.-hr.  per  ton.  In  duplexing  it  is  possible  to  get  along  with 
100  kw.-hr.  This  would  mean  a  current  charge  of  S7.95  and  $1.50, 
respectively.  To  the  latter  figure,  however,  there  should  be  added  the 
cupola  melting  cost,  for  purposes  of  comparison.  At  present  this  costs 
at  least  $4  a  ton;  in  normal  times  one-half  of  this  would  be  con- 
sidered high. 

The  cost  of  electrodes  varies  somewhat  with  the  type  of  furnace. 
Where  the  construction  allows  air  currents  to  enter  the  furnace  body  and 
pass  out  around  the  electrodes  there  is  bound  to  be  a  heavy  carbon  con- 
sumption. So  allowing  20  lb.  of  electrode  per  ton  for  melting  from  cold 
stock  (or  at  8c.  a  lb.,  $1.60  a  ton)  and  60c.  a  ton  for  duplexing,  this  item 
would  be  covered.  Refractories  for  repair  purposes,  including  the 
periodic  complete  rebuilding  of  the  furnace  body,  amount  to  45c.  a  ton 
for  an  acid-hearth  electric  furnace,  and  about  $1.50  a  ton  for  the 
basic  system. 

Labor  for  the  melting  from  cold  stock  costs  about  $2.50  a  ton,  while 
with  duplexing  the  cost  is  about  $1.50 — ^the  labor  of  charging  the  raw 
materials  going  to  the  account  of  cupola  melting.  The  subject  of  depre- 
ciation, interest,  etc.,  when  figured  on  the  basis  of  300  heats  annually — 
or  corresponding  to  duplexing  conditions,  will  run  about  $2  a  ton,  on  a 
20  per  cent,  basis  on  the  investment.  With  continuous  running,  whether 
electric  melting  only  or  duplexing,  and  a  consequent  possibility  of  many 
more  heats  annually,  this  charge  will  be  lowered  materially. 

Summarizing  these  costs  per  net  ton  gives  the  following: 

COLD-UBTAL   MbLTINO  DuPLBXINQ 

Acid  Hbabth  Basic  Hbartb 

Current $7.95  $1.50 

Electrodes 1.60  0.60 

Refraotories 0.45  1.50 

Labor 2.50  1.60 

Depreciation,  etc 2.00  2.00 

$14.50  $7.10 

Adding  cupola  melting  cost 4.00 

$11.10 
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If  all  the  metal  of  a  foundry  were  duplexed,  it  woidd  be  possible  to 
effect  a  saving,  in  each  of  the  above  cases,  of  practically  the  whole  amount 
through  the  use  of  briquetted  borings,  steel,  maUeable,  stove  plate,  and 
other  scrap — to  the  exclusion  of  practically  all  pig  iron — whether  these 
are  melted  in  the  electric  furnace  or  nm  through  the  cupola.  In  pre-war 
times  when  the  ordinary  cupola  mixture  might  have  cost  $15  a  ton,  cer- 
tain sash-weight  foundries  were  putting  mixtures  costing  only  $6.50 
through  the  cupola.  Even  in  these  days,  metal  equal  to  charcoal  iron 
is  produced,  in  the  basic-hearth  electric  furnace,  from  burnt  soda  kettles, 
burnt  stove  grates,  spring  beds,  old  annealing  pots,  etc.  On  the  other 
hand,  where  only  part  of  a  cupola  heat  is  to  be  duplexed,  or  where  time 
is  not  available  for  an  extended  refining  treatment  in  the  case  of  electric 
melting  from  cold  stock,  the  regular  run  of  cupola  mixtures  must  be  used 
to  insure  the  desired  results.  If  all  foundrymen  were  to  use  the  undesir- 
able lines  of  scrap  on  the  market,  these  would  soon  be  sold  on  their 
metallic  iron  content  and  compete  directly  with  pig  iron.  With  a  i^ood 
metallurgical  laboratory,  a  foundry  could  accomplish  much  in  the  way  of 
cost  reduction  where  a  basic-hearth  electric  furnace  is  available. 

The  interesting  point  to  be  noted  from  the  costs  given  is  that  for  an 
ordinary  foundry  prepared  to  duplex  some  or  all  of  its  cupola  metal,  the 
additional  cost  is  but  ^c.  per  lb.  Because  of  compensations  in  the  form 
of  lighter  runners  and  gates,  due  to  the  intense  heat  and  wonderful 
fluidity  of  electrically  refined  cast  iron  and  as  the  number  of  castings 
misrun  is  much  smaller  than  the  present  practice  with  cupola  or  ftunace, 
and  as  the  quality  of  the  work  is  unquestionably  higher,  this  third  of  a 
cent  becomes  at  least  a  part  of  a  cent  received. 

Those  who  have  observed  the  tapping  out  of  an  electric  furnace  heat 
of  cast  iron  will  have  noticed  the  extreme  temperatures  of  the  material. 
The  metal  is  snow  white,  and  when  poured  into  the  molds  remains  liquid 
for  a  long  time.  The  basins  draw  down  funnel-shaped  eventually 
showing  excellent  feeding  qualities  on  the  part  of  the  molten  metal;  and 
the  cajstings  are  close-grained  and  apparently  sound.  Hence  this  kind 
of  iron  may  be  used  for  high-pressure  valves  and  fittings  and  other 
important  construction  work.  The  molds  must  be  made  of  unusually 
refractory  sand  and  the  partings  should  be  clamped  very  tightly.  The 
fluidity  and  length  of  time  before  soUdification  takes  place  make  possible 
the  cutting  out  of  many  risers  and  heads,  and  a  reduction  in  volume  of 
those  necessary.  This,  with  the  smaller  runner  sections  and  the  ability 
to  flow  long  distances  before  showing  signs  of  cold  shuts,  should  make  the 
subject  an  attractive  one  for  those  foundrymen  who  would  be  benefited 
by  such  valuable  characteristics. 
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DISCUSSION 

George  K.  Elliott,*  Cincinnati,  Ohio  (written  discussion). — Four 
years  of  experience  with  the  electric  furnace  for  treating  cast  iron,  both 
gray  and  white  (for  malleable),  has  shown  that  there  are  at  least  three 
general  classes  of  iron  castings  for  which  this  furnace  is  an  economical 
feasibility: 

1.  Those  castings  in  which  unusual  physical  properties  (such  as 
tenacity,  solidity,  and  fineness  of  grain)  are  desired  above  all  else.  In  the 
extreme  engineering  projects  of  all  kinds  that  are  common  today  there 
is  a  tendency  to  pass  up  the  homely  old-fashioned  gray-iron  casting  for 
the  supposedly  more  trustworthy  malleable  or  steel.  Doubtless  often 
the  change  is  justifiable  from  every  important  angle,  but  in  more  than  a 
few  cases  cast  iron  is  rejected  solely  through  ignorance  of  what  really 
good  cast  iron  is  capable  of  being  or  through  a  well-grounded  fear  that 
such  iron  is  beyond  the  reach  of  the  average  foundry.  When  measured 
by  the  standards  of  modern  engineering  requirements,  cast  iron  is 
frequently  found  wanting.  This  is  not  so  much  because  of  its  own 
weaknesses  as  the  shortcomings  of  the  ordinary  foundry  processes  and 
the  lack  of  a  universal  skill  and  knowledge  among  foundry  operatives. 
The  electric  furnace  has  not  so  much  endowed  cast  iron  with  new  proper- 
ties as  to  show  its  real  properties.  For  instance,  cast-iron  valves  made 
from  electric-furnace  iron  have  been  exposed  to  superheated  steam  for 
several  years  but  not  one  failure  has  been  reported. 

2.  Castings  that,  on  account  of  thinness  of  section,  are  ordinarily 
run  only  with  excessive  losses  through  "cold  shuts"  and  various  other 
manifestations  of  iron  lacking  in  fluidity.  In  the  electric  furnace,  any 
grade  of  iron  can  invariably  be  made  very  fluid  because  it  can  be  super- 
heated to  any  temperature.  The  cupola  is  able  to  do  little  superheating, 
consequently  certain  grades  of  iron,  lacking  fluidity  but  possessing 
unusual  strength,  cannot  be  melted  and  delivered  to  the  molds  hot  enough 
to  run  out  a  profitable  number  of  the  castings. 

3.  Castings  that  are  extremely  hazardous  to  the  foundryman  or  to 
the  machine  shop  from  the  profit-and-loss  point  of  view.  Many  castings, 
for  instance  cylinders  or  valves,  cannot  be  tested  and  therefore 
are  not  found  to  be  defective  until  after  considerable  expensive  machining 
has  been  done.  In  such  cases  there  is  lost  not  only  the  foundry  labor  and 
material  but  also  machine-shop  labor  and  time.  By  making  possible 
the  use  of  the  best  kind  of  iron,  by  superheating  it  properly,  and  by 
presenting  a  melt  that  is  entirely  free  from  entrained  slag  and  dissolved 
gases,  the  electric  furnace  brings  about  a  great  reduction  in  shop  de- 
fectives, and  all  additional  cost  due  to  the  process  is  unnoticed  in  the 
general  gain. 


*  Chief  Metallurgical  Engineer,  The  Lunkenheimer  Co. 
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The  three  classes  of  castings  outlined  show  advanti^es  accruing  to 
the  finished  product.  There  is  also  the  advante^e  of  having  low-grade 
materials  made  suitable  to  and  accessible  for  high-grade  products.  Off- 
grade  pig  iron  and  high  percentages  of  scrap  in  the  mixture  can  be  made 
into  high-class  castings  through  the  medium  of  the  electric  fiunace  with 
basic  lining.  The  foundry  some  distance  from  the  blast  furnaces, 
with  the  basic  electric  furnace,  can  make  available  low-grade  neighbor- 
hood scrap.  On  the  other  hand,  the  foundry  close  to  the  blast  furnace 
can  buy  its  iron  in  the  molten  condition  and  by  superheating,  and  refining 
to  any  required  analysis  in  its  electric  furnace,  can  make  it  suitable  for 
any  desired  grade  of  castings. 

W.  N.  Crafts,  Montreal,  Que. — The  electric  furnace  has  suffered 
from  its  friends  a  great  deal.  You  cannot  get  something  for  nothing 
and  the  electric  furnace  is  not  going  to  take  cheap  scrap,  100  per  cent, 
borings,  or  any  other  poor  material  and  make  perfect  castings  without 
the  addition  of  considerable  technical  attention  and  a  large  amoimt  of 
electric  current. 

A  malleable  casting  must  be  annealed  but  a  gray-iron  casting  ordin- 
arily does  not.  An  iron  or  gray-iron  casting  made  in  the  electric  furnace 
is  subject  to  metallurgical  conditions  that  I  think  Doctor  Moldenke  has 
overlooked.  The  refining  in  the  basic  electric  furnace  must  be  done 
under  a  reducing  slag  in  order  to  get  out  the  sulfur;  that  means  that  the 
temperature  must  go  at  least  200^  above  the  normal  temperature  of  the 
slag  in  the  cupola  or  the  oxidizing  slag  in  the  electric  furnace  or  in  the 
open  hearth.  That,  of  necessity,  means  that  the  metal  is  going  to  be 
hotter  than  it  should  be  for  good  pouring.  The  danger  is  that  the  power 
of  the  electric  furnace  is  not  rated  sufficiently  high  so  that  the  melter 
will  pour  his  castings  at  a  temperature  that  will  give  hardened  castings 
absolutely  free  from  blowholes  and  of  high  tensile  strength,  but  an  ex- 
ceedingly brittle  iron. 

Richard  Moldenke,  Watchung,  N.  J — The  point  is  well  taken,  but 
there  seems  only  one  thing  to  do  with  such  highly  superheated  iron,  and 
that  is  to  let  it  stand  until  cool  enough  to  pour.  The  addition  of  some 
cold  sprues  will  quickly  cut  down  the  injurious  superheat,  so  that  the 
molds  will  not  be  damaged.  I  have  seen  such  highly  superheated  iron 
poured  without  any  trouble,  though  the  foundry  had  at  first  found  it 
necessary  to  get  better  sand  and  to  clamp  the  flasks  tighter.  On  the 
whole,  however,  this  excessive  superheat  is  a  good  thing  as  it  gives  an 
exceedingly  clean  metal,  every  particle  of  sle^  rising  to  the  top. 

A.  L.  Stillman,  New  York,  N.  Y. — ^There  is  a  suspicion  that  the  cast- 
iron  boring  briquette  is  not  sufficiently  strong  to  stand  the  wear  and  tear 
of  the  cupola  and  that,  somewhere,  on  the  way  down,  it  spreads  apart. 
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Practice  has  shown  that  the  briquette  does  actually  melt  all  the  way 
through.  I  was  present  at  a  test,  not  long  ago,  where  certain  briquettes 
were  poured  on  with  the  idea  of  running  the  thing  with  as  much  considera- 
tion for  the  briquetted  borings  as  possible.  The  pig  was  put  on  first, 
then  the  heavy  scrap,  followed  with  the  10  per-cent.  briquettes,  and 
after  that  the  coke.  But  instead  of  throwing  the  coke  on  the  briquettes, 
the  laborers  threw  a  load  of  pig  iron  into  the  cupola,  but  the  cast-iron 
briquettes  stood  under  that. 

So  I  think  that  unless  the  dye  industry  is  prepared  to  absorb  all  the 
cast-iron  borings,  that  this  method  will  be  universally  adopted. 

The  limit  of  the  briquetting  at  present  is  20  per  cent.,  but  we  can 
hope  for  at  least  40  per  cent.,  if  necessary  in  duplexing  methods,  if  the 
borings  are  available  on  account  of  the  refinement  and  the  greater  flow 
that  will  be  obtained.  Above  20  per  cent,  in  the  cupola,  the  addition 
of  briquetted  borings  must  greatly  increase  the  sulfur  content  and  the 
formation  of  hard  iron. 

G.  F.  Cone,  New  York,  N.  Y. — ^Does  the  electric  furnace  make  alloy 
castings  possible  some  time  in  the  future?  Is  there  likely  to  be  a  demand 
for  castings  of  this  kind? 

Richard  Moldenke. — Gray  cast  iron  is  fundamentally  a  steel  of 
given  combined  carbon  content  plus  mechanically  mixed  graphite.  Any 
improvement  by  adding  such  metals  as  nickel,  chromium,  etc.,  would 
be  attained  by  putting  these  metals  into  the  steel  structure  and  leaving 
the  graphite  the  same.  My  opinion  is  that  such  metals  should  enter 
the  iron  by  way  of  the  blast  furnace  rather  than  in  the  shape  of  ferro- 
alloys.   It  is  much  cheaper. 

I  am  just  finishing  a  series  of  tests  for  the  Bethlehem  Steel  Co.  along 
this  line,  with  their  Mayari  pig  iron  (a  nickel-chromium  iron)  the  two 
metals  being  in  the  ore  as  charged  into  the  blast  furnace.  The  results 
of  these  tests  will  be  published  shortly,  and  will  doubtless  prove  of  great 
interest. 

It  will  be  difficult  to  produce  gray  iron  castings  economically  enough 
when  ferroalloys  are  used — except  for  special  purposes.  Hence  more 
attention  should  be  devoted  to  the  use  of  suitable  ores  of  the  metals 
wanted  in  the  pig  iron  to  add  to  the  regular  stock. 

H.  A.  Schwartz,  Cleveland,  Ohio  (written  discussion). — Perhaps  the 
largest  use  of  electric  furnaces  in  the  iron  foundry  is  in  the  Kranz  "tri- 
plex" process  for  making  malleable  castings.  The  experience  gained  in 
that  process  should  be  applicable  to  the  manufacture  of  gray  iron.  It 
has  shown  that  where  costs  must  be  considered  the  electric  furnaces  must 
work  on  hot-metal  charges,  must  run  continuous,  and  must  be  of  fair 
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buse.  In  other  words,  the  electric  furnace  is  suited  only  to  plants  pro- 
ducing large  tonnages  of  quality  metal  under  conditions,  as  to  crane 
service,  etc.,  that  are  prohibitive  in  the  small  plant.  Only  where  the 
desired  quality  is  otherwise  inattainable  could  gray  iron  made  in  occa- 
sional small  heats  in  the  electric  compete  with  a  cupola  plant. 

The  fact  that  the  properties  of  all  cast  irons  are  fixed  by  the  form  and 
amount  of  carbon  present  was  pointed  out  some  years  ago  by  Doctor 
Howe,  yet  the  carbon  content  is  disregarded  by  many  authors.  The 
total  carbon  content  of  cupola  metal  is  limited  to  a  rather  close  range, 
from  perhaps  2.75  per  cent,  to  perhaps  3.25  per  cent.  The  value,  except 
in  the  presence  of  a  very  badly  oxidized  melting  stock,  depends  mainly 
on  the  cupola  melting  condition  and  but  little  on  the  melting  stock.  In 
the  past,  this  has  perhaps  been  fortunate  as  it  kept  the  foundryman  out 
of  trouble  due  to  variations  in  total  carbon.  But  it  has  been  unfortunate 
from  the  point  of  view  that  it  made  for  hazy  thinking  and  spread  abroad 
a  disregard  for  that  most  important  element.  There  is  no  reason  why 
3  per  cent,  carbon  should  be  an  optimum  for  aU  purposes  and  the  makers 
of  air-furnace  gray  iron  are  able  to  produce  a  considerably  improved 
product  by  attaining  a  lower  carbon  content. 

The  other  elements  present  in  iron,  except  phosphorus,  are  useful  or 
harmful  mainly  as  they  affect  the  conversion  of  cementite  into  free  car- 
bon. The  electric  furnace  permits,  either  by  triplexing  or  by  the  use 
of  steel  punchings,  a  satisfactory  control  of  the  carbon  content  coupled 
with  a  control  of  the  other  elements  (silicon,  manganese  and  sulfur)  that 
are  of  importance  in  fixing  its  distribution  between  the  free  and  combined 
forms.  Consequently  the  field  of  improving  cast  iron  by  electric  melting 
can  hardly  be  said  to  be  limited  to  the  removal  of  sulfur  and  oxygen, 
but  rather  extends  out  to  include  the  making  of  a  cast  iron  of  accurately 
controlled  free  and  combined  carbon  content. 

Doctor  Moldenke  has  rightly  emphasized  that  the  reduction  of  sulfur 
below  0.04  or  0.05  per  cent,  is  unimportant,  given  a  proper  manganese 
content.  The  writer  would  go  further  and  say  that  there  are  circum- 
stances where  an  iron  containing  0.009  per  cent,  sulfur  would  be  improved 
by  adding  0.04  per  cent,  more  of  that  element. 

The  work  of  J.  E.  Johnson,  Jr.  on  "Oxygen  in  Cast  Iron"  should  at 
least  create  a  doubt  as  to  whether  that  element  is  always  the  breeder 
of  harm  that  many,  including  Doctor  Moldenke,  maintain  it  to  be. 

The  great  contribution  of  electric  metallurgy  to  the  gray-iron  foundry 
will  come  not  when  it  is  considered  only  as  a  desulf urizer  and  deoxidizer, 
permitting  the  use  of  "off''  pig  iron  and  cheap  scrap,  important  as  this 
may  be,  but  when  it  becomes  a  means  of  quantitative  control  of  the 
various  elements  alloyed  with  iron,  in  the  light  of  definitely  established 
facts,  toward  the  attainment  of  the  desired  physical  properties  from  the 
viewpoint  of  carbon  control. 
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As  Doctor  Moldenke  suggests,  the  burnt  scrap  and  the  off  heat  will 
soon  rise  in  price  if  all  can  and  will  use  them  and  these  trade  advantages 
would  disappear.  Chemical  control,  from  the  viewpoint  of  quantity  and 
distribution  of  carbon,  would  involve  improvements  similar  to  those 
made  in  the  malleable  industry  in  the  same  way  during  recent  years,  and 
would  constitute  a  permanent  metallurgical  advance  and  a  consequent 
benefit  to  all  industries  using  gray  iron. 


556    MAinTFACTURE  OF  FEBROMANGANESB  IN  THE  ELECTRIC  FURNACE 


Manufacture  of  F^romanganese  in  the  Electric  Furnace* 

Bt  Robert  M.  KsBNBT,t  E.  Met.,  Golden,  Colo.,  and  Jat  LoNSROANyt  E.  M., 

Wenatchbb,  Wash. 

(New  York  Meeting,  February,  1031) 

The  electric  smelting  of  manganese  ore  and  the  production  of  f eiro- 
manganese  did  not  exist  as  an  industry,  in  the  United  States  or  elsewhere, 
previous  to  the  outbreak  of  war  in  1914.  Ferromanganese  had  been 
produced,  electrically,  during  times  of  high  prices  by  two  companies  at 
Niagara  Falls  and  by  several  European  companies,  but  the  production 
was  spasmodic,  and  none  was  electrically  produced  when  ferromanganese 
sold  at  from  $35  to  $40  per  ton.  Thus  the  electric  smelting  of  manganese 
ore  must  be  considered  aa  a  development  caused  by  the  high  prices 
prevailing  during  the  years  1916,  1917  and  1918,  and  the  necessity  of 
smelting  domestic  ore  in  order  to  fill  the  ferromanganese  requirements  of 
the  steel  industry  of  the  United  States,  which  increased  from  189,088 
tons  in  1914  to  356,356  tons  in  1918.  The  electric  furnace  is  well  adapted 
to  smelting  domestic  ore  because  it  can  be  located  in  small  units  near  the 
source  of  ore  supply.  In  1918,  the  ferromanganese  production  of  the 
United  States  was  333,027  tons,  of  which  about  7  per  cent.,  or  23,000 
tons,  was  produced  in  the  electric  furnace.  The  electric  furnace  not  only 
assisted  materially  in  the  development  of  a  domestic-ore  supply  but  made 
a  considerable  saving  of  coke,  as  it  requires  about  1}^  tons  of  bituminous 
or  lignite  coal  per  ton  of  ferromanganese  compared  with  a  blast-furnace 
consumption  of  2.9  tons  of  coke  per  ton  of  ferromanganese. 

Some  of  the  plants  in  the  United  States  that  smelted  manganese  ore 
in  the  electric  furnace  during  the  war  and  in  1920  are  listed  in  Table  1. 
From  early  in  1919  to  about  February,  1920,  little  ferromanganese  was 
produced  in  the  electric  furnace.  During  this  period  the  price  of  ferro- 
manganese (78  to  82  per  cent,  manganese)  was  about  $100  per  ton. 
During  the  first  half  of  1920,  several  plants  resumed  operation  when  the 
price  of  ferromanganese  (76  to  80  per  cent,  grade)  gradually  increased  to 
$200  per  ton,  delivered. 


*  A  contribution  from  the  Department  of  Metallurgical  Research,  Colomdo 
School  of  Mines,  Golden.  Colo. 

t  Director  of  Metallurgical  Research,  Colorado  School  of  Mines. 
t  Chief  Engineer,  Royal  Development  Co. 
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Table  1. — Electric  Ferramanganeae  Plants  in  United  States 


Company 


Anaconda  Copper  Min.  Co. 

Bilrowe  Alloys  Co 

Ferro  Alloy  Co 

Iron  Mountain  Alloy  Co — 

Noble  Electric  Steel  Co 

Pacific  Electro  Metals  Co. . 

Pittsburgh  Metallurgical  Co 

Southern  Manganese  Corp. , 
Western  Reduction  Co 

Total 


Location 


Great  Falls, 
Mont. 

Tacoma,  Wash. 

Utah   Junction, 
Colo. 

Utah   Junction, 
Colo. 

Heroult,  CaUf . 

Bay   Point, 
Calif. 

Montour  Junc- 
tion, Pa. 

Anniston,  Ala. 

Portland,  Ore. 


Capacity, 
Kv-a. 


25,000 

2,100 
2,700 

3,000 

4,500 
3,000 

1,500 

15,000 
1,200 

58,000 


Number 

of 
Furnaoes 


6 
3 


5 
1 


Size  of 

Furnace. 

Kv-a. 


{ 


5000 

350 
450 
750,  1500 
1200,  1800 


8 
2 


33 


800  to  1600 
3000 

1500 

1500  to  3000 
600 


With  present  coke  prices  the  electric  furnace  can  probably  manu- 
facture f erromanganese  as  cheaply  as  the  merchant  blast  furnace,  because 
the  fuel  cost  per  ton  of  metal  is  about  the  same  as  the  power  cost  per  ton 
of  metal.  During  September,  the  price  of  ferromanganese  dropped  to 
$175  per  gross  ton  delivered,  due  to  overproduction  and  importations 
from  England;  in  November,  the  price  was  $135  per  gross  ton  delivered. 

Pbocess 

As  in  electric  smelting  of  iron  ore,  the  process  consists  essentially  of 
the  substitution  of  electric  heating  for  combustion  heating,  with  the  use 
of  carbon  as  a  reducing  agent  and  limestone  or  lime  as  a  flux  of  the  silica 
in  the  ore.    The  fundamental  reactions  are: 


MnOj  +  2C 

MnCOa  +  C 

MnCO,  +  2C 

Fe,Oi  +  3C 

FeO  +  C 

2SiO,  +  SCaO 

2SiO,  +  aCaCO, 


Mn  +  2C0 

Mn  +  CO,  +  CO 

Mn  +  SCO 

2Fe  +  SCO 

Fe  +  CO 

3Ca0.2Si02 

3Ca0.2SiO,  +  SCOa 


with  excess  of  carbon  there  is  a  tendency  to  form  calcium  carbide 


2Si02  +  SCaO  +  SC  =  2Ca0.2SiOi  +  CO  +  CaC, 
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which  results  also  in  loss  of  manganese  in  the  slag  because  of  lack  of 
lime  to  combine  with  the  silica. 

3Ca0.3Si02  +  MnO  =  Mn0.3Ca0.3SiOa 

Excess  lime  results  in  the  formation  of  an  airnslacking  slag  due  to  the 
formation  of  the  orthosilicate  2CaO.Si02. 

SiOj  +  2CaO  =  2CaO.SiO, 

The  chemical  reactions  involved  are  about  the  same  as  in  blast- 
furnace smelting,  except  that,  due  to  the  high  temperature  at  the  end  of 
an  electrode  in  an  electric  furnace,  there  is  a  tendency  to  form  calcium 
carbide  if  excess  lime  or  carbon  is  present.  This  is  due  to  poor  mixing 
of  the  charge  so  that  hme  and  coal  alone  are  in  contact  at  the  end  of  the 
electrode.  On  the  general  grade  of  manganese  ore  smelted  during  the 
war,  the  total  loss,  slag  loss,  and  stack  loss  seem  to  be  about  the  same 
in  both  processes.  In  such  a  comparison,  the  electric  furnace  is  at  a 
disadvantage  as,  from  all  evidence  available,  the  electric-furnace  charges 
evidently  carried  less  manganese  and  more  silica.  With  this  lower 
grade  ore,  the  electric  furnace  accomplished  practically  the  same  results 
as  the  blast  furnace  smelting  higher  grade  ore. 

Electric  Smelting  Versus  Blast-furnace  Smelting 

■ 

P.  H.  Royster^  of  the  U.  S.  Bureau  of  Mines,  who  studied  the  opera- 
tion of  eleven  ferromanganese  blast  furnaces,  gives  the  results  of  forty 
experimental  periods  of  ten  days  each,  the  average  of  which  is  shown  in 
Table  2.  Similar  results  have  been  compiled  from  three  months  opera- 
tion of  an  1100-kw.  electric  furnace.  The  weights  given  in  Table  2  for 
the  electric  furnace  are  determined  by  actual  weighing  and  all  figures  are 
based  on  metal  cleaned  and  sorted. 

The  losses  in  both  furnaces  are  the  same,  though  the  electric  furnace 
was  smelting  an  ore  containing  34.8  per  cent.  Mn  and  13.2  per  cent. 
Si02  and  the  blast  furnace  was  smelting  ore  containing  40.33  per  cent. 
Mn  and  8.6  per  cent.  SiOs.  The  electric-furnace  slag  was  less  basic 
than  the  blast-furnace  sl£^. 

The  fuel  in  the  blast-furnace  charge  is  the  cause  of  the  sli^  fall  from 
the  blast  furnace  being  greater  than  that  from  the  electric  furnace. 
There  is  a  possibility  that  the  difference  in  slag  fall  is  caused  by  the  fact 
that  most  of  the  blast-furnace  slag  was  estimated  by  volume.  As  is  to 
be  expected,  the  most  marked  difference  in  the  two  processes  is  in  the 
carbon  consumed,  the  blast  furnace  requiring  5323  lb.  (2414.5  kg.)  per 


^  P.  H.  Royster:  Production  of  Ferromanganese  in  the  Blast  Furnace.     Trant, 
(1920)  62,  18. 
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Table  2. — Electric  Furnace  versus  BUist  Furnace 


Blast  FurnAce 


Eleetrie  Furnace 


Ore  per  ton  metal,  pound 

Coke  per  ton  metal,  pound 

Coal  per  ton  metal,  pound 

Limestone  per  ton  metal,  pound 

Lime  per  ton  metal,  pound 

Ore  analyses: 

Mn,  per  cent 

SiOt,  per  cent 

Slag,  per  ton  metal,  poimd 

Metal,  per  cent.  Mn 

Metal,  per  cent.  Si 

Slag  analysis: 

CaO,  per  cent.  'I  

i.  / 


MgO,  per  cent. 

AliOs,  per  cent 

SiOs,  per  cent 

Mn,  per  cent 

Carbon  per  ton  metal,  pound 

Mn,  charged,  pound 

Mn,  per  cent,  to  metal 

Mn,  per  cent  to  slag 

Mn,  per  cent,  lost  in  stack. . . 


5992.0 

6326.0 

200.0 

2349.0 


40.33 
8.60 
3196.0 

74.9 
1.15 

41.75 

14.0 
28.1 
10.6 
5323.0 
2382. 0« 
72.0 
14.7 
12.8 


6544.0 

2839.0  (lignite) 
1063.0 
253.0 

34.8 

13.2 

2830.0 

73.6 

2.9 


.4  J 


40.2 


37.8 

2 

7.9 
28.6 
12.4 
1273.0 
2291  0 
72.0 
15.0 
13.0  (by  difference) 


•  Blast-furnace  figures  do  not  check  with  electric-furnace  figures  because  of  method 
used  to  obtain  them. 

Note. — Unless  otherwise  specified,  the  gross  ton  of  2240  lb.  is  used  in  this  paper. 

ton  of  ferromanganese  and  the  electric  furnace  1273  lb.  (577.4  kg.). 
On  the  whole,  the  metallurgical  results  obtained  by  the  two  methods  are 
the  same,  except  that  the  electric  furnace  will  apparently  smelt  an  ore 
containing  5.5  per  cent,  less  manganese  and  4.6  per  cent,  more  silica 
with  the  same  recovery  as  the  blast  furnace. 

Plant 

The  electric  furnaces  were  installed  in  a  wooden  frame  building 
with  corrugated  iron  siding  and  roofing.  This  construction  was  rendered 
necessary  by  war  conditions  and  caused  the  furnaces  to  be  placed  farther 
from  the  transformers  than  would  have  been  necessary  with  fireproof 
construction.  The  furnace  installation  consisted  of  one  1200-kv-a.  and 
one  1800-kv-a.  three-phase  furnace.  A  flow  sheet  of  materials  is  shown 
in  Fig.  1. 

In  this  plant  ore  was  usually  unloaded  from  railroad  cars  into  1-ton 
mine  cars,  which  ran  over  outside  storage  bins.  Fig.  2,  each  capable  of 
holding  50  tons  of  ore,  and  arranged  for  the  installation  of  feeder-belt 
conveyors  and  trippers  in  the  future.    From  the  storage  bins,  which  had 
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flat  bottoms,  the  ore  was  shoveled  or  wheeled  to  an  18*in.  belt  conveyor 
running  the  length  of  the  bin  system  in  a  concrete-lined  pit.  Shallow 
hoppers  fed  the  conveyor  in  front  of  each  bin.  The  ore-bin  conveyor 
discharged  on  to  an  18-in.  conveyor  running  at  right  angles  to  it,  and 
carried  the  ore  up  a  slight  incline  discharging  directly  into  a  9  by  15-in. 
(22.8  by  38.1  cm.)  Blake  crusher,  which  discharged  the  ore  into  an  ele- 
vator pit.  The  elevator  was  inclined  from  the  vertical  about  15^,  and 
had  buckets  6  by  10  in.  on  a  belt  12  in.  wide.    The  elevator  discharged 
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FiQ.  1. — Flow  sheet  of  uaterials. 

on  to  a  48-in.  Snyder  type  sampler,  which  cut  out  one-tenth.  The  reject 
from  the  sampler  was  discharged  on  to  a  14-in.  distributing  conveyor 
and  tripper  running  at  right  angles  to  the  elevator  and  over  the  fiu'nace 
bins.  The  sample  passed  through  a  short  conical  mixing  trommel  and 
then  to  a  36-in.  Snyder  type  sampler  cutting  one-tenth.  The  reject  was 
discharge  on  to  the  distributing  conveyor,  while  the  sample  fell  to  the 
floor  below,  where  it  was  quartered.  The  reject  from  the  sampler  floor 
was  shoveled  into  the  elevator  and  discharged  on  to  the  distributing 
conveyor.    Cars  of  ore  that  had  been  sampled  in  transit  were  not  sampled 
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at  the  plant.  Cars  could  also  be  unloaded  directly  on  to  the  crusher 
conTeyor.  Cars  that  were  to  remain  in  storage  were  sampled  by  shovel, 
taking  every  tenth  shovel. 


Fia.  2. — Storaqb  bins. 


Fio.  3. — Sbctionai.  KLBV&TtON  of  plant. 
FUBNACE  No.   1—1200  KV-A. 


The  furnace  consisted  of  a  rectangular  steel  shell  IS  ft.  long,  8  ft. 
wide,  and  7  ft.  deep  made  of  H-in-  plate,  riveted  and  stiffened  with 
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channel  iron,  and  rested  upon  four  concrete  piers.  The  three  electrodes 
were  hung  from  steel  I-beams  supported  by  the  wooden  trusses  of  the 
building.  The  furnace  was  operated  with  electrodes  17  in.  (43  cm.)  in 
diameter  by  72  in.  (182  cm.)  long;  some  of  them  were  threaded  for  con- 
tinuous feeding  and  some  were  "butt"  electrodes.  When  the  furnace 
was  started;  it  was  impossible  to  obtain  17-in.  electrodes,  so  16-in.,  14- 
in.,  and  8-in.  were  used.  The  load  on  the  furnace  was  regulated  by 
controlling  the  electrodes  by  hand.  The  sides  and  bottom  of  the  furnace 
were  lined  with  8  in.  (20.3  cm.)  of  firebrick,  and  this  was  lined  with  a 
mixture  of  calcined  white  California  magnesite  and  hot  pitch,  which  was 
tamped  in  place.  There  was  no  roof  to  the  furnace,  the  chaise  level 
being  left  as  high  as  possible;  Fig.  3  is  a  section  through  the  middle 
electrode  and  the  tap  hole.  Metal  and  slag  were  tapped  into  pot  cars 
through  the  same  tap  hole.  The  furnace  was  surrounded  by  a  charge 
floor,  which  was  level  with  the  top,  and  was  charged  from  bins  that  dis- 
charged on  to  this  floor. 

Transformers 

Power  was  supplied  to  the  furnace  by  three  400-kv-a.,  single-phase, 
Allis-ChalmerS;  oil-filled,  self -cooled  transformers  of  the  following  speci- 
fications: primary  voltage,  13,200;  secondary  voltage,  75/37^^;  inherent 
reactance,  10  per  cent.,  2-5  per  cent.,  primary  taps. 

The  transformers  were  connected  with  coils  in  series  delta-delta,  with 
the  primary  sides  on  the  10  per  cent,  taps  because  of  low  line  voltage, 
resulting  in  a  voltage  of  75  volts  at  the  transformers.  The  secondary  side 
was  brought  out  of  the  transformer  case  as  busbars.  These  transformers 
operated  very  satisfactorily,  but  on  the  hottest  days  in  summer,  with  a 
load  of  1100  kw.,  85  per  cent,  power  factor,  there  was  a  temperature 
rise  of  about  50®  C,  so  air  was  blown  against  the  case  to  prevent 
further  rise. 

Electrode  Holders  and  Secondary  Bus  System 

The  electrode  holders  first  used  and  the  method  of  supporting  the 
holders  were  based  on  the  operation  of  furnaces  taking  electrodes  up  to 
12  in.  (30.5  cm*)  in  diameter,  as  these  methods  were  satisfactory  for  the 
smaller  furnaces.  Although  holder  and  cable  troubles  developed,  the 
furnace  was  always  operated  at  a  profit  and  at  over  78  per  cent,  average 
load  factor.  The  holder  on  a  smaller  furnace,  besides  being  subjected 
to  less  strain  because  of  the  smaller  electrode,  was  not  subjected  to  as 
high  temperatures,  because  of  the  smaller  volume  of  hot  gases  that  passed 
from  the  furnace. 

The  requirements  for  a  satisfactory  holder  are:  Sufficient  contact  area 
between  copper  and  carbon;  mechanical  strength;  electrical  conductivity; 
sufficient  water  cooling  to  prevent  slipping  and  corrosion  of  the  electrode 
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in  the  contact  area;  absence  of  copper  to  copper  connection  over  the 
furnace  or  where  there  is  exposure  to  hot  gas;  absence  of  small  bolts  or 
small  threads  which  are  not  water  cooled. 

In  the  first  holder  used,  shown  in  Fig.  4,  the  electrode  was  held  by 
two  levers,  which  forced  the  clamps  against  the  electrode.    The  objec- 
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Fig.  4. — 16-in.  lbver-typb  holder,  Furnace  No.  1. 
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FlO.  5. — 16-IN.  BOLT  TYPE   HOLDER,    FURNACB    No.    1. 

tions  to  this  holder  were:  The  lever  arms  tended  to  swing  together, 
causing  short  circuits;  the  pressure  of  the  levers  was  so  great  that  the 
holders  were  bent;  there  was  short  circuiting  through  the  lever  bolts 
between  the  two  clamps;  the  holder  was  of  too  light  construction  and 
cracked  after  continued  use;  there  was  not  sufficient  water  cooling; and 
as  the  connection  beween  the  flexible  cables  and  the  holder  was  made 
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by  bolting  the  cables  to  a  short  bus,  which  in  turn  was  bolted  to  the 
holder,  both  connections  being  enveloped  in  the  furnace  gases,  clean 
contacts  could  not  be  maintained  because  of  shearing  action  of  the  busbar 
and  cables  at  their  contacts.  These  holders  were  installed  with  the  two 
halves  of  each  holder  parallel  to  the  long  axis  of  the  furnace,  but  after  a 
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Fia.   6. — 16-IN.   HINOE-TYPB   HOLDEB,    FURNACB   No.    1. 


short  period  of  operation  the  levers  were  replaced  by  bolts.  This  was 
not  much  of  an  improvement  because  of  the  shearing  action  at  the  con- 
tact between  busbar  and  holder. 

The  second  holder,  shown  in  Fig.  5,  differed  from  the  first  in  that  bolts 
and  nuts  were  used  instead  of  levers,  and  the  connection  of  the  flexibles  to 
the  busbar  was  placed  farther  from  the  hot  part  of  the  furnace.     It 
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helped  matters  coiisiderably  but  did  not  remove  the  difficulty  of  poor 
contact  between  busbar  and  holder,  and  whenever  an  electrode  was 
changed  or  slipped  it  was  generally  necessary  to  cut  the  bolts.  A  con- 
siderably higher  load  factor  was  maintained  with  this  holder,  but  con« 
tinual  repair  work  was  required. 

A  third  holder,  shown  in  Fig.  6,  met  all  the  requirements,  except  that 
it  was  not  strong  enough  on  the  front  side,  which  later  was  strengthened 
by  casting  it  with  stiffening  ribs.  The  holder  was  of  the  hinge  type  and 
consisted  of  two  parts  cast  of  95  per  cent,  copper,  with  no  busbar  con- 
nection. The  flexible  connection  to  the  holder  arms  was  at  the  edge  of 
the  furnace  shell.  There  were  no  bolts  or  levers,  but  three  simple  pins. 
It  had  a  large  water-cooled  contact  area.  The  contact  area  between  the 
copper  and  the  carbon  was  based  on  a  load  of  15  to  20  amp.  per  sq.  in.  of 
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Fig.  7. — Cable  interlacing  diagram. 

maximum  contact  area  with  a  perfect  electrode.     The  holder  was  de- 
signed so  that  the  area  of  one  half  of  the  holder  would  carry  the  complete 

load  if  required. 

The  system  of  holder  suspension  from  I-beams  supported  on  the  roof 
trusses  was  unsatisfactory,  although  it  works  all  right  on  small  electrodes. 
At  first,  the  holders  were  not  counterbalanced,  which  resulted  in  their 
tilting  at  an  angle  dependent  on  the  center  of  gravity  of  the  electrode. 
The  steel  cables  supporting  the  holders  ran  to  sheaves  on  I-beam  trolleys; 
these  trolleys  frequently  failed  to  work  because  of  the  dust.  The  holders 
and  the  electrodes  were  eventually  counterbalanced.  The  absence  of  a 
steel  hood  over  the  furnace  resulted  in  fires,  there  being  merely  the  usual 
foundry  ventilator  with  louvers.  An  open-top  furnace  installed  in  a 
wooden  building  should  alwaj^s  have  a  hood,  especially  when  coal  is 
used  as  a  reducing  agent. 

The  low-tension  sides  of  the  transformers  were  connected  in  delta. 
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From  the  delta  connection  over  the  transformers  each  phase  was  con- 
ducted to  busbars  at  the  furnace,  as  shown  in  Fig.  3,  by  ten  1,000,000 
cm.  copper  cables,  with  weatherproof  insulation,  to  a  phase.  Dossert- 
connected  lugs  were  used  on  the  cable.  The  current  was  conducted 
from  this  point  to  the  electrode  holders  by  forty  0000  bare  copper  cables. 
The  1,000,000  cm.  cable  was  supported  by  insulator  racks,  and  all  phases 
were  interlaced  as  shown  in  Fig.  7,  up  to  about  2  ft.  (60.9  cm.)  from  the 
point  where  connection  was  made  to  the  flexibles.  Due  to  their  burning 
out,  the  0000  flexible  cables  were  replaced  by  copper  strips  2  in.  wide  by 
Ke  in.  thick,  7  ft.  3  in.  long  (60.8  mm.  by  1.69  mm.  by  2.21m).  These 
gave  excellent  results,  eliminating  all  lugs  in  the  furnace  gases.  Except 
where  used  over  the  furnace,  the  Dossert  lugs  gave  fair  satisfaction. 
After  about  four  months  continuous  operation,  the  insulation  on  the 
1,000,000  cm.  cables  softened  and  ran  down  into  the  Dossert  lugs  on  the 
connection  at  the  delta  bus,  and  caused  bad  contacts.  On  furnace  No.  2 
all  lugs  were  replaced  by  welded  connections.  The  loop  from  the  delta 
connection  on  the  transformers  to  the  end  of  the  electrode  on  furnace 
No.  1  consisted  of  20  ft.  6  in.  1,000,000  cm.  cable,  7  ft.  3  in.  copper  strips, 
3  ft.  3  in.  electrode  holder,  4  ft.  electrode,  making  a  total  length  of 
36  ft.  (10.67  m.).  The  use  of  1,000,000  cm.  cable  instead  of  a  busbar 
was  fairly  satisfactory  and  gave  entire  satisfaction  on  furnace  No.  2, 
where  welded  lugs  were  used  on  the  cable.  Its  main  advantage  was  the 
ease  with  which  complete  interlacing  of  phases  could  be  obtained.  If  a 
busbar  had  not  been  so  difficult  to  obtain  it  would  have  been  used. 

Furnace  No.  2,  1800  kv-a. 
Furnace 

The  second  furnace.  Figs.  8  and  9,  consisted  of  a  rectangular  steel 
shell  18  ft.  long,  9  ft.  wide,  and  7  ft.  deep,  made  of  3^^-in.  (12.7  mm.)  plate, 
riveted  and  stiffened  with  channel  iron  and  resting  upon  four  concrete 
piers.  The  three  electrodes  were  hung  from  a  steel  superstructure. 
Figs.  3  and  9,  that  was  entirely  independent  of  the  building.  Over  this 
superstructure  ran  a  hand  crane  with  an  electric  hoist,  which  was  used  for 
installing  electrodes.  The  furnace  was  operated  with  electrodes  24  in. 
(61  cm.)  in  diameter,  threaded  for  continuous  feeding.  The  load  on  the 
furnace  was  regulated  by  hand  control  of  the  electrodes  by  chain  blocks. 
The  furnace  was  Uned  with  an  8-in.  (20.3  cm.)  wall  of  red  brick  on  the  sides 
and  bottom,  and  inside  the  brick,  a  lining  was  made  by  tamping  in  place 
a  mixture  of  calcined  white  California  magnesite  and  hot  pitch,  as  shown 
in  Fig.  3.  There  was  no  roof.  Metal  and  slag  were  tapped  into  cars 
through  the  same  tap  hole.  The  furnace  was  surrounded  by  a  charge 
floor  that  was  level  with  the  top,  and  was  charged  from  bins  that  dis- 
charged on  to  the  charge  floor. 
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Transformera 

Power  was  supplied  to  the  furnace  by  three  600-kv-a.,  single-phase. 
General  Electric,  oil-filled,  self-cooled,  radiator-type  transformers  of 
the  following  specifications:  Primary  voltage  13,200;  secondary  voltage 
75;  inherent  reactance  about  7  per  cent.,  3-5  per  cent,  primary  taps. 

The  transformers  were  connected  delta-delta  with  the  primary  sides 
on  the  10  per  cent,  taps,  resulting  in  a  voltage  of  75  volts  at  the  trans- 
former. The  secondary  side  was  brought  out  of  the  transformer  case 
as  busbars,  which  projected  12  in.  above  the  top  of  the  transformer 
cover.  This  projection  is  not  enough  when  three  large  single-phase 
transformers  are  connected  in  delta  and  the  poles  are  interlaced;  the  bus 
in  this  case  should  have  projected  24  in.      If  the  secondary-delta  bus 


Fig.  8. — Tapping  floob,  Fdrnacb  No.  2,  showino  pot  caes  and  btinqeb. 

connection  ia  within  8  in.  (20.3  cm.)  of  the  cover,  heating  results.  If  the 
transformer  busbar  is  only  12  in,  (30.5  cm.)  long,  either  it  must  be  built 
up  12  in.  more,  or  an  unsightly  connection  used.  These  transformers 
were  operated  with  a  load  of  1100  to  1150  kw.  and  were  never  loaded 
to  full  capacity  because  of  the  condition  of  the  ferromanganese  market. 

Electrode  Holders  and  Secondary  Bus  System 

The  electrode  holders  of  this  furnace  and  their  method  of  support 
gave  excellent  results.  The  electrode  was  held  by  a  24-in.  hinge  holder. 
Pig.  10,  similar  in  design  to  the  third  type  of  holder  used  on  furnace  No.l 
but  of  greater  strei^th  and  lower  copper  content,  90  per  cent.  This 
holder  gave  entire  satisfaction,  and  no  trouble  was  experienced  with  the 
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holder  or  the  flexible  coDDections.  The  basis  of  design  for  current- 
carrying  capacity  was  the  same  as  for  the  furnace  No.  1  bolder. 
By  using  the  3-ton  electric  hoist  on  the  hand  crone,  electrodes  could 
be  slipped  or  replaced  in  20  min.  as  compared  with  1  hr.  for  cbangiDg 
electrodes  on  furnace  No.  1,  with  hand-operated  chain  blocks  and  trolley. 
The  framework  was  covered  with  a  two-etack  steel  hood,  which  removed 
all    furnace   gases  and    reduced    the  danger  of   fire   to  a  minimum 


Fia.  9. — Front  view,  Pubnacb  No.  2,  frou  charqb  rLoaa.     Fcrnacb  is  euftt. 

The  low-tension  sides  of  the  transformers  were  connected  in  delta. 
From  the  delta  connection  over  the  transformers,  each  phase  was 
conducted  to  a  busbar  at  the  furnace,  as  shown  in  Fig.  3,  by  twenty 
1,000,000  cm.  copper  cables  with  weatherproof  insulation.  Welded 
connections  were  used  on  both  ends  of  each  length  of  cable.  The  current 
was  conducted  from  the  busbar  to  the  electrode  holders  by  copper  strips 
in.  (5  cm  )  wide  by  J-f  g  in.  (1.6  mm.)  thick  by  10  ft.  (3.05  m.)  long. 
The  1,000,000  cm.  cable  was  supported  by  insulator  racks,  and  all  phases 
were  interlaced  up  to  about  2  ft.  (61  cm.)  from  the  point  where  connec- 
tion was  made  to  the  flexibles,  Fig.  7.    Neither  the  welded  lugs,  the  cable, 
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nor  the  stripB  gave  any  trouble  during  the  operation  of  the  furnace.  One 
side  of  the  loop  from  the  delta  connection  on  the  transformer  to  the  end 
of  the  electrode  on  furnace  No.  2  consiated  of  19  ft.  of  1,000,000  cm. 
cable,  10  ft.  of  copper  strips,  a  4j^-ft.  electrode  holder,  and  a  44t.  elec- 
trode, giving  a  total  length 'of  37  ft.  6  in.  (11.4  m.). 


Fia.   10. — 24-lN.   HINOB-TTFB  HOLDER,   FUBNACE   NO.  2. 

Manqanebe  Orbs 

The  ores  used  in  the  manufacture  of  ferromanganeae,  or  furnace  ores, 
are  divided  into  two  classes — oxideand  carbonate.  The  first  class  is  made 
up  of  pyioluaite,  MnOj,  manganite,  MnO(OH),  hausmannite,  Mn»Oi, 
psilomelane,  MnOj  +  (HiO.K,O.BaO),  wad,  rhodonite,  MnSiO,,  and 
braunite,  MaiOi.    Domestic  ores  are  a  mixture  of  these  oxides  and  as 
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such  cannot  be  readily  distinguished  from  each  other.  For  practical 
purposes  it  is  necessary  to  call  them  pyrolusite.  Rhodonite  is  an  un- 
desirable ore  that  cannot  be  made  into  low-silicon  ferromanganese.  It  is 
included  here  because  the  oxides  are  usually  alterations  of  it,  and  it  may 
be  present  in  the  mixture  in  varying  quantities.  When  present,  it 
usually  passes  into  the  slag  without  reduction.  Rhodochrosite,  MnCOs, 
is  mined  on  a  large  scale  in  only  one  locality,  Butte,  Mont.  It  has  proved 
a  desirable  ore  for  electric  smelting  when  mixed  with  oxide  ore,  but  when 
smelted  alone  some  difficulty  has  been  experienced  in  maintaining  a 
desirable  output  of  metal. 

For  practical  purposes  oxide  furnace  ores  are  classified  into:  high- 
grade  ore,  which  contains  35  per  cent.,  or  more,  manganese  with  iron 
usually  below  5  per  cent.,  and  low-grade  ore,  which  contains  from  10  to 
35  per  cent,  manganese  and  from  10  to  25  per  cent.  iron. 

The  authors  have  used  both  steel  turnings  and  ore  containing  30 
per  cent,  manganese  and  10  per  cent,  iron  for  addition  of  iron  to  the 
charge  when  smelting  high-grade  ore  containing  little  iron.  The  use  of 
ore  instead  of  turnings  proved  more  satisfactory,  because  the  furnace 
seemed  to  operate  more  uniformly  and  gave  a  greater  output.  The 
question  of  the  use  of  iron  ore  or  a  manganiferous  ore  is  one  of  costs. 

Analyses  of  the  ores  smelted  in  obtaining  the  data  given  in  this  paper 
are  shown  in  Table  3 .  Of  these  ores,  the  Ely  ore  smelted  the  most  rapidly. 
After  the  use  of  steel  turnings  was  abandoned,  Leadville  ore  was  charged 
to  supply  the  iron.  The  combination  of  Ely  and  Leadville  ores  gave  a 
mixture  that  smelted  more  rapidly  than  any  other  tried.  The  slowest 
smelting  ore  was  the  Las  Vegas.  This  was  due  to  its  fineness,  as  the  ore 
goes  to  a  powder  and  resembles  bog-iron  ore,  which  resulted  in  furnace 
blows  and  a  heavy  dust  loss.     Because  of  the  large  proportion  of  coarse 


Table  3. — Domestic  Manganese  Ore  from  Colorado,  Utah,  and  Nevada 


Mn,  per  cent. . . . 
SiO>,  per  cent. . . 
MgO,  per  cent . . 

Fe,  ptf  cent 

CaO,  per  cent. . . 
AlflOa,  per  cent. . 

P,  percent 

S,  per  cent 

BaO,  pCT  cent. . . 
PbO,  per  cent. . . 

Zn,  per  cent 

Cu,  per  cent  . . . 
HtO,  per  cent. . . 
COsi  per  cent  . . 


Lead- 
ville, 
Colo. 


83  10 
11.55 

11.7 
1.6 

12.92 
0.066 
0.100 

4.7 
trace' 
none 
12.6 


Ely, 
Nev. 


42.12 

16.42 

trace 

2.65 

7.94 

0.023 
0.081 


5.65 


Las 

Vegaa, 

Nev. 


14.0 


W 

Tintic, 
Utah 


Green 

River, 

UUh 


Composite  Sample  Dry  Ore 
to  Furnace.  1918 


October 


November 


December 


13.2 


37.48 

38.92 

40.88 

14.0 

13.3 

11.33 

2.04 

trace 

1.33 

4.26 

2.37 

1.29 

0.80 

tr 

1.06 

3.96 

2.64 

0.028 

0.022 

0.066 

1.23 

0.052 

0.51     ' 

2.3 


35.49 

34.54 

13.9 

12.8 

0.27 

0.24 

7.42 

8.11 

5.34 

4.23 

3.42 

3.26 

0.052 

0.033 

0.53 

0.78 

3.05 

2.66 

present 

present 

5.00 

7.22 

34.9 
18.0 
0.66 
5.71 
7.65 
3.81 
0.03 
0.68 
1.92 


9.0 
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material,  Leadville  ore  is  fast  smelting.  The  difficulties  of  operating 
this  plant  were  considerably  increased  by  the  fact  that  it  was  necessary 
to  change  the  charge  almost  every  day,  because  the  ore  was  so  variable, 
coming  from  several  properties,  and  with  such  a  small  operation,  bedding 
did  not  seem  practical. 

Reducing  Agents  and  Fluxes 

Several  reducing  agents  have  been  used  in  electric  smelting  of  man- 
ganese ores,  and  although  lignite  and  bituminous  coals  were  considered 
the  best  during  the  war,  the  operating  results  of  one  producer  show  that 
coke  can  be  used  satisfactorily.  The  supposedly  essential  characteristics 
of  a  good  reducing  agent  are  a  high  ratio  of  fixed  carbon  to  ash,  minimum 
quantity  of  highly  combustible  gases,  and  low  electrical  conductivity. 
Table  4  gives  the  analyses  and  ratios  of  carbon  to  ash  of  reducing  agents 
available  in  Colorado. 

Table  4. — Colorado  Reducing  Agents 


Moisture, 

Per 

Cent. 


Volatile 

Matter, 

Per 

Cent. 


Sulfur, 

Per 

Cent. 


Carbon, 

Per 

Cent. 


Segundo  coke 

Crested  Butte,  anthracite  slack. , 
Crested  Butte,  anthraoite  slack. . 
Crested  Butte,  anthracite  No.  6. 
Crested  Butte,  anthracite  No.  6 

Leyden  nut,  licnite  coal 

Leyden,  mine  run,  Hgnitecoal. . 

Matchless,  lignite  coal 

Oak  Greek,  lignite  coal  

Benrind,  lignite  coal 

Sopris,  bituminous  coal 


0.68 

1.7 

0.6 

81.8 

16.5 

0.68 

7.82 

0.84 

81.7 

9.83 

6.62 

0.63 

78.9 

14.18 

7.4 

82.76 

10.2 

6.87 

84.15 

9.08 

13.84 

36.42 

44.84 

4.0 

13.0 

36.44 

44.53 

6.03 

46.46 

43.4 

10.2 

6.60 

25.6 

53.39 

14.32 

1.66 

41.71 

45.88 

10.76 

1.26 

33.64 

51.57 

13.53 

4.0 
8.3 
5.6 
8.2 
8.4 
0.0 
7.4 
4.3 
3.7 
4.3 
3.8 


The  commonly  used  fluxes  are  limestone  and  lime.  Limestone  low 
in  phosphorus  and  magnesium  is  desirable.  On  the  whole  limestone  is 
preferable  to  lime,  as  lime  is  difficult  to  hold  in  storage  bins  because  of 
slacking  and  expansion.  It  slacks  so  easily  that  after  a  short  period  of 
storage  the  CaO  content  has  changed,  and  the  slag  analysis  varies  be- 
cause of  uncertainty  as  to  the  exact  quantity  of  CaO  being  charged. 

Calculation  op  Charge 

In  commercial  operation,  a  complete  charge  calculation  serves  only 
as  a  guide  in  starting  up  the  furnace,  because  coal,  limestone,  and  the 
iron-bearing  material  are  varied  in  the  quantities  experience  has  shown 
to  be  best  in  order  to  produce  metal  of  the  manganese  and  silicon  content 
desired  and  a  slag  containing  10  to  15  per  cent,  manganese.  E.  S. 
Bardwell*  has  given  a  typical  theoretical  charge  calculation. 

'  £.  S.  Bard  well:  Eleotrio  Furnace  Smelting  of  Montana  Manganese  Ores.  Chem, 
and  MeL  Eng.  (1920)  82,  681. 
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For  use  when  the  iron  in  the  charge  is  supplied  by  a  manganese  ore 
comparatively  low  in  manganese  and  high  in  iron,  some  curves  have  been 


RorKo  of  Mn  tq  pe  Rsguirod  in  Ore  Charge 

Fig.  11. — Ghabgb  oaix^ttlation  curve,  manganbsb-iron  ratio. 
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Fig.  12. — Charge  calculation  cuevb,  orb  proportionb. 

developed,  which  aid  in  quick  charge  calculation.    The  curves  shown 
in  Fig.  11  provide  a  quick  means  of  determining  the  ratio  of  manganese 
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to  iron  required  in  the  charge  for  production  of  ferromanganese  of  a 
certain  grade,  considering  the  approximate  recovery  of  manganese  being 
made  at  the  time. 

Having  determined  the  ratio  of  manganese  to  iron,  the  proportions 
of  any  two  ores  required  to  give  the  desired  grade  of  ferromanganese  can 
be  determined  from  the  curves  shown  in  Fig.  12  where  No.  1  ore  is  a 
high-grade  manganese  ore  with  low  iron  content,  and  No.  2  ore  is  a  low- 
manganese  high-iron  ore.  Or  the  proportions  can  be  found  from  the 
following  formulas  in  which  the  total  weight  of  the  mixture  is  1000  lb. 
(453.6  kg.).    Weight  of  No.  1  ore  = 

1000  [R  (per  cent.  Fe  in  No.  2  ore)  —  per  cent.  Mn  in  No.  2  ore] 

Difference  in  percent.  Mn  +  R  (difference  in  per  cent.  Fe) 

This  formula  is  developed  as  follows,  letting  weight  of  mixture  be  1000  lb. 

A  =  high-grade  ore,  No.  1,  in  pounds; 

B  =  low-grade  ore,  No.  2,  in  pounds; 

X  =  per  cent,  manganese  in  No.  1  ore; 

y  =  per  cent,  iron  in  No.  1  ore; 

z    =  per  cent,  manganese  in  No.  2  ore; 

w  =  per  cent,  iron  in  No.  2  ore; 
Total  manganese  in  mixture 


R  = 
Then 


Total  iron  in  mixture 
Az+  Bi 


Ay  '{'Bw 
B  =  (1000  -  A) 
Ax  +  Bz^  RAy  +  RBw 
Ax  +  z  (1000  -  A)  =  RAy  +  RwilOOO  -  A) 
Ax  +  IOOO2;  -  Az  ^  RAy  +  lOOORw  -  ARw 
Ax-  Az-  RAy  +  ARw  =  lOOORw  -  IOOO2 

A(x  -  z-  Ry  +  Rw)  =  1000(i2tt;  -  z) 
1000  (Rw    -  z)  1000  (Rw-z) 


A  = 


x—z—Ry+Rw  x  —  z  +  R  {w  —  y) 


A  - 19^^  [fi(per  cent.  Fe  in  No.  2  ore)  —  per  cent.  Md  in  Na  2  ore] 
""      Difference  in  per  cent.  Mn  +  /J (difference  in  per  cent.  Fe) 

Method  op  Operation 

Furnace  No.  1  was  operated  for  about  8  mo.  with  an  average  load  of 
1100  kw.  measured  on  the  primary  circuit,  and  at  a  secondary  voltage 
of  70  to  75  volts  at  the  furnace.  Except  for  difficulty  with  ihe  faulty 
holder  design  and  the  time  required  for  changing  electrodes,  there  was 
little  operating  time  lost  and  the  electrical  load  factor  averaged  78  per 
cent,  for  the  5  mo.  electrodes  were  available  for  full  monthly  operation. 
The  power  factor  was  85  per  cent. 

Furnace  No.  2  was  operated  for  about  1}^  mo.  with  an  average  load 
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of  1100  kw.  measured  on  the  primary  circuit,  and  at  a  furnace  voltage 
of  70  to  75  volts.  With  the  improved  electrode  holder  design  and  24-in. 
electrodes  instead  of  17-in.  electrodes,  as  on  furnace  No.  1,  a  high  load 
factor  was  obtained.  The  electrical  load  factor  was  85.1  per  cent.,  and 
the  furnace  operated  96.4  per  cent,  of  the  total  time;  this  improvement 
was  due  to  the  better  mechanical  arrangement  for  changing  electrodes, 
no  holder  troubles,  and  the  lower  electrode  consumption  requiring  fewer 
changes  of  electrodes. 

The  furnace  was  charged  and  tapped  every  2  hr.  Ore,  coal,  and 
limestone  were  drawn  from  the  bins  feeding  onto  the  furnace  floor,  where 
they  were  weighed  and  spread  mixed.  All  of  the  charge  for  a  2-hr.  period 
was  charged  immediately  after  tapping,  which  is  contrary  to  the  practice 
in  most  plants  where  the  furnaces  are  charged  at  about  15-min.  intervals 
and  poked  often.  The  maximum  size  of  the  ore  was  about  2}^^  in. 
(63.5  mm.)  with  a  large  percentage  of  fine  material.  Nut  lignite  coal 
was  used.  When  anthracite  was  charged,  it  was  either  slack  (mostly 
dust)  or  No.  6,  which  is  the  ^-in.  size.  The  lime  rock  was  crushed  to  2^^ 
in.  Metal  and  slag  were  tapped  at  2-hr.  intervals  through  a  common  tap 
hole  into  pot  cars.  The  tapping  was  done  by  driving  a  bar  into  the  hole 
and  then  driving  it  back  out;  at  times  it  was  necessary  to  use  either  an 
electric  "stinger,"  Fig.  8,  or  oxygen. 

Difficulties  of  Furnace  Operation 

Although  the  electric  smelting  of  manganese  ores  is  not  difficult, 
from  the  metallurgical  standpoint,  in  that  the  grade  of  the  product  can 
be  readily  controlled,  several  operating  difficulties  may  arise:  Formation 
of  carbides  in  furnace,  blowing,  failure  of  bottom,  tapping,  failure  of 
electrode  holders,  and  bridging  of  charge. 

Formation  of  Carbides  in  Furnace 

Formation  of  carbide  in  electric  smelting  of  manganese  ores  for  pro- 
duction of  ferromanganese  is  common  and  may  be  expected  at  any  time. 
No  other  metallurgical  condition  results  in  greater  operating  troubles. 
The  presence  of  carbide  is  shown  by  the  odor  of  acetylene  when  the  slag 
is  dropped  in  water,  by  crusts  rising  in  the  furnace  and  collecting  around 
and  under  the  electrodes,  by  difficulty  of  tapping,  and  by  either  a  thick 
slag  or  a  foamy  slag.  In  placing  new  plants  in  operation,  the  common 
error  has  been  to  attempt  to  produce  a  slag  low  in  manganese,  5  per  cent., 
by  operating  with  a  considerable  excess  of  reducing  agent  and  a  high-lime 
slag.  The  combination  of  considerable  excess  coal  and  sufficient  lime  to 
give  a  slag  containing  much  over  40  per  cent.  CaO  invariably  results  in 
the  formation  of  carbide.    By  operating  with  such  a  charge  a  5  to  8- 
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per  cent,  manganese  slag  will  be  produced  for  several  days,  but  before  a 
week  has  passed  the  furnace  is  usually  full  of  carbides,  so  that  it  can  be 
tapped  only  with  great  difficulty,  and  there  is  a  marked  reduction  in  the 
output  of  metal.  The  electrodes  tend  to  climb  out  of  the  furnace,  be- 
cause of  the  accretions  of  carbide  that  have  formed  beneath  them,  and 
the  metal  freezes  on  the  bottom  of  the  furnace.  The  authors  found  that 
continuous  charging  resulted  in  a  greater  tendency  to  formation  of  car- 
bide than  intermittent  charging,  and  that  carbide  formed  more  readily  with 
anthracite  than  with  bituminous  coal,  and  more  readily  with  bituminous 
coal  than  with  lignite.  When  carbide  is  forming  in  large  quantity 
in  the  furnace,  there  also  appears  to  be  considerably  greater  volatili- 
zation of  manganese.  Carbide  does  not,  however,  affect  the  total  per- 
centage of  manganese  recovered  to  any  extent,  because  the  increased 
volatilization  loss  seems  to  be  offset  by  the  lower  slag  loss.  A  partial 
solution  of  the  carbide  difficulty  was  made  by  the  following  procedure: 

1.  Use  of  lignite  instead  of  anthracite  or  bituminous  coal. 

2.  Reducing  the  quantity  of  coal  to  slightly  above  the  theoretical 
requirement,  and  reducing  the  quantity  of  limestone  in  the  charge,  so 
that  the  slag  contains  12  to  15  per  cent,  manganese,  and  about  40  per 
cent.  CaO  plus  MgO. 

3.  When  carbide  forms  in  spite  of  the  above  precautions,  the  use  of  a 
flushing  charge  containing  the  usual  quantity  of  all  ingredients  except 
coal,  which  is  reduced  to  one-half  the  usual  quantity. 

The  operating  data  compiled  in  Table  5  show,  in  a  general  way,  the 
results  of  changing  from  anthracite  to  lignite,  the  effect  of  operation  with 
a  lower  lime  slag,  and  the  effect  of  flushing  charges.  So  many  variables 
enter  into  data  obtained  from  plant  operation  that  the  cause  of  the 
increased  production  during  the  last  four  months  of  operation  cannot  be 
assigned  to  any  one  cause,  but  must  be  considered  as  due  to  the 
combination. 

Blomng 

By  "blowing"  is  meant  eruptions  in  the  furnace  caused  by  the 
accmnulation  of  gas  in  the  charge,  which  escapes  under  high  pressure  and 
burns  on  the  top  of  the  furnace.  With  an  open  porous  charge,  this  would 
not  occur  to  any  extent  and  is  not  serious  in  the  manufacture  of  ferro- 
chrome  or  ferrosilicon,  where  coke  is  generally  used  as  a  reducing  agent. 
The  blows  of  a  manganese  furnace  operated  with  coke  should  not  be 
serious,  but  with  coal  as  a  reducing  agent,  at  times  they  are  very  serious. 
Carbon  monoxide  from  reduction  accumulates  in  pockets  with  gradually 
increasing  pressure,  and  as  manganese  ore  is  generally  fine  and  dusty  the 
charge  packs,  so  that  the  gas  cannot  escape  until  its  pressure  forces  it 
out  of  the  charge.  The  charge  may  be  blown  25  ft.  above  the  furnace, 
carrying  with  it  fine  particles  of  coal,  which  ignite  and  cause  a  mass  of 
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flame  over  the  furnace.  This  may  cause  the  suspension  chains  of  the 
holders  to  break,  and  will  eventually  cause  trouble  with  the  holders  if 
there  is  any  copper-to-copper  connection  over  the  top  of  the  furnace. 
There  is  a  considerable  loss  of  manganese  in  dust  and  volatilization  at 
each  blow. 

The  authors  started  their  operation  on  the  Las  Vegas  ore,  of  the  analy- 
sis given  in  Table  3,  with  slack  Colorado  anthracite  as  the  reducing  agent. 
This  ore  is  of  the  bog  type  and  when  crushed  goes  to  a  powder  that  is 
unusually  light  and  dusty.  This  ore  was  smelted  during  May,  June, 
and  July.  In  combination  with  the  fine  anthracite  charged  during  May 
and  June,  the  furnace  was  blowing  a  large  part  of  the  time,  which  together 
with  the  formation  of  carbide  resulted  in  a  low  output.  The  unaccounted 
loss,  or  dust  and  volatilization,  amounted  to  an  average  of  26.9  per  cent, 
of  the  manganese  charged.  Considerable  of  this  loss  was  due  to  the 
dusty  character  of  the  ore,  as  slack  anthracite  was  used  in  January  on  a 
coarse  ore,  for  economic  reasons,  when  the  unaccounted  loss  was  12.1 
per  cent.  When  nut  lignite  was  used  the  blows  were  much  less  serious. 
Except  for  its  tendency  to  form  carbide  and  its  high  cost,  coarse  anthra- 
cite would  probably  have  helped  to  stop  blowing  more  than  the  nut  lig- 
nite, which  always  contains  fine  material  due  to  slacking  before  use. 
This  fine  coal  was  screened  out  on  the  charge  floor. 

The  authors  found  that  the  most  satisfactory  results,  from  the  view- 
point of  carbide  formation,  blowing,  and  labor  costs,  were  obtained  by 
charging  the  furnace  full  after  a  tap  and  not  touching  it  except  in  case  of  a 
bad  blow  until  after  the  next  tap.  Continuous  charging  and  poking 
tended  to  aggravate  the  blowing.  This  seemed  to  be  due  to  the  fact  that 
the  furnace  could  not  get  settled  in  any  fixed  condition  of  smelting,  and 
the  poking  of  the  charge  into  a  hole,  with  possibly  molten  material  at 
the  bottom,  always  started  a  blow. 

The  fundamental  cause  of  blowing  in  a  f erromanganese  furnace  is  the 
nature  of  the  charge.  Manganese  ores  contain  a  large  percentage  of  fine 
materials;  particularly  rhodochrosite,  which  decrepitates  and  goes  to  a 
powder  in  the  furnace,  giving  off  a  large  volume  of  COsi  which  in- 
creases the  blowing.  Flame  has  been  observed  to  blow  to  a  height  of 
50  ft.  for  several  minutes  from  the  top  of  a  3500-kw.  furnace,  smelting 
rhodochrosite  with  semi-bituminous  coal  as  a  reducing  agent. 

Failure  of  Bottom 

To  the  knowledge  of  the  authors  only  three  materials  have  been  tried 
for  furnace  bottoms — carbon,  dead-burned  or  calcined  magnesite,  and 
firebrick.  The  carbon  bottom  is  used  at  Anniston,  Ala.,  and  Bay  Point, 
Calif.  The  magnesite  bottom  was  used  at  Utah  Junction,  Colo.  At 
Great  Falls,  Mont.,  both  carbon  and  magnesite  have  been  used.  It  is 
reported  that  ordinary  firebrick  was  used  at  Heroult,  Calif. 
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One  plant  reported  that  the  carbon  bottoms  failed  every  2  or  3  mo. 
until  the  furnace  shell  was  elevated  high  enough  above  the  floor  to  allow 
air  cooling.  The  magnesite  bottoms  installed  by  the  authors  never 
failed.  One  was  in  continuous  use  for  8  mo.  and  the  other  1}^^  mo.  The 
first  magnesite  bottoms  installed  in  another  plant  were  in  use  for  several 
months  and  did  not  fail  until  the  cross-section  of  the  electrodes  was 
reduced  one  half,  so  that  the  full  load  of  the  furnace  was  put  through  the 
reduced  section,  thus  overloading  them  100  per  cent.  It  is  understood 
that  the  firebrick  bottom  tried  at  Heroult,  Calif.,  was  satisfactory,  but 
little  information  regarding  it  is  available. 

Theoretically  magnesite  should  make  the  best  bottom.  The  slag 
formed  in  smelting  manganese  ore  must  be  essentially  basic,  because  if  it 
is  acid  manganese  acts  as  a  base  and  substitutes  for  the  deficiency  in  lime. 
Also  magnesite  does  not  easily  form  combinations  with  manganese  or 
carbon.  On  the  other  hand  carbon  combines  with  manganese  to 
form  manganese  carbide,  with  lime  to  form  calcium  carbide,  and  with 
the  oxygen  in  the  ore.  The  failure  of  carbon  bottoms  is  probably  due 
to  a  combination  of  these  reactions,  but  may  be  due  to  careless  operation 
of  the  furnace  and  lack  of  air  cooling,  factors  that  would  influence  the 
length  of  life  of  all  linings,  if  they  affect  the  life  of  one. 

Careless  furnace  operation  has  probably  ruined  many  bottoms, 
particularly  in  large  plants.  In  open-top  furnaces,  there  is  a  tendency 
for  craters  to  form  under  each  electrode,  due  probably  to  the  intense  heat 
at  the  end  of  the  electrode.  These  craters  fill  with  molten  metal,  which 
remains  there.  If  the  crater  gets  too  deep,  the  bottom  will  go.  When- 
ever the  electrodes  are  riding  low  in  the  furnace  and  a  considerable  depth 
of  molten  metal  is  below  the  level  of  the  tap  hole,  an  attempt  should  be 
made  to  freeze  this  metal,  either  by  variation  of  the  charge  so  as  to  cause 
the  electrodes  to  rise,  or  by  throwing  off  the  power  until  it  freezes.  The 
authors  have  had  under  the  electrode  pools  so  deep  that  only  a  foot  of 
bottom  was  left,  and  have  not  lost  the  bottom. 

When  installing  a  magnesite  lining,  only  enough  pitch  should  be 
used  to  make  the  magnesite  stick  together.  The  bottom  of  the  crucible 
should  be  about  1  ft.  (30.48  cm.)  above  the  top  of  the  tap  hole  level,  as 
it  will  drop  about  1  ft.  when  the  pitch  burns  out.  The  sides  should 
be  built  of  magnesite  only  for  about  2  ft.  above  the  bottom  of  the 
crucible,  and  capped  with  firebrick,  because  the  magnesite  on  the  sides 
tends  to  cave. 

Tapping 

Tapping  is  apt  to  be  difficult  when  there  is  considerable  carbide  in  the 
furnace  and  when  the  electrodes  are  riding  high;  at  other  times  the  hole 
can  generally  be  opened  without  much  trouble.  A  better  method  of 
tapping  than  driving  the  hole  was  recently  observed  at  one  plant.     The 
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bar  is  driven  into  the  hole  immediately  after  tapping  and  plugging  and 
is  left  there  until  the  next  tap;  then  driving  it  out  usually  opens  the  hole 
without  much  sledging  or  the  use  of  oxygen. 

Tapping  metal  and  slag  into  pots,  which  are  allowed  to  cool  before 
dumping,  effects  considerable  saving  in  labor  over  tapping  on  to  the  floor 
or  pouring  from  a  ladle  on  to  a  casting  machine;  the  metal  is  better  in 
appearance  and  is  more  free  from  slag.  The  labor  saving  is  in  the  men 
required  for  cleaning  the  metal.  When  metal  and  slag  are  tapped  into  a 
ladle,  the  slag  skimmed,  and  the  metal  poured  on  to  a  casting  machine, 
there  is  a  high  percentage  of  skulls  and  dirty  slag,  which  must  be  concen- 
trated by  wet  methods.  This  is  avoided  in  pot  casting,  when  the  slag 
containing  metal  is  such  a  small  proportion  of  the  total  dag  tapped 
that  it  can  be  charged  back  into  the  furnace  daily.  It  will  average  less 
that  10  per  cent,  of  the  weight  of  uncleaned  metal  tapped.  The  increased 
labor  of  floor  casting  or  machine  casting  over  pot  casting  is  due  to  the 
fact  that  the  pot-cast  metal  is  in  large  chunks,  so  that  it  can  be  more 
easily  cleaned  and  sorted;  also,  no  labor  is  required  for  wet  concentration 
of  skulls  and  dirty  slag.  One  man  can  clean  and  sort  about  10  gross 
tons  of  pot-cast  metal  per  8-hr.  day. 

The  pots  used  for  pot  tapping  were  made  of  cast  iron.  At  first  many 
pots  were  lost,  but  during  the  last  4  mo.  of  operation  the  loss  was  very 
small.  The  burning  out  of  pots  is  due  to  filling  them  too  full  of  metal, 
which  results  in  softening  the  iron  in  the  pot  so  that  a  hole  is  burned 
through  at  some  point.  By  filling  the  pot  only  two-thirds  full,  this 
is  avoided  and  the  life  of  the  pot  is  greatly  increased.  Where  a  cast-iron 
ladle  is  set  in  a  pit  under  the  runner,  and  the  metal  and  slag  fall  about 
6  to  8  ft.,  it  is  necessary  to  put  a  slag  bottom  in  the  pot,  or  it  will  burn 
through.  When  tapping  into  pot  cars,  the  metal  fell  only  about  2  ft. 
so   that  only   a  fireclay   wash   was   necessary. 

Failure  of  Electrode  Holder 

Failure  of  electrode  holders  is  usually  due  to  defective  design  and  to 
imperfect  electrodes.  The  design  of  a  holder  may  be  faulty  in  three 
respects:  The  holder  has  a  copper-to-copper  connection  over  the  top 
of  the  furnace;  there  is  not  sufficient  contact  area  between  copper  and 
carbon;  and  the  design  is  not  sufficiently  rugged  and  bends  out  of  shape 
under  heavy  usage  or  when  clamping  an  undersize  electrode. 

Improper  design  has  been  due  to  failure  to  recognize  the  difference 
between  conditions  on  the  top  of  the  electric  manganese  furnace  and  the 
electric  steel  or  other  ferroalloy  furnaces.  The  top  of  the  electric  steel 
furnace  is  cool,  and  a  holder  in  which  horizontal  busbars  are  bolted  to  the 
electrode  clamps  works  satisfactorily.  The  electrode  holder  is  not  con- 
tinually exposed  to  the  heat  and  flame  that  rise  above  the  top  of  the 
manganese  furnace  and  envelop  the  holder.    The  ferrochrome  furnace  is 
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not  nearly  as  hot  above  its  top  as  the  manganese  furnace  and  seldom 
blows.  The  electrode  holder  of  the  ferromanganese  furnace  should 
contain  no  busbar;  instead  an  arm  should  be  used  which  is  cast  with 
one  side  of  the  clamps,  so  that  the  holder  consists  essentially  of  two  pieces, 
as  shown  in  Fig.  10.  The  contact  area  between  copper  and  carbon  should 
be  figured  on  a  basis  of  carrying  not  to  exceed  20  amp.  per  sq.  in.  The 
walls  of  the  holder  should  be  well  reinforced  with  ribs  to  prevent  bending, 
as  much  time  is  lost  in  slipping  electrodes  into  a  warped  holder.  The 
walls  of  the  holder  around  the  electrode  should  be  cored  and  complete 
water  cooling  provided.  Lack  of  sufficient  water  cooling  at  the  clamps 
causes  slipping  of  the  electrode  in  the  holder  and  arcing  between  the 
holder  and  the  electrode.  It  is  preferable  that  the  holder  be  hinged,  as  it 
eliminates  the  use  of  one  bolt  or  of  a  pin-and-wedge  connection.  The 
authors  prefer  the  pin  and  wedge  on  a  moderate  size  furnace  as  it  is 
simpler  and  if  properly  designed  seldom  gives  trouble.  If  a  bolt  is  used, 
it  should  be  water  cooled  or  of  large  dimensions. 

Bridging  of  Charge 

Bridging  of  the  charge  between  the  electrodes  is  caused  by  the  elec- 
trodes being  spaced  too  far  apart.  When  furnace  No.  1  was  started  the 
electrodes  were  spaced  on  5-ft.  (1.5  m.)  centers  but  the  charge  bridged 
so  that  metal  and  slag  under  the  end  electrodes  could  not  be  tapped. 
The  electrodes  were  then  spaced  on  4-ft.  centers  and  later  were  spaced 
on  3)4  ft-  centers,  then  there  was  no  bridging.  The  electrodes  on 
furnace  No.  2  were  spaced  on  3J^-ft.  centers  when  the  furnace  was  started 
and  the  charge  never  bridged. 

Operating  Results  of  Manufacture  of  70  to  80  Per  Cent.  Ferro- 
manganese IN  A  1100-KW.  Furnace 

The  results  of  smelting  6,355,311  lb.  (2882.7  T.)  of  manganese  ore  in 
an  1100-kw.  furnace  of  the  type  described,  with  the  production  of  2,083,- 
818  lb.  (945.2  T.)  of  ferromanganese,  are  shown  in  Tables  5,  6,  and  7. 
In  drawing  conclusions  from  these  tables  it  must  be  remembered  that 
these  are  plant  operating  results  with  several  variable  factors.  In  May, 
due  to  shortage  of  electrodes,  four  8-in.  diameter  electrodes  were  used  per 
holder  instead  of  16-in.  electrodes;  16-in.  electrodes  were  used  in  June 
and  July.  In  August,  September,  October,  November,  and  December, 
14-in.  and  17-in.  electrodes  were  used.  In  December,  at  about  Christ- 
mas, the  operation  of  furnace  No.  1  was  stopped,  and  furnace  No.  2 
started  with  the  same  power  input,  but  with  24-in.  electrodes.  Some 
of  the  14-in.  and  17-in.  electrodes  were  "butt"  electrodes,  and  some  were 
threaded;  the  other  sizes  were  threaded.  The  electrodes  were  of  four 
brands.    During  all  of  May  and  June  and  part  of  July,  the  required  iron 
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was  supplied  by  steel  turnings.  Late  in  July,  Leadville  iron-manganese 
ore  was  substituted  for  the  turnings.  Anthracite  was  used  entirely  in 
May  and  for  the  greater  part  of  June.  After  that  nut  lignite  was  the 
reducing  agent,  except  in  January,  1919,  when  anthracite  was  again 
charged  in  order  to  consume  the  stock  on  hand.  Limestone  was  the  flux 
in  May,  June,  December,  and  January.  In  the  other  months  both  lime- 
stone and  lime  were  charged.  In  July,  the  furnace  was  shut  down  seven 
days  because  of  lack  of  electrodes,  in  August  three  days,  and  in  September 
seven  days.  The  grade  of  ore  gradually  dropped  from  39.1  per  cent, 
manganese,  in  May,  to  34.25  per  cent.,  in  January. 

Table  5  shows  the  metallurgical  results;  Table  6  shows  the  consump- 
tion of  furnace  supplies;  and  Table  7  the  power  consumption.  These 
tables  are  to  be  used  as  a  whole,  because  the  information  contained  is  for 
the  same  period.  Analyses  of  the  anthracite  and  Leyden  lignite  used  are 
given  in  Tables  4  and  9.  Table  9  shows  the  analyses  of  the  limestone 
and  lime.    Tables  3  and  9  give  the  ore  analyses. 

All  power  was  measured  on  the  primary  circuit  and  the  figures  given 
include  furnace,  motor,  lighting,  and  laboratory  loads,  which  are 
designated  here  as  "plant."  The  power  consumption  outside  of  the 
furnace  load  is  conservatively  estimated  at  10,000  kw-hr.  per  mo.  In 
Table  10,  a  deduction  of  10,000  kw.-hr.  per  mo.  has  been  made  in  figuring 
the  power  consumption  of  the  furnace  only,  designated  as  "furnace." 

The  operating  results  of  October,  November,  and  December  are 
representative  of  what  can  be  expected  metallurgically.  A  higher  time 
operating  efficiency,  load  factor,  and  lower  electrode  consumption  can  be 
obtained,  as  was  demonstrated  in  January,  but  this  month  is  not  included 
because  anthracite  was  the  reducing  agent. 

The  gradual  decrease  in  percentage  of  manganese  in  the  ore  charged 
to  the  furnace  was  partly  due  to  an  actual  drop  in  the  high-grade  ore 
and  partly  to  the  use  of  Leadville  ore.  There  was  no  apparent  diflference 
in  power  consumption  when  smelting  the  lower  grade  ore,  or  when 
producing  70  per  cent,  ferromanganese  instead  of  the  80  per  cent,  grade. 
This  was  probably  due  to  varying  furnace  conditions. 

The  effect  of  changing  the  reducing  agent  from  anthracite  to  lignite 
was  the  increased  recovery  resulting  from  the  change.  The  use  of  an- 
thracite in  January,  after  the  furnace  operation  was  thoroughly  estab- 
lished, resulted  in  a  recovery  of  65.4  per  cent,  of  the  manganese, 
compared  with  75.5  per  cent,  recovery  in  December  with  lignite.  The 
average  manganese  recovery  for  the  three  months  operation  with  anthra- 
cite was  60.1  per  cent.,  the  average  recovery  for  six  months  of  operation 
with  lignite  was  71.1  per  cent.  The  conclusion  may  be  drawn  that 
the  use  of  lignite  in  the  electric  furnace  production  of  ferromanganese 
results  in  a  10  per  cent,  higher  recovery  than  when  anthracite  is  the 
reducing  agent. 


ROBERT  M.   KEENEY  AND   JAY  LONERGAN 


581 


CO 


55 

Q 

• 

»^ 

o 

^ 

Q 

00 
1^ 

a 

1-H 

> 

o 

CO 

z 

• 

o 

V 

Q 

^ 

•« 

o 

Ci| 

O 

• 

< 

8 

■ 

1 

1 

1^ 

;3 

&s 

00 
1-H 


CO 
CI 

o 


8 


1^ 
6s 


Q 

Q 


3 


a 


< 


>» 

3 


§ 


£2  S  S  S  S 

^  9  w  O  00 
O  «  t^  W  1-4 

O  hT  p  O  t^ 


o 


CI 


C9 


CO 


CO 

r^  e^  lo 

CO  lO  o  *-< 

«          •         «  • 

«  ^  o  o 


z 


a  <o 


t^   N 


«^  IQ  Ol    <0 


»-*  w  ^^  «  CO  Sa 


O)  00 
^  CI 

CO  o 
lO  o 


CO  S 

i-T  cf 

00  «D 
CQ    tH 


s 

-^  Oft 


00 

•88 


CO 


M  CO 


lO  CO  O  O 


e«  CO  d  00  a» 


S8 


co 


ci 


»J  00     •  « 

•^  **  s  ** 


NO   CO 

00  A  CO  lO  O  CI 
CI  C4 


CI 


CO 


to  «0 


00 


CO  *o 


s 


CO 

CO 


§8 
S 


S 


CO 


^  CI 

00  !-•  •-• 
GO   fH  O   iH 

•  •  •  • 

o  e«  o  o 


00 

a»  t^  Oft  o 


»o 


CI 


CI         ^  lO  Ok 

»-•    .H    ®    O    *> 


O 

5  O   00   r-i 

*****    OA        *    ftA        *    0O    /tt        •        •        • 

cioo«c«ooSeoSco^*^h.iot«» 

rn   d   CO  M   W   « 


«0    iH    i-l 


00  CO 
CO  CO 
Ok  GO 

1H    «0 


s 


00  00  CI 

O    t^    *H 
•^    fH 


CO 


CO 

1H    fH    O 

lO  CI  O  •-) 

•  ■  •  • 

-*  CI  o  o 


Q         CI         <D  1^ 

CO  *  jf   iG   C^  ^  tti  10  to 

COb-CieO'O'-lO&OOO'OCO-^i-iiO 

f-tb-odt-^ooSci'^^eoeoco 
iidco  eo«w  t.,-if-4 


CO 
CO 

iO 


IO 

<o 

CO 


^  CO 


CI' 

00 
CO 


00  p  >o 

C«  to  O   tH 


S  00 

-»  S  CI 
t<iao»oic<oooio^a>«icocioci 


s 


c«  o  o 


t«  CI  00  00 

SI  si  «5  S  ** 

00  IO  ©  o»  »  CO 

CI    ■*                   _l  00    ra 


CI  CI 


p  o  o> 

1^    v^    H« 


CI 


2 


SiO  IO 
CO  t» 
«0  «3  CI 

•»       *       <k 

t»  CO  C4 
(O  t^  «} 
CI 


1^ 

CO 


IO  ■'t'  d  CI 

t»  "«*  O  CI 

■  •  •  • 

00  i-i  o  o 


O  -^i  IO  o»  o 

■  ■  •  •  ■ 

o 


s 


CI 

^  Si 


<«  CO  o 


ii   tH   00  CI 

rH    CO    CO 


^-^  o>  s 

-H  S   00 


IO  ij  cj  ^  ^^  IO  w  ^* 

d  t-    1-4    I-I 


at 

CI 

«o 

•k 

CO 


s 


O  CO  o 

CO  ce>  IO 

•O  'i«« 


p 

t^  IO 

»   CO 

«o; 

CO 


00  CI  o 
00  »^  O   CI 

00  ci  d  d 


8 


IO  C^   d 


-         ^  lO  0»  oi 
00i-«i0*^0*0^1'^00i0l^ 


a»oeoci!^oo^co 


d  d 


•O  O  ■'ti 
CD         d 


$ 


d 

eo 
CO 


^ 


Ok  O 

b-  eo 

o  d 

^  o 

d 


o 

CO  IO 

d  ^ 

*^  CO 


CO  p  00 

O  IO  O  1-1 

*           •           «  • 

Oi  d  O  O 


IO  b»  OO  IO 

oo*-iodi^»t»1^ 


IO 


CI  lO  O  IO 


d  00  o»  eo 
w  d  CO 


N     •  ^  «^  CO  eo 

23g 


CO 


t«  IO  t- 

IO  •-«  d 


o 

m 


IO 

d 

CO 


^  CO 

»H  CO 


IO 

o 
cf 


o  o 


eo       p 

V*  d 


t*  "* 


CO 


h-  O  1-1 

O  -<  O  «-i 

Q  co"  d  d 

00 


1-4  00  d  eo  IO 


S 


d  b-  a 
•H  d  eo 


IO 


1^  lO  I**  1^   lO 

^  CO  «  lO  £3  "«i'    • 

CO      .  CO     '  CO  d  |x- 

a-^'JlVWeoco*^ 
-*  <»  eo 
^       d 


•         ■ 

■4<  00 
1-1  d 


ft  §    g    0. 


> 

8 


§ 

as 

o 
» 

0 


a 

o 


g 


u 

> 


"o 
► 

lO 

"o 

a 


7i 

•a 
a 

-a 


a 


582     MANUFACTURE  OF  FERROMANGANEBB  IN  THE  ELECTRIC  FURNACE 


.8 


i 


CO 
H 


i 


•o  ^  ^ 
•^  ^  « 

0» 


CO   CO    at 


a 

o 


SS 


CO 


g 


9 


^.  «  tl 


7^ 


O 


8 


<H  CO  9  e«   « 
o  «  ^  n  o 


»4  lo  r* 

00  «P     I 

35^  ^ 


SCO    • 
t»  to  S 


a 

I 


a  CO  K 

^  o  ^ 


04  eo  o 


§ 

2 


s3 

so 


I 


I 


o»  d  ^• 

CO  CO  •^ 

i«  4, 
8     * 


M  CI  «  P 

e  rH  «D  CO 

•  CO    ^^ 

CO  "  00 


h-  iO  •<«< 


I 


ro  CO  ^ 
to    •  ^ 


So  <0 

a; 


?*  «o 


^  •^  M 


lO 


00 


§iO  lO 

00 


CO 


00  «o  o  *o  • 

CO  o»  o       8 
eC  •*  e«      5z 


§ 


a« 


a 

o 


<*  «J;  0» 

c4  S  g 
•0  * 


«  « :?    V  «  g 


[^ 


?  s  -• 


<o  ^  ^  • 


CO     •   es 


s 


8 

I 

1 


3 


I 

S3 

Eh 


si 


ofc  «  "*  JO  8  8  8 

e  2  52  00  ^-  -a  V 


o 


o 

O 


I 


9  ^f-  00  M  '^  " 


^  « 


«o  lO 


o 
CO 


cow-S 


9  e«  <«  <« 


00 
lO  «0  ^  CO 

o 


o 


:-|S5SSsa- 


i 


s 


lO 


e«  00  ^ 


Z;  g  S  S 


4D  Ok  ^  00 
^  o  CO  t* 

•        •        »        ■> 

<o  a»  >o  ^ 


00 


00  CO  ^ 


i-i  o  00  e«  M 

Ok  |A  lO  r«  CV 


2  lo 


8  5 1  § 
^-  *-  S  5 

CO  00  <o  *o 


tli 


o  ^ 

2SS 


<0  «D 


*^  8  ^ 
•-«  O  CO 


8 


d       i-i  o  CO 
3       2  »  *• 


00  to 


^  5  M 

lo  ^  ci 
CO  lo  f«» 

=  8 


8 


88 

CO  CO 

Oft  00 


a 


> 

•I 
a  {"a 

HI 


g-91 

O  CO   3 
9    S    " 

OQ  Q  u 
w  '»-»  o 


ROBEBT  M.   KEENET  AND  JAT  LONERGAN  583 

The  use  of  lime  instead  of  limestone  did  not  result  in  a  lower  power 
consumption  as  it  should  do  theoretically;  this  was  probably  due  to  the 
limestone  being  calcined  on  the  top  of  the  fiu'nace  by  heat  which  other- 
wise would  be  wasted. 

The  furnace  voltage  during  the  last  foiu*  months  of  operation  was  70 
to  75  volts  and  in  May  and  June,  it  was  75  to  80  volts;  there  appeared  to 
be  a  considerably  higher  volatilization  loss  at  this  time.  When  the 
voltage  was  increased  to  120  volts  for  several  days,  the  volatilization  was 
marked,  and  the  furnace  load  was  difficult  to  control.  A  voltage  of  65 
to  75  volts  seems  to  be  satisfactory  for  a  1100-kw.  furnace. 

The  recovery  of  manganese  during  the  last  quarter  of  1918,  in  which 
the  smelting  practice  was  thoroughly  established  and  it  was  possible  to 
operate  for  a  full  month,  averaged  72  per  cent.  Of  the  loss,  28  per  cent., 
15  per  cent,  was  in  the  slag  and  13  per  cent,  unaccounted  loss.  The 
average  slag  volume  was  2830  lb.  (1283.7  kg.)  of  slag  per  gross  ton  of 
metal.  The  percentage  manganese  in  the  slag  averaged  12.2  per  cent. 
As  this  proved  to  be  about  as  low  an  average  slag  as  could  be  produced 
without  excessive  formation  of  carbide  and  a  decrease  in  output,  the 
recovery  on  this  ore  cannot  be  increased  except  by  reduction  of  the  un- 
accounted loss,  which  might  be  accomplished  by  lowering  the  voltage  or 
briquetting  the  fine  ore.  The  average  recovery  over  the  nine  months 
period  of  operation,  including  good  and  bad  months,  was  68.6  per  cent. 
Of  the  loss  of  31.4  per  cent.,  13.4  per  cent,  was  in  the  slag  and  18.0 
per  cent,  unaccounted  loss.  The  average  slag  fall  for  the  nine  months 
was  3121  lb.  of  slag  per  gross  ton  of  ferromanganese. 

The  average  "plant"  power  consumption  for  the  last  quarter  of  1918 
was  5066  kw.-hr.  per  gross  ton  of  ferromanganese,  or  4524  kw.-hr.  per 
short  ton.  The  average  "furnace "  power  consumption  was  4990  kw.-hr. 
per  gross  ton  or  4457  kw.-hr.  per  short  ton  of  ferromanganese.  This 
power  consumption  can  be  met  regularly  with  the  grade  of  ore  smelted: 
34.94  per  cent,  manganese  and  13.2  per  cent.  SiOs,  in  an  1100  kw-hr. 
furnace.  It  is  possible  that  a  lower  power  consumption  would  have 
resulted  in  January  except  for  the  use  of  anthracite  instead  of  lig- 
nite. The  average  "plant"  power  consumption  for  the  whole  nine 
months  of  operation  was  6240  kw.-hr.  per  gross  ton  of  ferromanganese 
or  5586  kw.-hr.  per  short  ton. 

For  the  four  months  after  September,  until  it  was  closed  down,  the 
"plant"  operated  at  an  electrical  load  factor  of  81.6  per  cent.;  the  "fur- 
nace" load  factor  would  be  a  little  higher  than  this.  The  average  per- 
centage of  time  operated  was  89.1  per  cent.  The  power  factor,  as 
determined  by  the  power  company,  varied  between  85  and  90  per  cent. 
This  load  factor  was  attained  with  hand  operation  of  electrodes.  Some 
typical  load  curves  are  shown  in  Figs.  13  and  14.  If  operations  had 
been  continued  the  load  factor  would  have  averaged  85  per  cent.,  and 
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the  percentage  of  time  operated  90  to  95  per  cent.  The  jump  from  a  load 
factor  of  79.9  per  cent,  in  December  to  85.1  per  cent,  in  January,  and  the 
jump  from  85.3  to  96.4  per  cent,  of  time  operated  was  due  to  the  use  of 
24-in.  electrodes  instead  of  the  smaller  sizes,  and  better  mechanical  ar- 
rangements for  changing  electrodes  on  furnace  No.  2. 

The  electrode  consumption  for  the  last  four  months  of  operation 
averaged  187  lb.  (84.8  kg.)  per  gross  tori  of  ferromanganese,  or  162  lb. 
per  short  ton,  or  32  lb.  (14.5  kg.)  per  1000  kw.-hr.  passing  through  the 
electrodes.  During  this  time  14-in.,  17-in.  and  24rin.  electrodes  were 
used.  Except  when  using  24-in.  electrodes,  there  was  always  one  14-in. 
electrode  in  the  furnace  but  never  more  than  one.  About  one  half  of  the 
17-in.  electrodes  were  home-made  "butt"  electrodes  produced  at  the 
plant  from  crushed  broken  electrode.  These  electrodes  had  6  to  8  hr. 
greater  life  than  the  best  purchased  electrodes.     This  was  because  the 
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FiG.  15. — Effect  of  variation  of  silicon  on  carbon  in  ferromanganese. 


material  from  which  they  were  made  was  better  material  for  electrode 
manufacture  than  that  used  in  the  purchased  electrodes.  It  was  more 
highly  graphitized  because  it  had  been  electrically  calcined  twice. 

The  beneficial  efifect  of  operating  a  furnace  with  the  electrodes  carry- 
ing their  normal  load  or  less  is  shown  by  the  results  of  the  January  opera- 
tion of  furnace  No.  2  with  24-in.  electrodes.  The  electrode  consumption 
for  January  averaged  141  lb.  (63.9  kg.)  per  gross  ton  of  ferromanganese, 
or  125  lb.  per  short  ton,  or  26  lb.  (11.8  kg.)  per  1000  kw.-hr.  These  elec- 
trodes were  oversize  for  the  load  carried.  A  threaded  electrode  should 
not  be  operated  with  a  load  of  over  30  amp.  per  sq.  in.  of  cross-section, 
although  a  "butt"  electrode  will  carry  50  amp.  per  sq.  in.  If  threaded 
electrodes  are  overloaded,  there  is  not  only  an  excessive  electrode  consump- 
tion, due  to  the  joint  corroding  and  finally  breaking,  but  much  operating 
time  is  lost.  With  the  24-in.  electrodes,  no  part  of  the  electrode  was  lost 
except  the  connecting  pin,  which  would  drop  out,  but  with  the  17-in. 
threaded  electrode  it  was  common  to  lose  2  ft.  of  the  electrode.  It  was 
as  economical  to  use  17-in.  butt  electrodes  as  threaded  17-in.  electrodes. 
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The  average  load  carried  by  these  electrodes  was  10,500  amp.    On  this 
basis  the  electrodes  were  loaded  as  shown  in  Table  8. 

Table  8. — Curreni  Carried  by  Electrodes 


Diamettf  of  EI«otrode. 

CrooB  aection 

ApprozimAte 
liOed,  Amperee 

Amperes  per 

Inches 

Area.  Square  IhcImb 

Square  Inch 

8  (four  per  holder) 

201 

10,500 

52.2 

14 

154 

10,500 

68.1 

16 

201 

10,500 

52.2 

17 

227 

10,500 

46.3     . 

24 

452 

10,500 

23.2 

Table  9. — Analysis  of  Materials  Charged  and  Tapped  in  Last 

Quarter  of  1918 


Mansanese 
Ore,  Dry, 
Percent. 


Licnite 

Coal, 

Per 

Cent. 


lime- 
stone. 
Per 
Cent. 


Lime, 

Per 

Cent. 


Steel 

Tiirn- 

insB, 

Per 

Cent. 


Ferro- 

mancanese. 

Per  Cent. 


Slag. 

Per 

Cent. 


Mangan< 

SiOt 

MgO 

Iron 

CaO 

AliOi 

Phoqihoms  ... 

Sulfiir 

BaO 

Moisture 

Ash 

Volatile  matter 
Fixed  earbon  . 

COi 

COtandHiO.. 

Copper 

Carbon 

Silicon. ....... 


84.8 
13.2 

0.4 

7.1 

5.7 

8.0 

0.088 

0.01 

S.3 


7.09 


18.84 

4.90 

86.42 

44.84 


1.5 
0.15 

54.08 


42.8 


1.1 
0.7 

89.0 

0.072 
0.41 


8.7 


0.81 


97.85 


0.052 
0.013 


0.21 

1.1 

0.12 


73.6 


0.10 
0.011 


2.9 


12.4 

28.6 

2.4 

87.8 
7.9 


Table  10. — Summary  of  Operating  Results  in  Last  Quarter  of  1918 

Manganese  ore,  pound 2,503,290 

Coal,  lignite,  pound 1,125,000 

limestone,  pound 421,477 

Lime,  burnt,  pound 90,320 

Steel  turnings,  pound 400 

Ferromanganese,  pound 887,312 

Ferromanganese,  gross  tons 396.2 

Slag,  pound 1,122,741 

Ratio  ore  to  metal 2.92 

Slag  per  gross  ton  metal,  pound 2830 

Slag  per  net  ton  metal,  pound 2530 

Total  manganese  in  metal,  per  cent 72.0 

Total  manganese  in  slag,  per  cent 15.0 
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Table   10. — Summary  of  Operating  Results  in  Last  Quarter  of  1918 

(Continued) 

Total  manganese  unaccounted,  per  cent 13.0 

Electrodes,  pound 80,047 

Electrodes  per  gross  ton  metal,  pound 202 

Electrodes  per  net  ton  metal,  pound 181 

Electrode  per  1000  kw-hr.,  pound 40 

Tapping  steel,  pound 8,519 

Tapping  steel  per  gross  ton  metal,  poimd 21 .5 

Oxygen,  cubic  feet 400 

Oxygen  per  gross  ton  metal,  cubic  feet 1.0 

Fireclay,  pound 33,858 

Fireclay  per  gross  ton  metal,  pound 85. 5 

Average  nuiximum  demand  of  plant* 1139. 1 

Total  kilowatt-hours  consumed  in  plant* 2,007,200 

Average  of  plant,  load  factor  per  cent 80. 5 

Average  time  operated,  per  cent 86. 7 

Furnace  days  operated. 79.7 

Metal  per  calendar  day,  pound 9,664 

Metal  per  furnace  day,  pound 11,133 

Kilowatt-hours  per  gross  ton  metal,  plant 5,066 

Kilowatt^hours  per  short  ton  metal,  plant 4,524 

Kilowatt^hours  per  gross  ton  metal,  furnace  only 4,990 

Kilowatt-hours  per  short  ton  metal,  furnace  only 4,457 

*  Includes  approximately  30,000  kw.-hr.  consumed  in  general  plant  operation. 

Impurities  in  F&rromanganese 

Elimination  of  impurities  is  not  one  of  the  problems  of  ferroman- 
ganese  manufacture.  As  0.2  per  cent,  phosphorus  is  allowable  in  ferro- 
manganese,  it  is  possible  to  use  almost  any  ore  by  mixing  it  with  a  low- 
phosphorus  ore.  Sulfur  is  readily  eliminated  by  the  strong  reducing 
atmosphere  of  the  furnace,  the  basic  slag,  and  the  action  of  manganese 
carrying  sulfur  into  the  slag  as  manganese  sulfide.  Most  of  the  sulfur 
that  appears  in  analyses  is  probably  from  particles  of  slag  in  the  sample. 
No  attention  is  paid  to  the  carbon  content  of  the  metal,  because  a  low 
carbon  alloy  is  seldom  required.  It  fluctuates  as  shown  in  Table  11, 
decreasing  with  increased  silicon  in  the  metal. 

Several  electric-furnace  plants  make  it  a  practice  to  produce  ferro- 
manganese  containing  5  per  cent,  silicon,  claiming  that  this  is  economical 
because  it  reduces  the  manganese  loss  by  reduction  of  slag  volume;  the 
authors,  though,  cannot  see  the  economy  of  producing  metal  containing 
over  2  to  3  per  cent,  silicon. 

A  series  of  tests  made  during  plant  operation  showed  that  1.15  per  cent, 
of  the  sulfur  charged  remained  in  the  ferromanganese.  Of  the  98.85 
per  cent,  eliminated,  39.35  per  cent,  passed  into  the  slag,  and  59.5  per 
cent,  was  lost  in  dust  or  volatilized.    Of  the  phosphorus  charged  52.6 
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per  cent,  remained  in  the  metal.  Of  the  47.4  per  cent,  eliminated,  20.81 
per  cent,  was  in  the  slag  and  26.59  per  cent,  was  lost  in  dust  or 
volatilized. 


Table    11.- 


-Effect    of  Increase   of  Silicon  on  Percentage    Carbon  in 

Ferromanganese 


1 

SiUeon, 
Per  Cent. 

Carbon, 
Per  Cent. 

Manganese, 
Per  Cent. 

Silicon, 
Percent. 

Carbon, 
Per  Cent. 

Mancaneee. 
Percent. 

0.12 

5.79 

80.65 

3.47 

4.15 

78.57 

0.30 

5.89 

77.62 

3.55 

4.37 

78.56 

0.34 

5.45 

82.86 

3.66 

5.08 

74.7 

0.37 

5.90 

81.4 

4.01 

4.80 

78.84 

0.52 

6.01 

'      83.89 

4.09 

4.69 

79.92 

0.98 

6.17 

79.21 

4.11 

4.42 

80.19 

1.10 

6.06 

80.55 

4.32 

5.02 

77.75 

1.24 

5.52 

79.84 

4.33 

4.69 

77.16 

1.48 

5.12 

82.65 

4.84 

5.18 

78.97 

1.50 

5.78 

81.4 

5.17 

4.04 

78.28 

1.57 

5.35 

79.15 

5.56 

4.53 

78.16 

1.97 

4.97 

79.4 

5.63 

4.54 

79.15 

2.10 

5.07 

79.65 

5.68 

4.30 

75.18 

2.48 

5.35 

81.77 

6.06 

3.76 

76.63 

2.70 

5.07 

79.85 

6.32 

4.31 

75.31 

2.72 

4.25 

79.46 

8.07 

3.28 

73.44 

2.95 

4.30 

79.79 

8.16 

3.60 

75.64 

3.05 

5.13 

79.52 

8.22 

3.49 

75.20 

Cost  of  Manufacture  of  FERROBftANOANBSE  in  the  Electric 

Furnace 

It  is  possible  to  give  the  complete  cost  datu  of  the  plant  described  as 
the  operating  corporation  has  gone  out  of  business.  These  costs  are 
wartime  costs.  Table  12  shows  the  unit  costs  for  the  last  four  months 
of  operation,  and  Table  13  the  cost  per  gross  ton  of  ferromanganese 
produced  during  this  period.     The  labor  employed  was  as  follows: 


PsB  Shift 


Master  mechanic 

Blacksmith 

Unloading  foreman 

Unloading  labor 

Truck  driver 

Night  foreman 

Furnace  foremen 

Head  charger  and  tapper. 
Furnace  labor 

Total 


1 
1 
3 


Pbb  Day 
1 
1 
1 
2 
1 
1 
3 
3 
9 

22 
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Table  12. — Unit  Coats 


I 


I     October, 
1918, 
Cents 


November, 
1918, 
Cents 


Manganese  ore,  high-grade,  per  poiind . 
Manganese  ore,  Leadville,  per  pound . . 

Lignite  coal,  per  pound 

Burnt  lime,  per  pound — 

Limestone,  per  pound 

Carbon  electrodes,  per  pound 

Power,  per  kw.-hr 

Tapping  steel,  per  pound 

Fireclay,  per  pound. 

Steel  turnings,  per  pound 

Anthracite  coal,  per  poimd 


1.77 

0.634 

0.242 

0.734 

0.137 

10.00 

0.445 

5.34 

0.45 


1.54 
0.80 
0.235 
0.65 
0.13 
11.6 
0.49 
6.57 
0.50 


December, 
1918. 
Cents 


1.51 
0.52 
0.23 

0.17 
9.70 
0.48 
6.04 
0.45 
0.75 


January, 
1919, 
Cents 


1.41 
0.69 

0.25 

0.15 

8.78 

0.433 

5.36 

0.45 

0.34 


Table  13. — Cost  Per  Gross  Ton  of  Ferromanganese 


October, 
1918 


Novembtf, 
1918 


December. 
1918 


January, 
1919 


Ayerace 
per  Month 


Manganese  ore 

Coal 

Limestone  and  lime 

Carbon  electrodes 

Tapping  steel 

Fireclay 

Steel  turnings 

Miscellaneous  supplies 

Power 

Labor 

Supervision 

Repairs  and  renewals,  sup- 
plies  

Repairs  and  renewals,  labor 

Truck  supplies 

Truck,  labor 

Laboratory,  supplies 

Laboratory,  labor 

Administration 


$76.44 
7.15 
2.47 
19.24 
0.73 
0.40 

0.08 
22.65 
20.12 

4.52 

1.77 
1.92 
0.37 
0.67 
1.56 
1.95 
6.64 


$168.68 


$75.04 
5.93 
4.58 
20.95 
2.39 
0.50 

0.76 
23.35 
21.65 

8.14 

2.32 
1.99 
0.31 
0.70 
0.46 
3.16 
9.96 


$77.49 

7.16 

2.26 

22.20 

0.97 

0.32 

0.02 

1.21 

25.30 

23.24 

10.62 

1.83 
1.84 
0.48 
1.19 

3.30 
11.19 


$182.19      $190.52 


$76.22 
6.25 
3.14 
11.74 
0.49 
0.30 


23.44 

21.51 

9.20 

1.07 
2.11 
0.52 
0.92 
0.09 
3.04 
4.24 


$164  28 


$76.29 
6.62 
3.11 
18.53 
1.15 
0.38 

0.51 
23.68 
21.63 

8.12 

1.75 
1.96 
0.42 
0.87 
0.53 
2.86 
8.00 

$176.41 


Summary 

The  manufacture  of  ferromanganese  in  the  electric  furnace  was  the 
result  of  war  demand  for  ferromanganese  and  the  need  of  treatment  of 
domestic  ore  in  order  to  make  available  for  war  use  a  considerable  tonnage 
of  shipping  used  for  transporting  ore  from  South  America.    The  industry 
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reached  its  peak  in  1918,  with  a  yearly  production  of  23,000  tons  valued 
at  about  $5,000,000,  or  7  per  cent,  of  the  total  ferromanganese  production 
of  the  United  States.  During  1919,  there  was  little  electric  furnace 
production,  but  operations  were  resumed  early  in  1920,  with  an  esti- 
mated production  for  the  year  of  10,000  tons.  Nine  plants  in  this  country 
have  produced  ferromanganese  in  the  electric  furnace,  all  but  one  of 
which  were  constructed  for  that  purpose.  There  are  installed  33  electric 
furnaces  of  from  350  kv-a.  to  5000  kv-a.  capacity,  with  a  total  installed 
transformer  capacity  of  58,000  kv-a.  The  future  of  the  process  rests  in 
its  use  as  a  method  of  ore  treatment  by  the  owner  of  a  manganese  mine 
with  other  favorable  local  conditions. 

Comparing  blast-furnace  production  of  ferromanganese  with  electric- 
furni^ce  production  the  paper  shows  that  the  same  recovery  of  manga- 
nese, 72  per  cent.,  was  made  in  the  electric  furnace  smelting  of  ore  con- 
taining 34.8  per  cent,  manganese  and  13.2  per  cent.  SiOs,  as  in  the  blast 
furnace  smelting  of  ore  containing  40.33  per  cent,  manganese  and  8.6 
per  cent.  SiOs*  The  slag  and  stack  losses  were  practically  the  same  in 
each  case.  The  electric  furnace  consumes  approximately  one  quarter  of 
the  quantity  of  carbon  required  by  the  blast  furnace.  It  is  probable 
that  on  the  same  grade  of  ore,  the  electric  furnace  would  show  at  least 
5  per  cent,  greater  recovery  than  the  blast  furnace. 

In  smelting  oxide  ore,  better  operating  results  were  obtained  when 
any  necessary  iron  was^added  in  the  fomi  of  manganiferous  ore  rather 
than  as  steel  turnings.  There  was  no  economy  in  the  use  of  lime  as  a 
flux  instead  of  limestone.  Lignite  coal  proved  to  be  a  better  reducing 
agent  than  anthracite,  bituminous  coal,  or  coke,  although  coke  was  not 
given  a  long  trial.  From  the  viewpoint  of  output,  power  consumption, 
and  labor  costs,  intermittent  charging  gave  better  results  than  con- 
tinuous charging.  Good  results  were  obtained  by  tapping  into  cast-iron 
pots  instead  of  beds. 

Some  of  the  operating  difficulties  that  may  be  encountered  are: 
formation  of  carbide  in  the  furnace,  blowing,  failure  of  bottom,  tapping, 
failure  of  electrode  holders,  and.  bridging  of  charge.  Of  these  troubles 
formation  of  carbide  is  the  most  serious.  The  tendency  to  form  carbide 
can  be  decreased  by  the  use  of  lignite  coal  as  a  reducing  agent;  by  not 
attempting  to  produce  a  slag  containing  much  less  than  12  per  cent, 
manganese;  and  by  the  use  of  a  low-carbon  flushing  charge  when  carbide 
begins  to  form.  Blowing  is  decreased  by  intermittent  charging,  and  by 
elimination  of  fine  material  in  the  charge.  The  authors  prefer  the  mag- 
nesite  bottom  to  the  carbon  bottom.  Failure  of  electrode  holders  is 
a  matter  of  design.  Bridging  of  the  charge  is  eliminated  by  proper 
spacing  of  electrodes. 

Manufacture  of  ferromanganese  containing  73.6  per  cent,  manganese 
was  accomplished  in  an  1100-kw.  electric  furnace  by  smelting  ore  con- 
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taining  34.8  per  cent,  manganese  and  13.2  per  cent.  SiOs  with  an  average 
power  consumption  of  4990  kw.-hr.  per  gross  ton,  or  4457  kw.-hr. 
per  short  ton.  There  was  tapped  2830  lb.  (1283.7  kg.)  of  slag  per  gross 
ton  of  ferromanganese.  The  electrode  consumption  averaged  202 
lb.  per  gross  ton  of  metal,  but  during  the  last  month  of  operation  averaged 
141  lb.  per  gross  ton,  or  125  lb.  (56.7  kg.)  per  short  ton,  or  26  lb.  per 
1000  kw.-hr.,  which  is  what  can  be  attained  regularly.  The  plant 
operated  89.1  per  cent,  of  the  total  time  during  the  last  four  months  with 
an  electrical  load  factor  of  81.6  per  cent,  using  hand  regulation  of  elec- 
trodes. The  load  factor  for  the  last  month  was  85.1  per  cent.,  and  the 
percentage  of  total  time  operated  was  96.4  per  cent.,  figures  which  can 
be  made  regularly  by  experienced  operators. 

The  average  cost  of  production,  f.o.b.  plant,  exclusive  of  taxes, 
interest,  depreciation,  and  sales  expense,  during  the  period  of  four  months 
when  materials  on  hand  permitted  continuous  operation  of  one  1100- 
kw.  furnace  was  1176.41  per  gross  ton.  Excluding  reduction  of  costs 
due  to  cheaper  ore  supply,  cheaper  power,  better  design  of  plant,  and 
higher  operating  efficiency,  considerable  reductions  in  cost  of  production 
of  ferromanganese  in  the  electric  furnace  are  possible  if  the  Soderburg 
continuous  feeding  electrode  now  installed  in  one  plant  continues  to  be  a 
success,  and  if  the  unaccounted  loss  of  manganese  can  be  decreased. 

DISCUSSION 

A.  L.  Stillman,  New  York,  N.  Y. — ^The  paper  states  that  some 
blowing  and  trouble  was  due  to  fine  material;  was  any  attempt  made  to 
briquette  this  fine  material? 

Robert  M.  Keenet. — ^During  the  last  month  of  the  operation  we 
mixed  the  charge  with  the  lime,  let  it  set  with  water,  and  then  shoveled 
it  into  the  furnace;  the  results  were  quite  satisfactory  so  far  as  dust  loss 
was  concerned. 

J.  W.  Richards,*  South  Bethlehem,  Pa. — I  have  made  a  rather 
careful  study  of  why  the  manganese  goes  into  the  slag.  Increasing 
the  lime  increases  the  difficulty  of  the  production  of  carbide,  as  Mr. 
Keeney  has  brought  out,  but  apparently  increasing  alumina  may  also 
decrease  the  amount  of  manganese  in  the  slag.  The  slag  with  the 
lowest  percentage  of  manganese  has  the  highest  percentage  of  alumina, 
so  that  alumina  may  satisfy  the  silica  and  reduce  the  amount  of  manga- 
nese in  the  slag  without  the  formation  of  so  much  calcium  carbide.  It 
might  be,  therefore,  possible  to  use  some  manganese  ore  high  in  alumina 
to  increase  the  alumina  in  the  slag  and  thus  decrease  the  amount  of 
manganese. 

*  Professor  of  Metallurgy,  Lehigh  University. 
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The  volatilization  losses  mentioned  are  important  and  somewhat 
mysterious  because  they  are  not  apparently  all  accounted  for  by  the 
dust.  People  that  work  with  these  ferromanganese  furnaces  suspect 
that  some  volatile  manganese  compounds  pass  out  of  the  furnace. 
Manganese  carbonyl  has  been  mentioned  as  one  possible  source  for  the 
escape  of  the  manganese,  and  it  is  not  outside  the  realm  of  possibility 
that  some  such  volatile  manganese  compounds  are  formed  which  increase 
the  losses.  A  study  of  these  compounds,  the  conditions  of  their  for- 
mation and  their  decomposition  and  their  relation  to  the  operation  of  the 
furnace,  might  lower  the  volatilization  loss. 

The  Soderberg  electrode,  which  was  first  used  in  America  on  a  ferro- 
manganese furnace,  may  reduce  the  electrode  costs  of  the  operation 
at  least  50  per  cent.  The  electrode  consists  of  an  iron  casing  into  which 
is  placed  the  soft  carbon  mixture  of  which  electrodes  are  ordinarily 
made.  Ribs  inside  the  casing  hold  the  soft  mix  in  place.  A  well-de- 
signed holder,  with  water-cooled  plates,  fits  on  the  outside  of  this  casing 
just  above  the  level  of  the  charge.  After  the  casing  filled  with  soft  mix 
is  put  in  place,  the  furnace  is  started.  A  fire  is  made  in  the  furnace 
until  the  electrode  is  slowly  baked  up  to  and  above  the  electrode  holder. 
Then  current  is  put  on.  The  heat  which  is  transmitted  upward  from  the 
furnace  then  bakes  the  electrode  as  it  descends,  so  that  there  is.  in  general, 
about  the  same  amount  of  baked  electrode  in  operation  all  the  time  and 
the  upper  part  is  always  soft.  As  the  electrode  is  consumed,  the  whole 
electrode  is  dropped  by  loosening  the  screws  on  the  holder  and  letting  the 
electrode  drop  down. 

When  enough  of  the  electrode  has  been  consumed,  another  section  of 
casing  is  electrically  welded  to  the  upper  end,  the  men  standing  upon  a 
platform  built  above  the  furnace.  This  section  is  then  filled  with  the 
soft  mixture.  A  ferromanganese  or  ferrosilicon  furnace  may  need  a 
3-ft.  section  a  week.  In  Norway,  one  34-in.  electrode  was  used  con- 
tinuously for  a  year;  it  will  last  as  long  as  the  furnace  lasts. 

Practically  no  hydrocarbons  are  given  out  during  the  operation  of  the 
furnace.  I  expected  to  see  a  lot  of  yellow  smoke  from  the  baking  of  the 
carbon;  but  the  upper  part  of  the  electrode  is  packed  so  tight  that  the 
hydrocarbons  cannot  escape.  They  must  go  down  into  the  furnace,  and 
as  they  pass  over  the  white-hot  part  of  the  carbon,  they  are  decomposed 
and  deposit  carbon,  strengthening  the  electrode  by  so  doing.  A  furnace 
at  Anniston,  Ala.,  has  three  32-in.  electrodes;  a  furnace  in  Norway  has  a 
34-in.  electrode,  and  a  furnace  operating  on  calcium  carbide  in  Africa 
has  a  37-in.  electrode. 

I  see  no  reason  why  the  electrodes  cannot  be  made  just  as  large  as 
desired.  The  total  cost  at  the  most  is  one-half  that  of  the 
ordinary  electrode,  even^including  the  royalties,  because  less  carbon 
is  used.  It  is  my  opinion  that  this  electrode  will  displace  about  three- 
quarters  of  the  large  furnace  electrodes  now  made. 
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W.  N.  Crafts,  Montreal,  Que. — What  is  the  current  density  capacity 
of  this  electrode? 

J.  W.  RiCHABDS. — The  electrodes  were  designed  with  exactly  the 
same  cross  section  as  those  previously  used,  and  they  carry  the  same 
current  density  quite  easily.  I  believe  they  could  be  speeded  up  100  per 
cent.  The  iron  casing  practically  carries  all  the  current  down  to  the 
part  that  is  hard  baked.  The  upper  end  of  the  electrode  is  non-conduct- 
ing; it  is  so  soft  that  a  rod  can  be  pushed  right  through  it. 

W.  N.  Crafts. — Have  these  electrodes  been  applied  to  tilting 
furnaces? 

J.  W.  Richards. — Yes,  at  the  Stavenger  Steel  Company's  works  in 
Jforway.  There,  however,  the  used  electrode  is  replaced  by  another. 
This  work,  though,  does  not  take  more  than  10  min.  I  have  seen  them 
in  3  min.,  loosen  the  screws,  slip  the  electrode  down  9  in.,  and  then 
screw  it  tight  again  without  taking  ofif  the  current. 

W.  N.  Crafts. — ^What  thickness  of  metal  is  used? 

J.  W.  Richards. — ^About  Ke  ^^^ 

D.  A.  Lyon,  Washington,  D.  C. — That  electrode  could  not  be  used 
on  a  cold-top  furnace.  Many  people,  I  think,  have  a  wrong  idea  about 
this  casing;  they  think  it  must  be  heavier  than  it  is.  The  furnace  at 
Anniston,  with  which  they  are  making  ferrophosphorus,  is  operating  as 
nicely  as  any  furnace  I  ever  saw.  They  have  a  ferrophosphorus  furnace 
making  phosphoric  acid,  but  the  Soderberg  electrode  is  not  used  on  that. 
There  are  not  many  hydrocarbons  coming  ofif;  but  at  Anniston  they  pre- 
pare the  mixture  and  tamp  it  in  the  casing  in  a  room  built  just  above 
the  cables.  Before  the  workmen  go  in,  however,  they  turn  on  the  fan 
for  about  4  or  5  min. 

J.  W.  Richards. — ^That  booth  is  made  out  of  reinforced  cement,  the 
cement  floor  having  water  cooling  pipes.  The  electrode  passes  through 
a  stuffingbox  so  that  the  floor  is  perfectly  gas  tight.  The  first  time  I  saw 
one  of  those  furnaces  I  remained  in  that  room  for  nearly  an  hour;  the 
air  was  better  there  than  on  the  furnace  floor  around  the  furnace.  But 
that  permanent  platform  or  room  cannot  be  used  on  a  tilting  furnace. 

E.  S.  Bardwell,*  Great  Falls,  Mont,  (written  discussion). — On 
page  557,  two  formulas  are  given  showing  the  reduction  of  manganese 
carbonate  by  carbon.  These  formulas  are  misleading,  as  any  MnCOj 
charged  to  the  furnace  is  calcined  before  it  reaches  a  zone  in  the  furnace 

*  Metallurgist,  Great  Falls  B^duction  Dept.,  Anaconda  Copper  Mining  Co. 
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where  the  temperature  is  sufficiently  high  to  permit  reduction  to  take 
place.    The  following  formulas  would  better  represent  furnace  conditions : 

MnCO,  +  heat  =  MnO  +  CO, 
MnO  +  C  =  Mn  +  CO 

I  can  see  no  reason  for  introducing  silica  into  the  reaction.  Most  of 
the  furnace  accretions  that  I  have  examined  have  consisted  of  a  mixture 
of  carbide  and  graphite.  While  very  likely  silica  is  present  in  the  form 
indicated  by  the  authors,  it  is  not  required  to  bring  about  the  formation 
of  carbide.  An  excess  of  carbon  not  only  promotes  the  formation  of 
caii)ide  but  causes  loss  of  manganese,  not  so  much  from  lack  of  lime  to 
combine  with  the  silica  as  from  lack  of  carbon  to  reduce  the  manganese. 
Every  molecule  of  carbide  formed  removes  two  atoms  of  carbon  for  every 
atom  of  calcium  combined  to  form  carbide;  in  addition,  one  more  atom  of 
carbon  has  been  used  in  effecting  the  reduction.  The  manganese  is  not 
carried  into  the  slag  as  a  silicate  but,  owing  to  failure  to  be  completely 
reduced,  may  form  manganates  or  maganites  of  the  bases  present  and  so 
pass  into  the  slag.  Manganese  silicate  rarely  exists,  to  any  considerable 
extent,  in  electric-furnace  slags  and  when  it  does  the  slags  are  pink. 
I  have  only  once  seen  such  a  slag  from  the  electric  furnace.  Formation 
of  carbide  may  be  promoted  by  improper  mixing  of  the  charge  or  by 
improper  sizing  of  the  constituent  particles  to  such  an  extent  that  the 
charge  becomes  stratified  in  the  furnace. 

In  the  two  installations  described,  the  reactance  of  the  transformers 
in  one  case  is  10  per  cent,  and  in  the  other  7  per  cent.  Why  should 
every  attempt  have  been  made  to  minimize  reactance  between  the 
transformer  and  furnace  and  a  transformer  of  such  high  reactance  be 
employed?  I  am  familiar  with  several  installations  in  which  the  trans- 
former reactance  is  not  over  4  per  cent,  and  know  that  no  difficulty  has 
resulted  therefrom. 

For  ferromanganese,  magnesite  bottoms  are  likely  to  be  perfectly 
satisfactory  when  properly  installed  and  with  sufficient  provision  for 
air-cooling.  Carbon  bottoms  are  cheaper  in  first  cost  and,  if  properly 
installed,  stand  up  well. 

The  authors  have  well  stated  the  situation  with  reference  to  reducing 
agents.  In  one  plant  coke  braize  has  been  successfully  used.  If  free 
from  dust,  no  more  need  be  used  than  is  necessary  to  supply  carbon  to 
reduce  the  manganese  and  iron,  if  iron  ore  is  used,  and  supply  the  carbon 
required  by  the  metal. 

The  authors  state  that  continuous  charging  may  result  in  greater 
tendency  to  formation  of  carbide  than  intermittent  charging.  This 
is  not  so  much  a  question  of  the  manner  of  charging  as  it  is  of  what  takes 
place  after  charging.  If  a  charge  is  so  made  up  that  as  it  sinks  in  the 
furnace  there  is  a  tendency  to  stratify,  intermittent  charging  would 
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probably  help,  but  why  not  use  a  charge  that  once  mixed  will  stay 
mixed? 

After  experimenting  with  casting  in  sand  pits,  tapping  in  ladles,  and 
casting  in  machines  after  skimming  slag,  I  agree  with  the  authors  that 
the  most  economical  method  for  handling  metal  from  the  furnace  is  to 
tap  into  pots.  But  an  iron  similar  to  that  employed  for  steel  ingot 
molds  should  be  specified — ^low  phosphorus  and  with  at  least  2  per  cent, 
silicon.  Such  pots  should  be  able  to  stand  more  punishment  and  give 
greater  service  than  ordinary  mixtures. 

With  higher  voltage  wider  spacing  of  the  electrodes  is  permissible. 
In  a  furnace  that  is  operating  nicely,  the  charge  should  sink  down  fairly 
uniformly  after  each  tap.  A  tendency  to  form  bridges  between  the 
electrodes  reduces  the  smelting  capacity  of  the  furnace  and  is  to  be 
avoided. 

The  power  factor  is  given  as  between  85  and  90  per  cent.  The  power 
factor  for  the  maximum  load  in  these  furnaces  depends  largely  on  the 
frequency.  With  a  60-cycle  furnace  current,  the  power  factor  at  maxi- 
mum load  would  be  approximately  71  per  cent. ;  with  a  25-cycle  current, 
the  furnace  would  have  better  than  93  per  cent,  power  factor  at  maximum 
load.  Where  a  high-power  factor  is  desirable,  there  would  be  a  distinct 
advantage  in  operating  on  25-cycle  rather  than  60-cycle  current.  The 
power  factor  given  merely  shows  that  the  furnace  was  not  carrying 
maximimi  load  possible  at  the  voltage  at  which  it  was  being  operated. 

After  studying  a  number  of  furnaces  operating  at  different  voltages 
and  using  electrodes  of  various  sizes,  I  am  inclined  to  proportion  the 
electrodes  on  the  basis  of  energy  density  rather  than  current  density. 
Better  results  will  be  obtained  if  the  total  cross-sectional  area  of  elec- 
trodes is  such  that  there  is  1  sq.  in.  of  cross-sectional  area  for  every  0.75 
kw.  input.  This  figure  is  only  approximate  and  would  call  for  one  24-in. 
round  electrode  on  each  phase  for  an  1100-kw.  furnace  and  for  a  1600- 
kw.  furnace  the  equivalent  of  one  30-in.  roimd  electrode  per  phase. 

In  the  comparison  between  the  electric  furnace  and  the  blast  furnace, 
the  authors  have  understated  rather  than  overstated  the  case.  One  plant 
at  least  has  operated  furnaces  up  to  1600  kw.  capacity  with  recoveries  of 
between  86  and  90  per  cent,  when  working  on  ores  of  the  same  average 
quality  that  go  to  the  blast  furnace.  Small  furnaces  of  1100  kw.  input 
have  consistently  made  90  per  cent,  recoveries  even  on  low  grade  ores. 


596  IMPORTANCE   OF  HARDNESS   OF  BLAST-FURNACE  COKE 


Importance  of  Hardness  of  Blast-furnace  Coke 

By  Owen  R.  Rice,*  Ch.  E.,  Bethlehem,  Pa. 

(New  York  Meeting,  February.  1921) 

Changes  in  coke  hardness  affect  the  working  of  the  blast  furnace, 
for  soft  coke  is  an  obstacle  to  proper  furnace  operation.  Soft  coke  is 
due  to  a  low  hydrogen-oxygen  ratio  in  the  coal  charged;  increasing  this 
ratio  increases  the  hardness  of  the  coke.  The  best  means  of  determining 
the  hardness  of  coke  is  the  combined  tumbler  and  ball-mill. 

What  is  Good  Coke? 

It  is  not  always  appreciated  that  the  correct  answer  may  be  such  a 
reliable  forecast  to  the  physical  condition  of  the  blast  furnace,  and  inci- 
dentally its  entire  operation,  that  among  the  ordinary  variations  in 
other  raw  materials  and  also  in  operating  conditions,  it  assumes  a  posi- 
tion of  primary  significance.  Inasmuch  as  coke  forms  two-thirds  of 
the  total  bulk  of  mat-erial  charged,  this  assertion  will  not  seem  exagger- 
ated, and  in  the  subsequent  discussion  its  applicabiUty  will  be  presented. 

Coke  is  the  ideal  blast-furnace  fuel  because  it  is  strong  and  hard 
enough  to  resist  the  crushing  and  grinding  effects  of  the  furnace  burden, 
and  its  porosity  allows  the  ready  passage  of  gas  upward  through  the 
charge,  and  rapid  combustion  before  the  tuyeres.  Coke  deprived  of  its 
strength  and  with  a  cell  structure  physically  frail  and  chemically  sus- 
ceptible to  solution  by  carbon  dioxide  has  its  chief  asset  eliminated. 
When  the  melting  zones  are  approached  the  fluid  cinder  trickling  toward  the 
hearth  will  envelope  the  small  pieces  of  coke  and  form  a  sticky  mass  that 
will  retard  the  free  passage  of  gas.  Blast  pressure  will  then  rise,  driving 
will  slow  up  and  fragments  of  coke  will  lie  inert  before  the  tuyeres,  rendered 
practically  incombustible  by  their  slaggy  envelop.  It  is  beUeved  also 
that  coke  messes  at  cast  are  attributable  to  quantities  of  such  coke  floating 
unburned  in  the  hearth. 

It  has  been  correctly  claimed  that  coke  rendered  small  outside  the 
oven  possesses  greater  combustibility  than  that  so  developed  in  the 

*  Metallurgical  Assistant,  Blast-furnace  Dept.,  Bethlehem  Steel  Co. 
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cokiDg  process.  While  this  is  true  of  reduction  in  size  by  ordinary 
breakage  or  shattering,  where  the  porous  inner  cell  structure  is  cleanly 
exposed,  it  does  not  hold  true  of  coke  that  is  ground  small,  for  the  grind- 
ing action  causes  the  fine  dust-Uke  particles  to  enter  the  cells  and  so  form 
a  dense  and  quite  incombustible  surface. 

Satisfactoby  Test  fob  Hardness  of  Coke 

The  importance  of  initial  size  and  the  resistance  of  coke  to  reduction 
in  size  has  been  recognized,  but  methods  thus  far  employed  to  determine 
the  physical  nature  of  coke  have  not  given  full  satisfaction.  The  shatter 
test,  now  largely  employed,  usually  consists  in  dropping  2-in.  coke^  four 
times  upon  an  iron  plate  from  a  6-ft.  (1.8  m.)  elevation  and  then  screen- 
ing through  certain  sizes  of  mesh,  the  various  sizes  thus  separated  being 
reported  as  percentages.  This  gives  an  indication  of  the  condition  of 
the  coke  when  it  reaches  the  furnace,  having  passed  through  the  four 
major  stages  of  handling;  viz.,  cars  to  bins,  bins  to  larry,  larry  to  skip, 
and  skip  to  bells. 

But  it  must  not  be  supposed  that  reduction  in  size  ceases  when  the 
bells  are  lowered  and  the  coke  passes  to  the  furnaces.  It  will  continue 
and  may  even  be  accelerated  throughout  the  entire  passage  from  stock 
line  to  tuyeres.  The  gases  will  endeavor  to  disintegrate  the  cell  structure 
and  the  mass  of  stock  will  exert  a  destructive  grinding  and  crushing  effect. 
Therefore,  while  a  shatter  test  may  indicate  the  extent  of  size  reduction 
due  to  handling,  it  does  not  show  the  condition  of  the  coke  when  it  reaches 
its  field  of  action — the  tuyeres.  Indeed  there  is  frequently  misguidance 
when  the  shatter  test  is  depended  on  to  determine  fit  or  unfit — hard  or 
soft — blast-furnace  coke. 

If  a  shatter  test  shows  high  fragmentation,  the  coke  may  have  a 
weak,  chalky  structure  that  will  resist  no  physical  strain  and  cell  walls 
susceptible  to  carbon-dioxide  solution;  or  the  coke  may  be  glass-like  in 
its  brittleness  but  strong  enough  to  bear  the  grinding,  crushing,  and 
abrasion  of  the  brickwork,  limestone,  scrap  iron,  etc.,'^on  the  way  to  the 
tuyeres,  maintaining  throughout  a  size  that  permits  it  to  function  prop- 
erly as  a  porosity  medium  and  that  precludes  the  likelihood  of  its  being 
"drowned"  in  slag.  The  coke  that  resists  shattering  is  either  the  tough, 
soft  variety,  which  is  sure  to  yield  to  the  abrasive  action  later  on;  or 
it  is  the  strong,  hard  kind  that  is  not  susceptible  to  any  sort  of  physical 
attack.    The  need  for  a  more  reliable  test  is,  therefore,  quite  evident. 

The  effort  to  apply  a  test  that  more  closely  follows  the  treatment  of 
coke  in  the  furnace  was  stimulated  by  the  article  of  G.  D.  Cochrane* 

^  By  2-m  coke  is  meant  that  portion  of  the  original  sample  that  remains  upon  a 
2-in.  mesh. 

^Blastrjumace  and  Sted  Plant  (Dec,  1918). 
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in  which  he  compares  the  results  of  a  tumbler  test  on  coke  with  the  opera- 
tion of  a  low-pressure  furnace.  In  following  his  lead,  we  have  used 
a  combination  tumbler  and  ball-mill  to  determine  the  hardness  of  daily 
coke  to  three  500-ton  furnaces,  D,  E,  and  F.  The  bosh  angles  of  the 
furnaces  are  76°,  76°,  and  73)^°,  respectively. 


trnfMrn 


to  PmIm*  lltl«r 

Fia.  1. — Apparatxts  used  bt  Bethlbhbu  Stbbl  Company  to  dbtbbmikb 

HARDNESS  OF  COKE. 

Our  apparatus,  shown  in  Fig.  1,  is  a  22-in.  (56  cm.)  steel  drum,  18^  in. 
in  diameter  with  doors  at  either  end  and  four  1^-in.  angles  riveted  inside 
longitudinally.  A  M-hp.  motor  drives  the  drums  at  about  20  r.pjn., 
the  belt  passing  from  the  mot(»*  gear  train  over  the  drum  itself.  Thirty 
pounds  of  dry  1-in.  coke'  about  half  fills  the  drum.  This  sample  is  tum- 
bled for  1250  revolutions  (at  20  r.p.m.)  with  eleven  1^-in.  (32  mm.) 
steel  balls.  The  resulting  fines  are  screened  through  yi^in.  mesh,  and  the 
remaining  portion  is  weighed  and  reported  as  per  cent,  of  original.  This 
quantity  is  termed  the  coke  hardness  number. 

The  results  of  the  regular  shatter  test  are  shown  in  Fig.  2  as  per  cent, 
through  2-in.  mesh,  and  after  four  6-ft.  drops  upon  an  iron  plate.  The 
results  of  both  the  tumbler  test  and  the  regular  shatter  test  were  compared 
with  furnace  operation  on  each  subsequent  day  when  the  coke  tested  was 
passing  through  the  furnace.  A  period  of  two  months  was  selected  as 
typical  of  conditions  at  that  time,  being  marked  by  irregularity  both  of 
raw  materials  and  in  furnace  behavior.  The  hard  ores,  for  example, 
varied  in  furnace  D  from  0  to  100*per  cent.;  in  furnace  E,  from  0  to  20 
per  cent.;  and  in  furnace  F  were  fairly  constant  at  25  per  cent.  Tons  of 
stone  used  per  ton  pig  produced  varied  widely,  the  daily  averages  covers 
ing  a  range  of  0.40  to  0.65  ton.    The  daily  averages  of  scrap  charged  per 

*By  l-in.  coke  is  meant  that  which  passes  2-in.  and  remains  on  1-in.  mesh. 
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ton  pig  produced  ran  from  0.08  to  0.35.  Coke  consumed  per  ton  pig 
varied  as  much  as  20  per  cent,  on  each  furnace.  The  operators  fought 
the  wide  variations  in  blast  pressures  that  were  constantly  threatening, 
and  maintained  an  average  pressure  of  17  lb.  (7.7  kg.)  for  the  period. 
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Fig.  2. — Rblation  or  furnacb  opbration  to  cokb  habdnbbs. 


The  blowing  factor  is  simply  the  ratio  between  the  blast  pressure  and 
blast  volume: 


Blowing  factor  = 


average  blast  pressure,  lb.  per  sq.  in. 


average  wind  blown,  cu.  ft.  per  min. 


.-  X  1000. 


In  no  way  is  the  physical  well  being  of  a  furnace  so  truthfully  indi- 
cated as  by  the  blowing  conditions.  The  blast  is  the  pulse  of  the  furnace. 
Pressure  and  volume  conditions  must  be  considered  simultaneously,  how- 
ever, for  the  furnace  may  be  driving  well  with  pressures  up  to  18  or  20  lb. 
due  merely  to  rapid  blowing;  or  it  may  be  hanging  and  slipping  and  may 
require  slackening  of  the  engines  with  but  14  or  15  lb.  pressure.  High 
pressure  and  low  volume  produce  a  high  blowing  factor  and  indicate  poor 
working;  low  pressure  and  large  volume  yield  a  low  blowing  factor  and 
show  proper  furnace  conditions.  As  a  matter  of  daily  record,  blowing 
conditions  furnish  more  i^liable  data  on  the  health  of  the  furnace  than 
either  tonnage  or  rounds  charged,  both  of  which  depend  largely  on  the 
nature  of  the  ores  used  or  the  size  of  burden;  and  both  are  affected  by 
delays.  Moreover,  both  tonnage  and  rounds  charged,  other  conditions 
being  constant,  are  direct  consequents  of  blowing  conditions. 
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The  almost  unfailing  ioveree  coSrdinatioD,  day  by  day,  between  the 
hardness  number  and  the  blowing  factor  was  enlightening,  particularly 
in  the  face  of  the  numerous  operating  irregularities  that  marked  the  test 
period.  It  was  only  between  Mar.  5  and  10,  when  furnace  F  was  carrying 
80  per  cent,  of  a  Mesabi  ore  that  has  always  caused  trouble,  that  the  fur- 
nace  worked  badly  in  spite  of  fairly  hard  coke.  Hardness  number  was 
between  83  and  84  at  the  time.  Cold  stock  reaching  the  hearth,  due 
to  heavy  slips,  led  to  off  casts  and  lai^  excess  of  stone  was  carried  to 
curb  the  rising  sulfur  in  the  pig;  this  further  aggravated  high  pressure 


Fia.  3. — Pbmbwbb  ckabts  showing 

conditions. 

The  two  sets  of  pressure  charts  shown  in  Fig.  3  give  evidence  of  the 
condition  of  the  furnaces  when  working  with  the  soft  coke  and  with 
good,  hard  coke.  The  conditions  on  Feb.  7  and  Mar.  21,  as  shown  in 
Fig.  2,  should  also  be  compared. 

It  would  be  absurd  to  claim  that  hard  coke  alone  is  the  remedy  for  all 
blast-furnace  maladies,  for  furnace  operation  fluctuated  when  the  coke 
hardness  did  not.  But  there  was  no  material  change  in  coke  hardness 
that  did  not  show  its  effect  upon  the  furnaces.  The  curves  in  Fig.  2  are 
comparable  day  for  day,  the  coke  data  having  been  advanced  by  one  day. 

What  has  been  said  concerning  the  shatter  test  must  not  be  construed 
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as  condemnatory  of  its  general  value.  Fig.  4,  showing  the  direct  re- 
lation to  furnace  blowing  factor  of  the  shatter  teat  and  hardness  number, 
respectively,  demonstrates  the  coordination  between  furnace  conditions 
and  the  quality  of  coke.  That  the  furnace  is  more  sensitive  to  change 
in  the  hardness  of  coke  (tumbler  test)  than  to  change  in  the  toughness  of 
coke  (shatter  test)  is  shown  by  the  daily  comparison  between  hardness 
and  furnace  condition;  see  Fig.  2.  For  example,  on  Jan.  28,  the  shatter 
tests  indicated  the  most  brittle  coke  of  the  entire  test  period,  40  per  cent, 
through  2-in.  mesh,  but  the  furnace  operation  was  normal, asregistered 
by  a  blowing  factor  of  only  0.480.  About  Feb.  8,  the  shatter  test  again 
showed  40  per  cent,  through  2-in,  mesh,  but  this  time  the  furnaces  were  in 
poor  condition;  pressures  were  up  to  25  lb.  and  the  blowing  factor 
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reached  0.620.  The  best  furnace  week  was  that  of  Mar.  21,  when  the 
blowing  factor  was  steady  at  0.400  for  seven  days,  but  the  shatter  test 
showed  both  unwarranted  variation  and  magnitude,  being  &s  high  as 
35  per  cent,  through  2-in.  In  each  instance  the  hardness  number  was 
in  accord  with  the  furnace  operation. 

Hard  coke  means  satisfactory  furnace  operation.  Below  a  hardness 
number  of  81,  the  furnace  showed  very  seriously  the  effect  of  soft  coke. 
Hardness  over  85  does  not  show  any  particular  effect,  good  or  otherwise, 
upon  furnace  conditions.  Beyond  a  doubt  what  must  be  sought  in  the 
furnacing  quality  of  coke  is  its  resistance  not  only  to  fragmentation  but 
to  abrasion.  This  characteristic  is  well  indicated  by  the  tumbler  test. 
The  use  of  stee}  balls  in  the  tumbler  is  advantageous,  as  in  the  furnace 
the  coke  is  in  contact  with  masses  of  greater  density  than  itself.  The 
introduction  of  hot  carbon-dioxide  gas  would  add  both  interest  and 
complexity  to  further  investigations. 

The  numerical  value  of  the  blowing  factor  is  affected  by  the  initial 
size  of  the  coke.     If  more  than  45  per  cent,  passes  through  a  2-in.  mesh, 
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it  requires  little  further  reduction  in  size  to  tie  up  the  furnace  with  a  bad 
case  of  ''small-coke  indigestion."  Hence  if  numerical  comparison  is 
sought  between  furnace  behavior  and  the  hardness  of  a  coke  that  varies 
greatly  in  initial  size,  that  item  must  be  taken  into  consideration.  Dur- 
ing the  test  period,  there  was  no  marked  variation  in  size. 

Conditions  Affecting  Hardness  of  Coke 

While  the  coal  used  is  the  most  important  factor  in  determining  coke 
quality,  it  is  difficult  to  establish  a  rule  governing  the  quality  of  coke 
resulting  from  different  coals,  particularly  those  recognized  as  coking 
coals.  We  have  verified  the  theory  of  David  White*  that  the  hydrogen 
to  oxygen  ratio  on  a  dry-coal  basis  affects  the  resulting  coke  quality, 
even  substituting  for  quality  the  unpretentious  term  hardness,  and 
though  limited  to  but  20  points  variation  in  the  ratio  (72  to  92  per  cent.) 
as  compared  with  his  range  of  10  to  290  per  cent.  Average  values  for 
successive  10-day  periods  show  rather  steady  increase  in  both  hydrogen- 
oxygen  ratio  for  the  coal  used,  and  the  hardness  of  the  coke  produced. 

AVBRAflB 

Hardnbbb    SHArrBRTKBT       HTDBoaiN-       PbrCbmt. 
Pbbxod  Numbbr  Per  Cent,     oztobn  Ratio        Ash  iir 

OF  CoKR    Through  2  In.        of  Coal  Coxa 

Jan.  25  to  Feb.  3 81.66  32.30  73.20  •       13.47 

Feb.  4  to  Feb.  13 80.00  35.74  72.00  13.67 

Feb.  14  to  Feb.  23 82.00  30.96  74.90  13.70 

Feb.  24  to  Mar.  5 82.39  30.16  81.00  13.64 

Mar.  6  to  Mar.  16 83.77  29.92  81.60  13.62 

Mar.  16  to  Mar.  24 83.91  28.30  91.20  13.27 

Doctor  Cochrane^  has  shown  the  detrimental  effect  of  ash  in  coke 
upon  its  hardness.  The  variation  of  ash  in  our  coke,  though  small, 
was  sufficient  to  corroborate  Cochrane's  claim,  and  ash  content  has  been 
considered  in  this  investigation  as  second  among  conditions  that  influ- 
ence quality. 

The  third  and  final  consideration  is  that  of  oven  practice,  as  repre- 
sented by  the  heat  applied  in  coking.  As  heat  is  maintained  in  the  empty 
ovens  during  slack  times  and  as  75  per  cent,  of  the  coke  was  pushed  on 
day  shift,  with  an  average  coking  time  of  33  hr.,  some  of  the  coke  was 
short-period  coke,  and  some  long-period  coke.  The  reported  heats,  in 
British  thermal  units  per  pound  coal  charged,  are  not  deemed  sufficiently 
accurate  for  purposes  of  direct  comparison  throughout  the  test  period. 
We  are  satisfied,  however,  that  overcoking  has  a  detrimental  effect  on 
hardness;  that  while  overcoking  increases  the  depth  of  dense  surface,  it 
weakens  the  cell  walls  and  structure,  rendering  the  coke  susceptible  to 
attrition.     The  unprecedented  drop  in  coke  hardness  from  Feb.  5  to 

« David  White:  Bureau  of  Mines  BuU.  29.  •  Op.  cU. 
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10  is  attributable  largely  to  overcoking,  there  being  an  increase  from 
about  1250  B.t.u.  per  pound  coal  during  the  previous  10  days,  up  to  about 
1500  B.t.u.  during  the  period  Feb.  5  to  10.  The  coal  used  during  this 
period  exhibits  no  great  variation  over  that  charged  immediately  pre- 
vious or  subsequent  thereto.  The  hydrogen-oxygen  ratio  was  low  (72 
per  cent.)  but  nearly  constant.  During  the  final  10-day  period  of  the 
test,  the  number  of  British  thermal  units  per  pound  coal  again  rose  to 
about  1500,  and  served  to  counteract  the  effect  of  the  high  hydrogen- 
oxygen  ratio,  at  this  time  about  90  per  cent.,  in  raising  the  coke  hardness. 
No  data  are  as  yet  available  on  the  hardness  of  green  coke,  but  it  is  rea- 
sonable to  believe  that  such  coke  will  be  soft.  In  undercoking,  strong 
cells  walls  have  not  yet  been  established;  in  overcoking,  the  cells  have 
been  enfeebled.  Comparisons  have  been  drawn  between  the  hydrogen- 
oxygen  ratio  in  coal  and  ash  in  coke,  on  one  hand,  and  the  hardness  of 
coke  on  the  other,  averages  being  taken  over  successive  10-day  periods. 
The  hydrogen-oxygen  ratio  and  ash  have  been  incorporated  into  a  factor: 

hydrogenK)xygen  mtio        ^  ^  coke  factor 
per  cent,  ash  m  coke 

which  is  plotted  against  both  timibler  and  shatter  tests,  in  Fig.  5. 

With  fairly  uniform  coke  ash,  as  the  hydrogen-oxygen  ratio  drops 
below  74  per  cent.,  the  hardness  of  the  resulting  coke  falls  off  rapidly; 
as  the  ratio  exceeds  87  per  cent.,  the  effect  on  coke  hardness  becomes  less 
and  less  marked. 

That  stocking  coal  affects  the  hydrogen-oxygen  ratio  is  shown  by 
the  following:  A  9-mo.  stock  of  Davis  coal  showed  a  ratio  of  102 
per  cent.,  while  Davis  coal  direct  from  the  mine  showed  a  ratio  of 
125.8  per  cent.  Some  9-mo.  stock  of  Fulton  coal  showed  a  ratio  of 
55.1  per  cent,  while  Fulton  coal  direct  from  the  mine  showed  a  ratio  of 
57.5  per  cent.  It  was  the  steady  increase  in  the  use  of  fresh  coal  that 
brought  about  the  regular  rise  of  the  hydrogen-oxygen  ratio  throughout 
the  test  period. 

Summary 

Coke  hardness  has  an  extremely  marked  effect  upon  blast-furnace 
health. 

The  furnace  is  more  immediately  sensitive  to  hardness,  which  re- 
sists wear  and  tear  within  the  furnace,  as  shown  by  the  tumbler  test, 
than  to  toughness,  which  resists  rough  handUng  without  the  furnace, 
as  shown  by  the  shatter  test .  The  tumbler  test  is  therefore  superior  for 
daily  control;  its  adoption  is  also  recommended  on  grounds  of  simplicity, 
reduction  of  the  personal  equation,  and  the  saving  of  labor. 

The  shatter  test  is  of  value  as  a  matter  of  general  record  but  does  not 
surpass  the  tumbler  test  in  this  respect. 
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Both  tests  for  coke  hardness  show  reliable  coordiDation  with  the  hy- 
drogeD-oxygen  ratio  of  the  coal  used;  the  higher  this  ratio,  the  harder 
the  coke. 

DISCUSSION 

Owen  R.  Rice. — While  determining  the  furnaceability  of  coke  it  is 
important  to  bear  in  mind  the  fact  that  combustibility  pla3r8  a  con- 
siderable part  in  blast-furnace  working. 

C.  R.  Meissner,  Pittsburgh,  Pa. — This  test  is  a  step  in  the  right 
direction  and  will  show  good  comparative  results  for  a  given  coke  at  a 
given  furnace;  but  a  person  must  be  careful  about  saying  that  the  harder 
the  coke  the  better  for  any  furnace  plant.  Coke  made  from  80  per  cent. 
Pittsburgh  coal  and  20  per  cent.  Somerset  coal  is  a  very  hard  strong  coke, 
but  it  is  quite  dense  and  in  large  pieces.  In  a  blast  furnace,  like  some 
eastern  Pennsylvania  furnaces,  making  about  200  tons  per  day,  this 
coke  did  not  give  good  operation.  The  blast  pressure  dropped,  the 
furnace  was  hot  on  top,  and  it  made  high-sulfur  iron.  With  coke  from 
100  per  cent.  Pittsburgh  coal,  the  same  furnace  made  good  low-sulfur 
iron  and  the  top  was  cool.  That  straight  high-volatile-coal  coke  would 
have  shown  less  hardness  in  the  tumbler  barrel  than  the  80-20  mixture; 
but  for  that  furnace  it  was  better  because  it  was  more  combustible. 

The  coke  is  rather  friable  at  Bethlehem;  the  stronger  they  get  it  the 
nearer  it  comes  to  being  right  for  their  big  furnaces.  At  a  plant  like  the 
Jones  &  Laughlin  Co.,  in  Pittsburgh,  the  same  thing  might  be  true;  a 
little  stronger  coke  would  be  better  for  their  furnaces.  On  the  other 
hand,  for  the  smaller  furnaces  or  where  the  coke  conditions  are  such  that 
the  coke  tends  to  be  stronger  and  harder  anyhow,  there  is  a  possibility 
of  getting  ic  too  strong.  So  the  test  should  be  judged  on  the  basis  of 
the  coals  used  and  the  furnaces  using  them.  How  was  the  coke  sample 
used  for  the  test  taken?  Through  what  mesh  was  the  30-lb.  sample 
screened? 

Owen  R.  Rice. — The  coke  sample  is  always  taken  from  the  car.  A 
bucket  about  1  ft.  deep  and  1  ft.  in  diameter  is  clamped  on  the  rail 
below  the  hopper;  then  when  the  car  is  opened,  a  lid  on  the  bucket  is 
slowly  drawn  open  with  a  rope.  The  operator  stands  some  distance 
away.  He  tries  to  get  a  representative  sample  through  the  depth  of 
the  car. 

The  30-lb.  sample  was  made  up  of  material  that  passed  through  a 
2-in.  mesh  and  remained  on  1-in.  mesh. 

J.  W.  Richards,*  South  Bethlehem,  Pa. — Blast-furnace  managers 
speak  in  general  of  the  combustibility  of  the  fuel  as  merely  a  qualitative 
term;  we  need  quantitative  data  by  which  we  can  say  that  coke  made  at  a 
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certain  temperature  has  a  certain  soIubOity  in  carbonic  acid,  so  that  we 
know  exactly  how  quickly  it  acts  upon  the  carbonic  acid  to  reduce  it  in 
the  furnace.  The  term  "solubility  of  coke  in  the  upper  part  of  the 
furnace"  has  always  struck  me  as  being  exceedingly  indefinite  and  un- 
satisfactory and  should  be  made  precise. 

Richard  Moldenke,  Watchung,  N.  J. — The  testing  of  coke  for  its 
ability  to  carry  a  burden  can  be  somewhat  simpler  for  foundry  purposes 
than  in  the  case  of  the  blast  furnace,  as  the  column  to  be  supported  is 
seldom  over  25  ft.  high.  The  reason  for  such  a  short  height,  as  compared 
with  the  great  heights  in  a  blast  furnace,  is  that  within  the  15  to  25  ft. 
charged  in  a  cupola  there  is  enough  metal  to  absorb  sufficient  heat  from 
the  waste  gases  to  allow  the  escape  of  only  sufficient  heat  up  the  stack 
to  give  the  proper  draft.  The  test  described  for  coke  is  a  very  good 
one  not  only  for  blast-furnace  purposes  but  also  for  foundry  coke.  I 
would  recommend,  however,  that  the  quantities  used  be  larger,  necessi- 
tating a  tumbling  barrel  of  larger  capacity. 

« 

R.  S.  Reed,  Ashland,  Ky. — ^Is  a  30-lb.  sample  adequate  for  all  classes  of 
work?    Some  put  the  standard  as  high  as  1500  pounds. 

Owen  R.  Rice. — The  larger  the  sample  is  the  better;  we  use  a  50-lb. 
sample  for  the  shatter  test  and  about  250  lb.  for  the  screen  test.  We 
take  a  bucket  full  from  each  car  and  the  moisture  sample  is  run  on  a 
higher  amount.  The  coke  is  placed  in  pans  about  2  ft.  long  and  8  in. 
wide.    Then  one  pan  out  of  every  three  is  selected  for  the  screen  test. 

•  Professor  of  Metallurgy,  Lehigh  University. 
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Blast-furnace  Flue  Dust 

By  R.  W.  H.  Atchbrson,*  Indiana  Harbor,  Ind. 

(New  York  Meeting  February,  1920) 

Blast-furnace  flue  dust  is  one  of  the  most  troublesome  operating 
factors  in  the  iron  and  steel  industry.  It  is  usually  involved  in  all  the 
unpleasant  phases  of  blast-furnace  operations.  It  adds  to  our  aggra- 
vations until  we  are  willing  to  spend  large  sums  of  money  to  keep  it  out  of 
our  stoves  and  boilers  and  more  money  to  handle  it  again  and  again 
on  one  scheme  or  another  to  induce  the  furnaces  to  retain  it  without  bad 
after  effects. 

Several  successful  operators  claim  that  it  is  useless  to  recharge  raw 
flue  dust  because  the  furnace  would  never  have  blown  it  out  if  it  had  been 
suitable  material  for  blast-furnace  consumption.  Most  of  us  who  have 
made  persistent  efforts  to  return  raw  flue  dust  to  the  furnaces  have  de- 
cided that  it  is  very  often  false  economy  to  do  so.  Yet  some  remarkable 
results  have  been  attained  at  the  Ohio  Works  of  the  Carnegie  Steel  Co. 
through  recharging  raw  dust.  The  plant  comprises  six  modem  blast 
furnaces.  Up  to  1909,  about  300,000  tons  of  flue  dust  had  accumulated 
in  stock  piles.  During  the  last  10  years,  there  have  been  recharged  into 
these  furnaces  all  of  the  flue  dust  recovered  from  the  furnace  operations, 
the  entire  stock  pile  of  flue  dust,  and  nearly  80,000  tons  of  dust  shipped 
from  other  furnaces  of  the  Carnegie  Steel  Co.  The  results  obtained  are 
shown  in  Table  1. 

Table  1. — Blasirfumace  Practice,  Years  1909  to  1919 


Year 


Total  Per 

PJ;  Cent, 

'toS?*    .    Ore 


Tons 
Flue 
Duat 
Pro- 
duced 


Pounds  '  Iron 
Coke  Pro- 
per   Ton'  duced. 
Iron  Tons 


Theo- 
retical 
Yield, 
Per 
Cent. 


Per  Cent. 
Furnace 
Loas  or 
Gain 


I 


1900 
1910 
1911 
1912 
1913 
1914 
1915 
1916 
1917 
1918 


4,157,485 

1,790.822 

1.60d,026| 

1.149,869 

1.955,195 

2.027,792 

1,769.028 

1.720,585 


83.61 

457,103 

198.544 

2,101 

2.420,815 

57.23 

64.99 

84.94 

111.184 

88,466 

2.206 

978,604 

53.78 

54.33 

82.80 

90.370 

100.371 

2,340 

862.962 

52.88 

54.54 

82.87 

111.691 

60,959 

2,091 

655,596 

65.60 

65.21 

80.29 

111.322 

81,079 

2.085 

1.090,579 

54.39 

54.54 

85.65 

118.980 

96,630 

2.075    j 

1,134.429 

54.72 

54.78 

86.22 

112.985 

102,791 

2.143     , 

994.822 

54.65 

55.53 

92.36 

94.852 

102,335 

2,210 

950.076 

54.43 

55.10 

Gain  2.24 


0.&5 
Lose  1.66 
Gain  0.39 
Loss  0.15 
LoBs  0.06 
Lots  0.88 

0.67 


*  Blast-furnace  Superintendent,  Inland  Steel  Go. 
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In  common  with  a  great  many  blast-furnace  men,  we  have  tried  many 
schemes  for  reducing  the  amount  of  dust  carried  out  by  the  gas  and  numer- 
ous ways  of  recharging  it,  in  both  the  raw  and  the  sintered  state.  We 
have  operated  on  inconsiderable  percentages  of  Mesabi  ore  and  again 
have  used  nothing  but  Mesabi  for  years  at  a  time.  Yet  we  are  still 
making  a  great  deal  of  flue  dust,  probably  not  any  more  than  the  average 
blast  furnace  using  fine  ores,  but  the  amount  is  out  of  all  proportion  to 
any  physical  changes  in  our  ores  and  has  never  been  as  low  as  in  some 
furnaces  that  are  being  driven  at  about  the  same  rate  of  pig-iron  pro- 
duction. 

Factors  Apfecting  Flue-dust  Production 

Every  raw  material  charged  into  the  furnace  and  every  piece  of 
equipment  employed  in  its  operation  affects  the  amount  of  dust  carried 
over  by  the  gas  in  proportion  to  its  influence  on  the  smooth,  regular 
descent  of  the  charge  column  and  on  the  chemical  reactions  that  must 
take  place  in  the  blast  furnace.  When  Mesabi  ores  were  first  introduced, 
the  frequency  of  blast-furnace  slipping  and  rolling  caused  very  high 
losses  in  fiunace  yields;  but  a  gradual  development  of  furnace  lines  and 
equipment  and  a  better  understanding  of  how  furnaces  using  these  ores 
should  be  charged  and  blown,  have  greatly  reduced  flue-dust  production. 
In  1902y  the  blast  furnaces  of  the  United  States  Steel  Corpn.  used  43.8 
per  cent.  Mesabi  in  their  ore  mixtures  and  the  loss  in  fmrnace  3deld 
averaged  3.6  per  cent.  During  the  last  10  years,  over  80  per  cent. 
Mesabi  has  been  used  each  year  yet  the  average  loss  for  that  period  has 
been  a  full  per  cent.  less.  In  comparing  individual  furnaces  in  the  same 
group  or  comparing  fiunace  groups,  however,  it  cannot  be  said  that 
any  true  relationship  exists  between  the  furnaces  using  60  per  cent. 
Mesabi  and  those  using  100  per  cent.,  when  considering  the  flue  dust 
produced  or  the  loss  in  furnace  yields. 

The  physical  nature  of  the  ores  is  the  primary  basis  of  all  ferrous  losses 
in  furnace  gas  but  it  is  rather  difficult  to  compare  the  aptitudes  of  various 
ores  to  produce  flue  dust  except  by  actual  furnace  demonstration.  Sieve 
tests  furnish  a  simple  means  for  rough  comparisons  but  do  not  distinguish 
granular,  flocculent,  or  aqueous  conditions.  The  effect  of  heat  absorption 
on  an  ore,  when  driving  off  the  chemically  combined  water,  is  far  differ- 
ent from  that  when  simply  drying  up  or  driving  off  the  absorbed  water. 
The  latter  is  quiescent,  whereas  the  former  may  be  said  to  be  eruptive  or 
analogous  to  a  multitude  of  infinitesimal  explosions,  which  fairly  blow 
the  ore  to  pieces.  Ores  that  rank  well  on  sieve  tests  may  dust  badly 
on  account  of  their  combined  water.  These  actions  may  be  better  ap- 
preciated by  considering  the  enormous  volume  of  gas  produced  by  the 
furnace  and  the  quantities  of  ores  reduced  during  a  relatively  short 
period  of  time.  Only  the  filtering  action  of  superimposed  ore  charges 
prevent  far  greater  losses. 
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The  importance  of  properly  grading  and  thoroughly  mixing  each 
grade  of  ore  is  readily  appreciated  when  we  consider  how  absolutely 
essential  it  is  to  keep  the  physical  and  chemical  balance  of  the  slag  at 
all  times  as  nearly  constant  as  possible.  Occasionally  we  are  obliged 
to  use  raw  materials  without  the  guidance  of  an  accurate  chemical 
analysis  or  without  previous  knowledge  of  the  ph3rsical  structure  or 
characteristics.  The  results  on  the  product  and  the  practice  of  the  blast 
furnace  are  invariably  detrimental.  It  usually  takes  several  days  of 
experimenting  of  an  empirical  nature  to  bring  the  furnace  back  to  normal 
action,  which  is  only  attained  by  correcting  the  slag  balance.  The  causes 
and  effects  of  disturbing  this  balance  with  the  attendant  increase  in  flue- 
dust  production  are  too  well  known  for  detailed  discussion. 

I  believe  that  much  of  the  opposition  to  the  use  of  fine  ores  in  blast 
furnaces  is  superficial  and  prejudicial.  Burdens  composed  entirely  of 
fine  ores  are  being  very  successfully  handled  by  furnaces  built  on  lines  as 
developed  today.  High  flue-dust  production,  where  prevalent  with  high 
percentages  of  fine  ores  in  the  burden,  is  frequently  due  to  an  improper 
mixing  or  sizing  of  the  ore.  Where  no  thorough  effort  is  made  to  count- 
eract the  natural  segregation  of  lumps  and  fines  at  each  rehandling  from 
the  mines  to  the  furnace,  there  are  bound  to  exist  in  the  blast  furnaces 
strata  of  ore  of  a  finer  consistency  than  contiguous  layers.  The  obvious 
requirement  of  these  finer  and  denser  layers  is  an  augmented  gas  pres- 
sure, sufficient  to  force  through  the  denser  layer.  This  action  is  rather 
more  violent  than  would  be  the  normal  flow  of  gas  and  is  attended  by  a 
greater  disturbance  of  the  stock,  resulting  in  a  larger  production  of  dust 
than  would  follow  the  passage  of  the  gas  through  the  more  open  layers 
of  ore.  As  a  means  of  limiting  the  segregation  of  the  fines  into  layers  in 
the  furnace,  the  method  of  charging  is  of  incalculable  value  as  a  correc- 
tive feature  but  is  not  sufficiently  thorough  to  counteract  indifferent 
handling  at  the  mines  and  docks.  The  intimate  mixture  of  each  ore 
into  a  uniform  material  physically  also  brings  about  a  much  desired 
chemical  equality. 

We  acknowledge  the  existence,  from  a  practical  operating  standpoint, 
of  an  irreducible  minimum  of  flue-dust  production  for  each  grade  of 
raw  material  with  a  given  rate  of  furnace  travel  but,  especially  in  the 
case  of  granular  flue  dust,  we  believe  that  much  of  the  material  now  car- 
ried over  by  the  gas  might  be  retained  by  a  furnace  with  ample  gas  areas 
in  the  furnace  top  and  downcomers,  as  shown  in  Figs.  1  and  2. 

From  any  view  point,  coke  is  the  very  life  blood  on  which  the  whole 
smelting  process  depends.  The  physical  structure  of  the  coke  has  a 
very  much  greater  influence  on  every  phase  of  blast-furnace  practice 
than  has  the  structure  of  any  of  the  other  materials.  As  indicating  the 
effect  of  soft  coke  on  flue-dust  production,  the  following  comparative 
statement  is  given,  covering  two  operating  periods  on  the  same  furnace 
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under  apparently  identical  conditions  aside  from  the  coking  time  on  the 
byproduct  ovens.  While  using  the  soft  coke,  so  much  of  it  was  dissolved 
in  the  furnace  stack  that  it  was  found  advisable  to  decrease  the  volume 
and  increase  the  temperature  of  the  blast  and  to  charge  additional  coke 
while  it  was  also  necessary  to  use  several  times  the  normal  number  of 
scouring  charges  of  bessemer  slag  to  keep  the  furnace  working  smoothly. 

Table  2. — Influence  of  Coke  Hardness  on  Flue-dust  Production 

Physical  quality  of  coke Soft  and  Appreciably 

open  stronger 

Average  coking  time 18  hr.  51  min.    20  hr.  59  min. 

Pounds  flue  dust  produced  per  ton  pig  iron 301 . 9  152.5 

Average  daily  tonnage  of  pig  iron  produced 537. 6  532. 5 

Pounds  material  consumed  per  ton  pig  iron  produced : 

Coke 2,052.0  2,039.0 

Ore,  scale,  and  sinter 4,585.0  4,533.0 

Bessemer  slag 113.0  39.0 

Limestone 1,037.0  1,018.0 

Cubic  feet  of  air  blown,  at  60**  F.,  per  minute 43,949. 0  44,214. 0 

Cubic  feet  of  air  blown,  at  60^  F. ,  per  pound  of  coke . .  57 . 0  58 . 2 

Blast  temperature,  degrees  F. 1,245.0  1,120.0 

Blast  pressure,  pounds  per  square  inch 18. 5  18.8 

Gas  temperature,  degrees  F. 309.0  335.0 

Qas  pressure,  inches  of  water 30. 6  34.0 

Average  composition  of  pig  iron: 

Silicon,  per  cent 0. 98  0.83 

Sulfur,  per  cent 0.032  0.031 

Phosphorus,  per  cent 0.206  0. 179 

Manganese,  per  cent 2.09  2.32 

Production  over  1.25  per  cent.,  silicon 0.00  0.00 

Production  over  0.05  per  cent.,  sulfur 0.00  0.00 

Composition  of  slag : 

Silica,  per  cent 33.43  33.50 

Alumina,  per  cent 15. 47  16. 11 

Sulfur,  per  cent 1.06  1.02 

The  results  shown  for  both  periods  are  considerably  below  the  average 
work  of  the  blast  furnace  under  consideration.  About  a  month  after  the 
close  of  the  second  period,  the  coke  was  stiU  further  improved  by  a  change 
in  the  coal  mixture  and  the  furnace  also  gained  the  advantage  of  a  some- 
what higher  grade  ore  mixture.  It  is  worth  noting  the  improved  results 
shown  in  the  following  statement,  except  the  rate  of  flue-dust  production 
which  increased  as  the  furnace  traveled  faster  in  spite  of  the  furnace 
working  very  smoothly.  Not  a  pound  of  scrap  of  any  description  was 
consumed  by  the  furnace  during  any  of  these  three  periods.  In  any 
consideration  of  this  nature,  it  is  highly  important  to  exclude  from  com- 
parison with  normal  blast-furnace  practice  the  performance  of  those 
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furnaces  that  combine  the  smelting  of  iron  ore  and  the  cupola  function  of 
melting  scrap. 

Pounds  flue  dust  produced  per  ton  pig  iron 196. 9 

Average  daily  tonnage  of  pig  iron  produced 601 . 9 

Pounds  material  consumed  per  ton  pig  iron  produced: 

Coke. , 1,876.0 

Ore,  scale,  and  sinter 4,291 . 0 

Bessemer  slag 21.0 

Limestone 819.0 

Cubic  feet  of  air  blown  per  minute  at  60""  F. 45,208.0 

Cubic  feet  of  air  blown  per  pound  of  coke  at  60°  F. 56 . 5 

Blast  temperature,  degrees  F. 1,186.0 

Blast  pressure,  pounds  per  square  inch 19. 7 

Gas  temperature,  d^rees  F 301 . 0 

Gas  pressure,  inches  of  water 32. 7 

Average  composition  of  pig  iron: 

Silicon,  per  cent 1 .  05 

Sulfur,  per  cent 0.032 

Phosphorus,  per  cent 0. 145 

Manganese,  per  cent 1 .  64 

Production  over  1.25  per  cent,  silicon 7. 10 

Production  over  0.05  per  cent,  sulfur none 

Composition  of  dag : 

Silica,  per  cent 32. 10 

Alumina,  per  cent 18. 75 

Sulfur,  per  cent 1 .  18 

Variable  limestone  causes  irregular  operations  on  a  few  furnaces  but 
90  much  high-grade  fluxing  stone  is  available  at  a  moderate  price  that 
this  trouble  is  usually  rectified. 

The  question  of  the  most  suitable  lines  for  our  present  blast-furnace 
practice  has  been  discussed  so  often  that  I  will  simply  give  the  general 
dimensions  and  results  obtained  on  two  fiumaces  built  on  about  what  is 
now  generally  conceded  to  be  acceptable  lines.  The  only  contrast  in 
operating  results  is  in  the  remarkably  small  amount  of  flue  dust  produced 
by  the  Mark  Mfg.  Co.  fmrnace.  The  superintendent,  Arthur  Baer, 
gives  nearly  all  the  credit  to  the  uniform  volume  of  air  supplied  by  a 
turbo-blower.  The  reciprocating  engines,  for  the  Inland  Steel  Co.  furnace 
shown,  usually  nm  about  1 16  r.p.m.  The  pulsations  of  the  engine  strokes 
can  be  entirely  neglected  after  the  long  tortuous  course  of  the  blast  through 
the  long  cold  blast  mains,  large  hot  blast  stoves,  hot  blast  main  and  bustle 
pipe.  Most  blast-furnace  men  agree  with  Mr.  Baer  that  his  turbo- 
blower gives  some  advantage  in  compensating  for  atmospheric  changes 
but  the  dominant  effectives  in  his  low  dust  production  are  raw  materials, 
furnace  lines,  and  operating  methods.  This  contention  is  strengthened 
by  the  fact  that  numerous  other  turbo-blown  furnaces  show  considerably 
higher  losses. 
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Table  3. — Comparative  Blastrfumace  Practice 

Period  Ending  Apr.  1,  1919 


Mark  Mfg.  Co. 

No.  1. 

3  Montlu 


Inland  Steel  Co 
No.  3. 
12  Months 


Total  pic  iron  produoed,  tons 

Averace  daily  production  of  pig  iron,  tona 

Average  daily  production  of  pig  iron  per  100  cu.  ft. 

oMential  fumaee  volume 

Pounds  coke  consumed  per  ton  iron  produced 

Pounds  stone  consumed  per  ton  iron  produced 

Pounds  bessemer  slag  consumed  per  ton  iron  produced . . 

Pounds  ore  oonsumed  per  ton  iron  produoed 

Pounds  scale  oonsumed  per  ton  iron  produced 

Pounds  scrap  oonsumed  per  ton  iron  produced 

Pounds  scrap  produced  per  ton  iron 

Pounds  flue  dust  produoed  per  ton  iron 

Pounds  sintered  dust  consumed  per  ton  iron 

Average  cubic  feet  air  blown  per  minute  at  60°  F 

Average  cubic  feet  air  blown  per  pound  coke  at  60°  F. . . 
Air  blown  per  minute  adjusted  to  56  cu.  ft .  per  lb.  coke. 

Average  blast  temperature,  degrees  F 

Average  blast  pressure,  pounds  per  square  inch 

Number  of  tuyeres  actually  blown  through 

Sixe  of  tuyeres  actually  blown  through 

Average  gas  temperature,  degrees  F 

Average  gas  pressure  In  inches  of  water 

Average  per  cent,  of  water  added  to  ore  charged 

Average  composition  of  iron  produced: 

Silicon,  per  cent. 

Sulfur,  x>er  cent 

Phosphorus,  per  cent 

Manganese,  per  cent 

Average  composition  of  slag  produoed: 

Silica,  per  cent 

Alumina,  per  cent 

CaO,  per  cent 

MgO,  per  cent 

Sulfur,  per  cent 

FeO,  per  cent. 

MnO,  per  cent 

Per  cent,  of  pig  iron  over  0.060  per  cent,  sulfur 

Per  cent,  of  |^  iron  over  1.25  per  cent.  sHioon 

Per  cent,  iron  between  0.75  and  1.25  silicon  and  not  over 

0.04  sulfur 

Method  of  charging?. 


Dump  large  bell. 


Dump  large  bell. 


Essential  working  volume: 

Height  from  tuyeres  to  6  ft.  below  bell 

Height  from  tuyeres  to  top  bosh  plates 

Height  from  top  bosh  plates  to  stack  batter. 

Height  of  stack  batter 

Height  from  stack  batter  to  6  ft.  below  bell. . 

Diameter  nose  to  nose  of  tuyere  coolers 

Diameter  nose  to  nose  of  top  bosh  plates. . . . 
Diameter  of  lining  at  bottom  of  stack  batter. 
Diameter  of  Uning  at  top  of  stack  batter. . . . 

Diameter  of  lining  6  ft.  below  closed  bell 

Volume  calculated  from  above  dimensions. . . 


52,101 
578.9 

2.59 

1,976 

901 

85 

4,823 

95 

42 

41 

78 

*        none 

40.688 

49.9 

45.660 

954 

16.4 

9 

5  in.  and  6  in.  X  12  in. 

334 

42 

none 

1.04 
0.03 
0.19 
1.09 

34.55 

!  14.75 

46.16 

1.98 

1.54 

0.46 

0.91 

2.34 
12.39 

Not  recorded 

fCoke 9,200 

i  Ore 22,500 

[  Stone 4,500 


71  ft.  2  in. 
13  ft.  4  in. 

5  ft.  9  in. 
44  ft.  0  in. 

8  ft.  1  in. 
18  ft.  6  in. 
23  ft.  3  in. 
22  ft.  6  in. 
17  ft.  0  in. 
17  ft.  0  in. 
22371 


205.358 
569.6 

2.86 

1,926 

918- 

22 

4,656 

125 

8 

134 

290 

72 

44.190 

56.0 

44,190 

1,002. 

19.7 

12 

5H  in.  X  12  in. 

297 

35 

0.9 

1.04 
0.036 
0.297 
2.03 

33.23 

15.92 

44.80 

1.95 

1.42 

0.71 

1.97 

Not  reoorded 

Not  reoorded 

73.39 

Ore 14,000 

Coke 8,700 

{Stone 5,000 
Ore 14,000 
Coke 7,400 

69  ft.  0  in. 
12  ft.  8  In. 

9  ft.  6  la. 
88  ft.  7  In. 

8  ft  4  in. 
17  ft.  8  in. 
21  ft  9  in. 
21  ft  4  in. 
16  ft  6  in. 
16  ft  6  in. 
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Tablb  3. — Comparative  Blast-furnace  Practice.     {Continued.) 

Period  Ending  Apr.  1,  1919 


Mark  Mfg.  Co. 

No.  1, 

3  Month! 


Inland  Steel  Co. 

No.  8. 

12  Months 


Bosh  angle  tuyere  coolers  to  top  bosh  plates 

Bosh  angje  of  brickwork 

Stack  batter  in  inches  per  foot 

Angle  of  large  beU 

Diameter  of  large  bell 

Travel  of  large  beU 

Stock  line  protection  plates  below  bell 

Stock  level  below  closed  beU 

Stoek  level  below  bottom  of  gas  off-takes 

Stock  level  to  stack  batter 

Closed  bell  to  downcomer  openings  in  uptake 

Total  area  of  gas  off-takes  in  square  feet 

Total  area  of  downcomers  in  square  feet 

Total  area  of  downcomer  openings  to  dust  catcher,  in 

square  feet 

Total  area  of  dust  catchers  in  square  feet 

Total  area  of  gas  main  exits  from  dust  catchers  in  square 

feet 

Brassert  washer 

Brassert  dryer 

Area  of  stove  gas  main  in  square  feet 

Area  of  boUer  gas  main  in  square  feet 

Area  of  by-pass  to  stoves  on  No.  1  and  No.  2  furnaces. . 

Number  of  casts  per  24  hr 

Time  lost  per  24  hr.  stopping  iron  hole 


79*64' 

79«56' 

79*  66' 

80*  43' 

0.75 

0.76 

60** 

60» 

13  ft.  0  in. 

12  ft.  6  in. 

2  ft.  0  in. 

2  ft.  2  in. 

12  ft.  6  in. 

9  ft  4  in.- 

4  ft.  0  in. 

3  ft.  4  in. 

4  ft.  8  in. 

2  ft.  6  in. 

10  ft.  0  in. 

lift.  0  in. 

24  ft.  0  in. 

24  ft.  0  in. 

38.6 

88.6 

39.2 

36.4 

39.2 

30.7 

264.5 

462.4 

28.8 

28.3 

15  ft.  X  64  ft.  3H  in. 

16  ft.  X  64  ft.  3H  in 

12  ft.  X  16  ft. 

12  ft.  X  24  ft.  6H  in 

12.7 

28.3 

38.6 

bUnked 

9.6 

6 

6 

25  mia. 

11  min. 

•  stock  line  protection  platee  will  be  extended  to  12  ft.  below  bell. 

The  important  consideration  is  not  the  type  of  blower  but  rather  the 
variation  in  air  deliyery  from  one  minute  to  another  that  causes  irregu- 
lar movement  of  the  stock,  with  consequent  high  flue-dust  production. 
This  variation  of  reciprocating  engines  is  especially  jioticeable  at  some  of 
the  plants  where  the  blast-furnace  and  rolling-mill  steam  lines  are  con- 
nected. The  steam  pressure  will  vary  25  or  30  lb  within  a  few  minutes 
and  no  governor  on  reciprocating  engines  will  govern  within  two  to  three 
revolutions  of  a  given  point  under  varying  steam  pressure.  We  will 
grant  that  it  is  difficult  to  build  a  governor  to  answer  the  requirements  of 
blowing  engines  but,  at  the  same  time,  there  has  been  absolutely  no 
improvement  in  this  line  for  the  past  20  years.  The  governing  of  tur- 
bines has  been  highly  developed  to  keep  step  with  the  exact  requirements 
of  electrical  generation  development.  It  was  a  simple  step  to  adapt 
this  governor  to  a  turbo-blower  and  that,  with  atmospheric  regulation, 
has  given  a  very  valuable  blast-furnace  air  compressor.  We  are  unable 
to  compare  the  ores  used  at  these  two  plants,  either  by  analyses  or  sieve 
tests,  but  it  is  interesting  to  note  that  no  water  is  ever  added  to  any  of  the 
materials  charged  into  the  Mark  furnace  and  none  of  the  flue  dust  is 
recharged. 
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Next  in  importance,  after  considering  the  raw  materials  and  fm^ace 
equipment,  would  naturally  be  the  velocity  of  the  gas  as  it  leaves  the 
furnace;  but  this  question  has  become  rather  involved  because  so  few 
operators  attempt  to  determine  the  velocity  of  gas  in  the  downcomers  and 
simply  judge  the  dust-carrying  capacity  of  the  gas  by  the  volume  of  air 
blown,  the  blast  pressure,  or  the  gas  pressure  at  the  furnace  top.  The 
causes  and  effects  of  high  blast  and  gas  pressures  are  very  often  miscon- 
strued.   A  most  recent  blast-furnace  treatise  now  widely  circulated  states : 

''  It  is  very  evident  that  to  secure  free  and  regular  settling  of  the  charge, 
one  of  the  prime  conditions  is  to  have  the  blast  pressure  low  in  relation  to 
the  weight  of  the  charge  column — ^high  blast  pressure  is  an  unmitigated 
evil  and  in  general  the  lower  the  pressure  with  which  a  furnace  will  work, 
the  more  satisfactory  its  work  will  be.'' 

I  would  take  exception  to  that  statement  unless  qualified  by  designat- 
ing the  conditions  to  which  the  high  pressure  is  due.  Large  blast  furnaces 
have  been  operated  on  very  low  blast  pressures,  where  the  advantages 
of  carrjring  the  slag  decidedly  acid  were  permitted  to  outweigh  all 
other  considerations.  On  the  other  hand,  exceptionally  good  blast- 
furnace performance  is  being  made  on  20  lb.  blast  pressure  where  4  or 
5  lb.  of  that  pressure  are  due  to  back  pressure  from  gas  washers  and  gas 
mains  and  to  a  fairly  viscous  slag  and  not  due  to  scaffolding  of  the  furnace 
or  improper  penetration. 

The  effect  of  the  density  of  the  gas  on  ore  reduction  in  a  blast  furnace 
holds  a  large  interest.  The  best  operating  results  have  been  attained  on 
furnaces  with  high  gas  pressures  but  there  is  a  question  whether  the  in- 
tensity of  the  gases  is  the  direct  cause  of  the  difference  noted  in  furnace 
performance  or  whether  the  increased  back  pressure  of  .perhaps  1  lb.  per 
sq.  in.  above  normal  sufficiently  increases  the  blast  pressure  to  materially 
accelerate  combustion  of  the  coke.  In  this  connection,  it  must  be  borne 
in  mind  that  the  capacity  of  gas  for  carrying  flue  dust  varies  as  the  square 
of  its  velocity  so  that  a  nominal  reduction  in  the  volume  of  blast  blown 
into  a  furnace  should,  and  usually  does,  cause  a  decidedly  decreased  flue- 
dust  production ;  that  top  pressures  normally  are  a  function  of  the  volume 
and  density  of  the  gas  leaving  the  furnace,  the  frictional  resistance  of  the 
downcomers  and  gas  mains  and  the  area  of  the  gas-burner  openings; 
that  the  advantages  gained  by  increasing  the  furnace  area  above  the  point 
where  the  charges  of  raw  material  strike  the  furnace  wall,  thereby  de- 
creasing the  velocity  of  the  gas  and  permitting  the  location  of  gas  off- 
takes well  above  the  stock  level,  must  be  recognized. 

Suggested  Downcomer  Arrangement 

Having  in  mind  the  foregoing  conclusions,  we  have  designed  an 
unusual  arrangement  of  downcomers  for  reducing  the  exit-velocity 
of  the  gas  leaving  the  furnace,  for  equalizing  the  flow  of  gas  over  the  entire 
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furnace  area,  and  for  controlling  the  gas  pressure  inside  the  furnace.  The 
system  is  designed  so  that  the  gas  will  travel  practically  the  same  dis- 
tance  from  each  furnace  opening  to  the  dust  catcher  and  the  swirUng 
effect  inside  the  dust  catcher  is  on  a  balance  as  well. 

The  writer  feels  that  there  is  no  justification  for  the  high  gas  risers 
on  modem  furnaces  and  suggests  a  trial  of  the  construction  show  in  Fig.  2. 
Under  this  plan,  it  is  proposed  to  control  the  gas  pressure  with  a  throttUi^ 
valve  on  the  gas  outlet  from  the  last  unit  of  whatever  gas-cleaning  system 
is  used.  At  first  the  regulating  valves  were  placed  as  close  to  the  mouth 
of  the  downcomers  as  practicable  aod  the  off-takes  were  carefully  pro- 
portioned BO  that  heavy  material  would  be  deflected  against  the  concave 
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surface  of  the  throttling  valves  and  absolutely  stopped,  causing  at  least 
some  of  it  to  fall  back  into  the  furnace,  even  against  the  flow  of  the  gas, 
see  Fig.  3.  However,  objections  to  that  location  developed.  It  is 
primarily  desired  to  promote  the  intensity  of  the  gas  without  increasing 
its  velocity  until  after  it  has  deposited  its  dust  in  the  primary  dust 
catcher  and  gas  washers.  Also,  it  is  the  intention  to  have  these  valves 
Bet  for  the  pressure  it  is  desired  to  maintain  in  the  furnace  and  yet 
have  them  afford  relief  from  the  rush  of  gas  following  furnace  slips  or 
rolls.  Throttling  valves  in  the  gas  off-takea  might  work  so  slowly  as 
to  endanger  the  furnace  top  whereas  a  valve  remote  from  the  furnace 
would  utilise  the  receiver  effect  of  downcomers,  dust  catcher,  and  gas 
washers,  thereby  dissipating  the  force  of  violent  slips. 
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Utilization  of  Flue  Dust 

Volumes  have  been  written  describing  the  various  methods  of  remov- 
ing flue  dust  from  furnace  gas.  The  writer  believes  steel-wool  gas 
cleaners  will  be  developed  to  practical  usefulness  but,  in  the  absence  of 
this  development,  favors  the  tower  type  of  wet  washers  such  as  the 
Zschocke,  Diehl,  or  Brassert.  It  is  true  these  washers  waste  the  sensible 
heat  of  the  gas  but  they  have  proved  to  be  wonderfully  efficient  and  reliable 
gas  cleaners.  As  a  further  development,  the  writer  believes  we  shall 
discover  a  combination  of  flotation  and  hydraulic  concentration  of  gas- 
washer  sludge  that  will  wash  the  coke  dust  out  of  the  flue  dust  and  furnish 
a  material  no  more  difficult  to  reduce  in  furnaces  than  is  the  finest  ore. 
This  may  possibly  be  accompUshed  by  some  elaboration  of  the  Dorr 
thickener.  The  dust  thus  concentrated  could  be  pressed  into  briquettes 
for  open-hearth  furnaces  or  used  to  advantage  in  the  manner  suggested 
by  Mr.  Brassert  for  utilizing  washer  sludge  by  piping  it  to  the  skip  pits 
where  a  measured  amount  is  added  to  each  skip  of  ore. 

The  loading,  transporting,  and  unloading  of  hot  flue  dust  has  caused 
so  many  serious  accidents,  is  such  an  expense,  and  makes  it  so  nearly 
impossible  to  keep  a  furnace  plant  clean  that  even  the  material  deposited 
in  primary  dust-catchers  should  be  sluiced  continuously  from  the  catcher 
direct  to  the  settling  basin,  as  shown  in  Fig.  2. 

About  12  years  ago,  at  the  Bellaire  furnaces  of  the  Carnegie  Steel  Co., 
we  converted  the  dust  catchers  into  rough  contact  washers  by  filling  the 
cone  sections  with  water  constantly  discharging  through  a  water  seal 
constructed  of  standard  pipe  fittings.  The  object  was  to  increase  the 
gas-cleaning  efficiency  of  the  dust  catchers  but,  at  the  same  time,  a  more 
desirable  method  of  handling  the  flue  dust  was  gained.  By  allowing  the 
heavier  dust  to  settle,  enough  of  the  coke  dust  was  floated  off  as  lighter 
material  to  permit  the  successful  recharging  of  all  flue  dust  recovered. 
This  condition  prevailed  even  when  the  12  ft.  and  12  ft.  6  in.  hearth  fur- 
naces were  driven  to  an  average  production  of  over  400  tons  of  iron  per 
day,  in  spite  of  increased  production  of  flue  dust  and  a  coincident  con- 
sumption to  as  high  as  400  lb.  of  flue  dust  per  ton  of  iron  produced.  It 
would  seem  that  the  plan  of  washing  out  the  coke  dust  has  generally 
prevailed  wherever  flue  dust  has  been  successfully  recharged.  Such 
an  assertion  would  also  explain  the  superiority  of  weathered  stock-pile 
dust.  J.  W.  Dougherty's  proposed  method  of  feeding  raw  dust  through 
the  furnace  shell,  by  means  of  a  worm  gear,  was  given  some  pubh'city 
a  few  years  ago,  but  it  is  so  nearly  a  mechanical  impossibility  to  intro- 
duce any  material  below  the  stock  level  of  a  furnace  and  yet  di<?tribute  it 
uniformly  over  the  full  furnace  area  that  his  suggestion  was  never  con* 
sidered  seriously. 

It  is  well  known  that  flue  dust  contains  carbon  sufficient  to  sister  it 
readily  (in  either  the  Dwight-Lloyd  or  Greenawalt  machines)  into  an 
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excellent  material  for  adding  to  the  ore  burdens.  Briquetting  by  using 
some  binding  material  or  sintering  action,  direct  roasting,  or  sintering  and 
nodulizing  in  rotary  kilns  are  all  in  practical  operation.  While  the 
product  of  these  heat-agglomerating  processes  has  a  tendency  to  make 
the  furnace  charges  more  open,  it  also  has  a  disadvantage  in  the  important 
consideration  of  fuel  economy.  These  products  invariably  are  formed  as 
silicates  of  iron  and  as  such  form  the  most  irreducible  material  that  is 
charged  into  the  blast  furnace.  In  general,  we  may  say  that  no  one 
but  the  actual  operators  can  begin  to  appreciate  the  countless  difficulties 
encountered  in  attempting  to  handle  flue  dust  efficiently  and  economically 
for  any  of  the  foregoing  processes.  In  the  first  place,  if  the  dust  is 
handled  on  a  purely  manual  basis,  the  labor  cost  becomes  prohibitive. 
Secondly,  if  elaborate  and  expensive  machinery  is  installed  to  get  away 
from  the  high  labor  cost,  the  wear  and  tear  on  the  machinery  prevents 
the  success  of  the  pl&n.  But  we  may  safely  say  that  the  cost  of  any  of 
these  processes  is  far  in  excess  of  that  for  simply  floating  off  the  coke 
dust.  The  value  of  the  hydraulic  concentration  method  depends  on  the 
writer's  hypothesis  that  the  coke  dust  is  reaUy  what  causes^our  blast- 
furnace operating  difficulties  when  raw  flue  dust  is  recharged.  There  is 
much  evidence  that  neither  the  extreme  fineness  nor  the  fact  that  it  is 
highly  magnetic  would  preclude  returning  the  concentrated  flue  dust  direct 
to  the  blast  furnaces. 

Debarring  furnaces  that  consume  more  scrap  than  they  produce,  it 
is  a  very  general  impression  that  maximum  blast-furnace  production 
can  only  be  attained  at  a  considerable  sacrifice  of  fuel  economy  and  ex- 
cessive loss  in  the  yield  of  the  ores.  The  writer  operated  two  furnaces 
that,  for  a  period  of  more  than  a  year,  consumed  (untreated)  all  the  flue 
dust  recovered  from  their  current  operations.  During  that  period,  80 
per  cent.  Mesabi  ore  was  used.  Both  the  pig-iron  production  and  the 
coke  practice  were  highly  creditable.  In  operating  other  furnace  plants, 
the  writer  has  been  unable  to  satisfactorily  utilize  the  flue  dust  except 
through  sintering.  Blast-furnace  operators  hold  such  a  diversity  of 
opinions  on  all  furnace  problems  that  it  seems  rash  to  claim  they  are  ever 
in  accord,  but  I  have  never  heard  the  claim  advanced  that  all  raw  flue 
dust  is  equally  objectionable  material.  The  writer  cannot  conceive  of 
any  reason  why  wet  flue  dust  fairly  free  from  coke  dust  should  disturb 
any  of  the  functions  of  a  blast  furnace.  He  also  believes  the  suggested 
reduction  in  velocity  and  the  pressure  control  of  the  gas  leaving  the 
furnace  would  afford  very  decided  operating  advantages. 

DISCUSSION 

C.  A.  Mbissner,  New  York,  N.  Y.  (written  discussion). — As  Mr. 
Atcherson  says,  flue  dust  is  a  very  vexing  problem.  If  not  eliminated 
from  our  gas  it  makes  dirty  stoves,  dirty  boilers,  and  inefficient  combus- 
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tioiii  with  frequent  interruptions  through  cleaning  of  stoves,  etc.  If 
eliminated,  its  handling  is  apt  to  be  a  nuisance.  If  taken  out  with  the 
wet  process  we  have  a  sludge  that,  while  it  can  be  thickened  by  settling 
or  in  Dorr  thickeners,  or  similar  apparatus,  comes  to  us  in  a  mass  with 
at  least  50  per  cent,  of  water  which  must  be  removed.  If  the  dust  is 
taken  out  dry,  and  there  are  as  yet  only  three  dry  processes  that  can  be 
considered,  hot  dry  flue  dust  is  not  always  easy  or  safe  to  handle.  The 
three  dry-cleaning  systems  that  offer  some  chance  of  success  are  the  old 
German  Halberger-Beth  bag  cleaning  system,  the  Kling-Weidlein  shaking 
mattress,  and  the  Cottrell  electric  system.  I  would  also  call  attention 
to  the  paper  by  W.  A.  Forbes  on  the  cleaning  of  blast-furnace  gas.  ^ 

In  whatever  form  we  receive  the  flue  dust  from  the  gas,  it  must  be 
cared  for  in  some  manner,  as  we  cannot  afford  to  lose  it,  nor  are  we  per- 
mitted to  let  it  pollute  our  waterways. 

The  easiest  form  for  reusing  the  flue  dust  is  to  put  it  back  as  raw  dust; 
as  Mr.  Atcherson  shows,  this  has  been  done  on  a  large  scale,  with  a  certain 
amount  of  success.  My  experience  has  been  that  blast  furnaces  using 
raw  dust  after  a  while  slow  down  their  production.  The  coke  consump- 
tion may  be  held  about  where  it  had  been  and  there  may  be  a  lessening 
of  costs,  which  is  natural  if  the  value  of  the  flue  dust  is  not  charged  a 
second  time,  except  for  handling  costs,  on  the  ground  that  it  has  already 
been  paid  for  as  ore  and  coke,  but  the  furnace  will  not,  as  a  rule,  give  the 
same  production  of  pig  iron. 

Furthermore,  the  condition  of  the  furnace  and,  especially,  the  lines  of 
the  furnace  are  very  potent  factors  in  the  ability  to  re-use  raw  dust 
without  disturbing  influences  on  the  furnace.  When  a  furnace  is  running 
well  and  freely  and  perhaps  carries  a  certain  amount  of  scrap,  two  furnaces 
in  a  plant  have  taken  more  flue  dust  than  they  made,  while  two  other 
furnaces  of  the  plant,  which  were  not  in  as  good  a  condition  of  operation 
or  Unes,  would  immediately  show  trouble  if  a  large  percentage  of  raw 
dust  was  used.  Furnaces  with  more  modern  lines — ^large  hearths,  steep 
angles,  and  low  boshes — can  carry  practically  all  the  flue  dust  made,  be- 
cause, first,  the  tendency  is  to  make  less  dust  by  more  smooth  operation 
due  to  the  better  lines  and,  second,  they  will  absorb  more  deleterious 
materials,  such  as  raw  dust,  more  freely.  There  is  one  thing  certain: 
when  a  furnace  refuses  to  operate  properly  when  all  its  dust  is  being 
returned  to  it,  serious  troable  will  occur  if  an  attempt  is  made  to  force 
this  furnace  to  take  all  its  dust. 

Mr.  Atcherson  has  gone  very  fully  into  causes  of  dust,  and  the  fact 
that  the  dust  from  Mesabi  ore  furnaces  shows  45  to  50  per  cent,  of  iron 
plainly  indicates  that  it  comes  from  the  ore  as  well  as  from  the  coke. 
Whether  the  scheme  of  using  dust  catchers  outlined  by  Mr.  Atcherson 
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will  materially  lessen  the  formation  of  the  flue  dust  is  a  matter  that  must 
be  tried  out. 

A  good  sintered  dust  is  more  satisfactory  than  raw  dust;  it  always 
seems  absurd  to  me  to  take  great  precaution  to  screen  the  dust 
out  of  the  coke  and  then  put  coke  dust  from  the  flue  dust  into  the  furnace; 
even  though  it  may  be  said  that  in  the  one  case  the  dust  from  coke  may 
be  suppUed  irregularly,  while  the  dust  from  the  flues  is  put  in  in  regular 
proportions.  Anything  in  the  shape  of  fine  coke  dust  has  a  tendency  to 
be  amalgamated,  or  partly  fused,  with  the  slag  and  makes  a  very  in- 
fusible material  of  carbon  and  slag,  not  permitting  the  air  to  obtain  access 
to  the  carbon  in  such  a  way  as  to  produce  combustion. 

H.  A.  Brassert,  Chicago,  111.  (written  discussion). — ^The  problem 
of  flue-dust  prevention  must  find  its  solution  largely  inside  of  the  furnace; 
that  is,  in  the  stock  column  rather  than  above  it.  Proper  proportioning 
between  brick  lining  and  bell  to  reduce  the  gas  velocities  through  the 
stock  as  it  falls  off  the  bell,  as  described  by  Mr.  Atcherson,  may  be 
quite  effective  in  the  case  of  furnaces  making  fairly  large  amounts  of 
flue  dust;  yet,  we  can  influence  the  flue-dust  production  but  little  by 
increasing  the  areas  above  the  stock  line  and  in  the  downcomers,  or  by 
using  higher  uptakes.  If  the  principles  involved  there  are  carried  to 
extremes,  they  will  be  very  effective  but  our  efforts  in  this  direction  will 
soon  be  halted  by  the  Umits  of  practical  furnace  design.  In  other  words, 
the  source  of  flue  dust  is  in  the  stock  column  and  its  prevention  must 
occur  there.  Constructive  features  above  the  stock  line,  generally 
speaking,  only  function  to  recover  flue  dust  already  made,  returning  it 
to  the  stock  column  where  part  of  it  is  bound  to  repeat  the  cycle. 

The  raw  materials  are  the  first  cause  of  flue  dust,  but  the  furnace  lines 
or  the  operation,  as  affected  by  the  method  of  charging,  the  heat  and 
blowing  practice,  will  cause  large  or  small  production  of  flue  dust.  If 
we  can  so  adjust  the  furnace  construction  and  operation  that  the  descend- 
ing column  will  settle  continuously  and  smoothly,  without  jerks  and  with 
the  ascending  gas  distributed  minutely  and  uniformly  through  the  stock, 
we  will  produce  the  smallest  amount  of  flue  dust.  To  explain  it  in  the 
language  of  the  practical  furnace  man,  we  must  prevent  the  furnace  from 
hanging  and  slipping  on  the  one  hand  and  from  channeling  on  the  other. 
These  two  conditions  are  not  easy  to  combat  at  once,  as  the  methods 
that  prevent  the  one  may  cause  the  other,  if  carried  too  far.  For  instance, 
by  too  much  batter  in  the  inwall  we  decrease  the  wall  resistance  but 
invite  channeling  of  the  gases  up  the  walls.  Too  acid  slags,  or  the  im- 
proper amount  of  wind  blown,  or  coke  and  stone  of  uneven  and  too  large 
size  to  match  the  fine  ores  may  reduce  the  resistance  in  the  stack,  causing 
the  charges  to  move  smoother  and  faster  but  there  will  be  greater  flue 
dust  production. 
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The  raw  materials  used  should  not  contain  or  tend  to  evolve  too  high 
a  percentage  of  fines  and  at  the  same  time  they  should  be  devoid  of  large 
pieces.  What  is  wanted  is  uniformly  small  ore,  coke,  and  stone  which, 
while  increasing  the  resistance  to  the  rising  gas  column,  will  make  a 
finer  filter  bed  than  a  burden  composed  of  coarser  raw  materials.  This 
finer  filter  bed  will  not  only  intercept  more  dust,  but  less  dust  will  be 
made  by  the  larger  number  of  small  streams  of  gas  than  the  fewer  number 
of  larger  ones. 

The  resistance  in  the  furnace  that  the  descending  column  has  to 
overcome  is  fairly  well  measured  by  the  blast  pressiure.  As  the  late 
J.  E.  Johnson,  Jr.,  pointed  out,  considerable  of  the  weight  of  the  charges 
is  carried  on  the  blast.  It  naturally  follows  that  the  charges  will  move 
more  readily  with  low  pressures  than  with  high.  The  effective  pressure 
is  the  differential  pressure  between  top  and  tuyeres.  I  agree  with  Mr. 
Atcherson  that  high  top  pressures  are  not  detrimental  to  the  working 
of  the  furnace  and  have  the  effect  of  accelerating  the  reduction  and 
combustion  process,  although  only  to  a  slight  extent,  as  at  best  such  in- 
fluence can  only  produce  a  result  directly  proportioned  to  the  absolute 
pressures.  Even  if  the  top  pressure  were  raised  to  twice  that  given  by 
Mr.  Atcherson,  or  from  35  to  70  in.  water,  it  could  not  affect  the  re- 
actions in  the  furnace  hearth  more  than  approximately  4  per  cent. 

The  blast  pressure,  while  largely  depending  on  raw  materials,  basic- 
ity of  slag,  and  other  operating  conditions,  can  be  lowered  by  changing 
the  fiunace  lines.  For  instance,  flatter  boshes  will  decrease  the  blast 
pressure  by  carrying  the  weight  of  a  larger  portion  of  the  stock  coliunn. 
But  this  is  apparent  only  as  long  as  the  furnace  is  working  normally. 
A  flat  bosh  will  eventually  build  up,  throttle  the  descending  column,  and 
cause  high  pressure,  hanging,  and  slipping.  Therefore,  flat  boshes  are 
not  to  be  reconunended  as  a  means  of  maintaining  low  blast  pressures, 
so  we  have  looked  in  another  direction  to  decrease  the  resistance  in  the 
stack  and  that  is  by  lower  gas  velocities  throughout. 

The  lower  gas  velocities  were  obtained  by  means  of  wider  stacks, 
larger  inwall  batters,  and  larger,  but  short  and  steep,  boshes.  By  lower- 
ing the  bosh  and  keeping  the  bosh  angles  steep,  we  have  minimized  the 
throttling  effect  on  the  stock  column  and  placed  it  where,  with  careful 
heat  practice,  it  can  be  kept  harmless  within  the  melting  zone.  With 
the  increased  batter  in  the  inwall,  the  friction  of  the  charges  on  the  walls 
has  been  lessened,  keeping  them  in  steady  motion  and  preventing  car- 
bon deposition,  which  is  one  of  the  most  serious  causes  of  hanging.  It 
would  seem  that  with  our  present  low  boshes  (10  ft.  above  tuyere  level 
and  a  batter  of  ^  to  1  in.  to  the  foot)  the  wall  resistance  has  been  almost 
eliminated  as  a  serious  retarding  factor. 

The  gas  velocity  in  the  stack  is  thus  lowered  by  the  increase  of  the 
average  cross  areas  of  the  stack  below  the  stock  line  and  because  of  the 


DISCUSSION  621 

opening  of  the  interstices  in  the  stock  column.  Unquestionably  the 
settling  of  the  charges  into  the  larger  and  larger  areas  of  a  stack  with  a 
big  batter  must  have  the  effect  of  loosening  up  the  column,  causing  a  total 
larger  area  of  interstices,  thereby  lowering  the  velocity  of  the  gases. 

What  is  desired,  of  course,  is  not  only  a  low  average  velocity  with  a 
given  rate  of  driving,  but  a  velocity  uniformly  low  at  every  point  in  the 
stock  column.  To  secure  this,  the  distribution  of  the  materials  must  be 
good  from  the  start;  the  big  batter  then  eUminates  interference  with  their 
settUng  evenly  on  the  way  down,  permitting  no  sticking  to  the  walls  here 
and  running  ahead  there,  and  preventing  classification  or  separation  of 
coarse  and  fines.  The  newer  method  of  mixed  charging  lends  itself 
better  to  our  purpose  than  the  older  method,  where  greater  masses  of 
ore  were  deposited  together  and  had  more  chance  to  become  packed, 
having  greater  adhesion  between  particles  than  if  they  had  been  mixed 
with  the  lumps  of  coke  and  stone. 

Since  with  our  present  bell  arrangement  we  cannot  materially  increase 
the  stock-Une  diameter  and  still  obtain  desirable  distribution,  our  largest 
furnaces  adhere  fairly  closely  to  a  17-ft.  stock  line,  which  gives  sufiiciently 
low  velocities.  A  1-in.  batter  in  the  inwall  leads  to  a  very  large  bosh  and 
to  a  correspondingly  large  hearth,  as  we  must  maintain  the  low  and 
steep  bosh.  In  this  way  the  modern  M esabi  furnace,  big  at  the  bottom 
and  in  the  bosh  and  drawn  in  to  a  comparatively  narrow  stock  line,  has 
been  developed. 

By  comparing  outputs  of  various  furnaces  with  their  cubical  capac- 
ities, and  creating  a  standard  of  performance  on  this  basis,  there  has  been 
an  incentive  to  strive  for  large  tonnages  per  hundred  cubic  feet  capac- 
ity by  building  narrow  stacks  of  comparatively  small  cubical  content. 
This  has  had  the  ten..?ncy  to  retard  the  development  of  the  best  furnace 
design  for  Mesabi  ores.  To  make  real  progress  in  the  use  of  these  fine 
ores,  we  must  so  design  the  furnaces  that  they  will  work  without  effort. 
In  other  words,  they  must  be  large  so  that  they  will  make  big  productions 
easily  with  low  gas  velocities,  low  pressures,  and  low  flue-dust  production. 

Mr.  Mathesius,  at  South  Chicago,  has  developed  this  idea  most  fully. 
Other  furnace  men  have  increased  their  boshes  to  very  large  diameters, 
but  at  the  expense  of  flattening  them  or  increasing  their  height.  As  a 
result  their  boshes  became  too  prominent  and  they  lost  the  advantage 
gained  by  the  larger  diameter  and  greater  batter  of  the  stack.  Mr.  Ma- 
thesius was  the  first  man  to  couple  the  larger  bosh  with  the  proper  size 
of  hearth.  In  the  fall  of  1917,  he  remodeled  the  No.  6  furnace  at  South 
Chicago  with  a  23  ft.  6  in.  bosh  and  a  20  ft.  9  in.  hearth,  with  a  1  in.  batter 
of  the  inwall.  This  furnace  has  had  a  remarkable  record  averaging  over 
600  tons  per  day  for  more  than  a  year  without  the  use  of  any  scrap,  and 
is  working  with  the  most  uniform  blast  pressure  I  have  seen,  and  a  lower 
pressure  than  furnaces  of  the  same  height  working  in  the  same'  group. 
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But  the  most  interesting  feature  of  the  performance  of  this  furnace  is 
that  it  has  been  burdened  right  along  with  10  per  cent.  Mesabi  ores, 
besides  using  4  to  5  per  cent,  of  raw  dust,  yet  the  flue-dust  production  has 
been  no  higher  than  in  the  other  furnaces. 

The  question  is,  how  far  can  this  development  be  carried?  Is  it 
possible  to  increase  the  batter  still  further  relying  on  the  materials  to 
settle  uniformly  toward  the  walls  and  opening  up  the  interstices  in  the 
stock  column  uniformly,  without  creating  larger  voids  that  might  induce 
channeling  of  the  gases? 

The  attempt  to  loosen  the  stock  colimm  by  excessive  batter  must 
be  approached  with  great  caution  and  then  only  in  connection  with  fine 
ores  of  characteristics  similar  to  the  Mesabi's.  Fine  ores  that  do  not 
pack,  nor  swell  through  carbon  deposition,  and  which  require  longer 
reducing  periods,  such  as  magnetic  ores,  cannot  be  successfully  handled 
in  furnaces  designed  for  fine  hematites.  In  fact,  the  best  practice  on 
eastern  magnetites  has  developed  the  opposite  tendency  in  regard  to  shape 
of  the  fiunace  stack  from  the  bosh  upwards;  small  batters  and  greater 
height  relative  to  diameter  has  proved  the  better  design  to  prevent  the 
fines  from  running  ahead  and  to  give  them  proper  time  for  reduction. 

Regardless  of  ores,  the  success  of  any  furnace  development  depends, 
as  Mr.  Atcherson  has  stated,  in  the  first  instance  on  the  quality  of  the 
coke.  Friable  cokes  that  break  into  small  pieces,  excessive  breeze,  and 
dust  will  cause  uneven  distribution  of  coarse  and  fines,  channeling  and 
packing,  and  high  pressures  and  high  velocities  in  the  channels  where  the 
gases  break  through;  in  other  words,  the  most  favorable  conditions  for 
creating  flue  dust.  Good  clean  coke  of  uniform  size  is  always  the  first 
essential  for  low  flue-dust  production. 

In  studying  the  subject  of  flue-dust  production  care  must  be  taken  not 
to  judge  a  furnace  operation  by  the  commonly  used  practice-sheet  term 
"flue  dust  produced,"  which  really  should  be  "flue  dust  recovered," 
A  furnace  having  good  flue-dust  practice  may  have  a  very  efficient 
dust-collecting  plant  and  on  that  account  will  make  a  poor  showing  on  a 
comparative  sheet  against  a  fmnace  with  no  better  practice,  but  a  very 
inefficient  dust  catcher  system.  With  the  modem  improvements  in 
wet  gas  cleaning,  with  the  new  filtration  methods,  and  particularly  with 
electrical  precipitation,  we  will  recover  a  higher  and  higher  percentage  of 
the  dust  produced  in  the  furnace.  I  would  suggest  that  the  furnace 
operation  in  reference  to  flue-dust  production  be  judged  by  the  furnace 
loss;  that  is,  the  difference  between  actual  and  theoretical  jrield,  and 
that  the  term  "flue  dust  produced"  be  changed  to  "flue  dust  recovered." 
Also  the  theoretical  yield  should  be  calculated  upon  the  metallic  con- 
tents of  all  iron-bearing  materials,  including  raw  as  well  as  the  treated 
flue  dust,  for  the  present  method  puts  the  penalty  of  higher  yield  loss 
on  the* furnace  man  who  sinters  his  flue  dust. 
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The  great  size  of  the  unit,  its  enormous  cost,  the  large  requirements  of 
raw  materials,  and  the  long  life  of  a  lining,  which  gives  the  blast-furnace 
operator  or  designer  no  chance  to  correct  his  error  for  several  years,  place 
a  responsibility  on  his  shoulders  that  is  equalled  in  no  other  industry. 
Therefore,  he  needs  all  the  encouragement  of  a  practice  and  cost  sheet 
system  which  will  reward  his  efforts  for  progress  and  ultimate  efficieocy. 
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Measurement  of  BlAst-furnace  Gas 

Bt  D.  L.  Wabd,*  Chicaqo,  III.,  and  R.  S.  Reed,!  Ashland,  Ky. 

(New  York  Meetins,  February,  1921) 

This  paper  is  the  result  of  a  study,  in  1919,  to  determine  how  much 
surplus  power  could  be  produced  through  the  proper  utilization  of  the 
entire  gas  flow  from  the  two  furnace  stacks  at  the  Federal  Furnace  Plant, 
South  Chicago,  111.  Obviously,  the  problem  was  to  measure  the  flow  of 
gas  through  the  main  beyond  the  point  where  the  amount  necessary  for 
stove  operation  was  removed.  In  all  probability,  blast-furnace  gas  is 
the  most  difficult  gas  to  measure,  because  of  the  high  moisture  and  dust 
content,  and  the  widely  fluctuating  flow  from  the  furnaces.  This  wide 
fluctuation  of  flow  forbids  the  acceptance  of  any  one  group  of  flow  read- 
ings as  indicative  of  normal  operating  conditions. 

A  study  of  the  conditions  showed  that  a  recording  device  on  gas  flow 
was  necessary.  As  the  gas  at  the  point  of  measurement  had  passed 
through  wet  washers,  and  accordingly  was  saturated  with  water  and 
contained  considerable  dust  carried  past  the  scrubbers  in  the  form  of 
sludge,  no  form  of  Pitot  tube  could  be  used,  for  this  sludge  would  quickly 
plug  the  dynamic  and  static  holes,  spoUing  the  gage  readings.  An  even 
more  serious  objection  to  the  use  of  Pitot  tubes  was  the  impossibility 
of  accurately  measuring  the  cross-sectional  area  of  the  gas  main  on  the 
plane  of  Pitot-tube  installation.  Given  an  absolutely  clean  gas  and  a 
perfectly  circular  pipe,  it  would  be  safe  to  assume,  through  measurements 
of  the  pipe  diameter,  that  the  gas  main  was  of  a  certain  cross-sectional 
area.  But  the  continual  depositing  of  sludge  and  the  fact  that  the  main 
was  fabricated  from  riveted  sheets  led  us  to  discard  the  idea  of  using 
Pitot  tubes  for  this  service. 

The  Venturi  tube  was  then  considered,  and  had  there  been  a  suffi- 
ciently long  straight  run  of  gas  main  to  accommodate  a  tube  of  the  re- 
quired size  (72  by  28  in.)  such  an  installation  would  very  likely  have  been 
made. 

A  plate  with  a  sharp-edged  orifice  was  eventually  accepted  as  it 
possesses  all  the  characteristics  of  a  Venturi  tube,  requires  less  space,  and 

*  General  Superintendent,  Federal  Furnace  Plant,  By-products  Coke  Ck)rpn. 
t  With  Semet-Solvay  Co. 
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IB  much  easier  and  cheaper  to  install.  Besides,  sludge  deposits  do  not 
tend  to  affect  the  diameter  of  a  sharp-edged  orifice  as  greatly  as  the  throat 
of  a  Venturi  tube,  and  it  is  reasonable  to  assume  that  sludge  deposits  are 
more  easily  removed.  Accordingly  a  plate  with  a  43-in.  (109  cm.)  orifice 
was  inatalled  in  the  72-iQ.  (182.9  cm.)  main  in  connection  with  an  indi- 
cating-recording-integrating  meter.  This  instrument  has  been  in  use 
over  ten  months  and  has  given  no  trouble  to  operate  or  maintain.  The 
sample  chart,  Fig.  I,  shows  that  a  sensitive  legible  record  is  obtained  from 
every  fluctuation  in  gas  flow. 


Fia.  1. — Saufle  chart 

When  originally  installed,  the  instrument  was  designed  to  operate  on 
a  maximum  diflferential  pressure  across  the  orifice  of  3  in.  (7.6  cm.)  of 
water.  At  this  differential  the  flow  rate  would  be  about  3,000,000  cu.  ft. 
(84,950  cu.ni.)  per  hr.  Later,  when  two  furnaces  were  put  in  operation, 
it  was  found  that  a  greater  amount  of  gas  would  be  produced  so  the 
float  was  arranged  to  operate  under  a  maximum  differential  of  4)^  in. 
(11.4  cm.)  of  water. 

Theoretical  Characteristics  op  Orifice 

The  flow  of  gas  through  a  properly  designed  orifice  takes  the  same 
form  as  through  a  Venturi  tube,  but,  owing  to  the  sudden  change  in  croas- 
sectional  area,  the  smallest  section  of  gas  occurs  after  having  passed 
through  the  orifice.  As-  shown  in  Fig.  2,  the  gas  flow  having  an  initial 
velocity  of  f  i  and  a  corresponding  static  pressure  of  pi  is  forced  through  an 
orifice  and  its  velocity  increased  to  »i.  This  increase  in  velocity,  which  is 
maximum  at  the  point  of  greatest  contraction  xd,  produces  a  static  pros- 
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sure  Pi  lower  than  p.  In  other  words^  a  certain  proportion  of  the  initial 
pressure  p  is  converted  into  velocity  pressure  due  to  the  constriction 
introduced  in  the  gas  main. 

The  formula  that  has  been  developed  is  as  simple  and  reliable  as  neces- 
sary for  determining  the  flow  of  gas  through  an  orifice.  It  is  as  applicable 
to  Venturi  or  Pitot  tubes  if  the  proper  value  for  c  is  substituted. 

Q  =  CAV2^ 
where  Q  =  flow  of  gas^  in  cubic  feet  per  second; 
C  =  coefficient  of  flow; 
A  =  area  of  orifice,  Venturi  throat  (or  pipe  section  if  Pitot 

tube),  in  square  feet; 

r  X^25  X  h 

^  "■         P  X  D 
where  T  =  absolute  temperature  of  gas,  in  degrees  C; 
h  =  differential  pressure,  in  inches  of  water; 
P  ^  absolute  pressure  of  gas,  in  millimeters  of  mercury; 
D  =  specific  gravity  of  gas  referred  to  air. 

For  Venturi  tubes  C,  the  most  important  and  variable  value,  has  been 
generally  accepted  as  0.95  to  0.99;  it  usually  varies  directly  as  the  ratio 
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Fia.  2. — Characteristics  of  gab  flow  through  orificb  flats  and  location 

OF  PRESSURE  CONNECTIONS  FOR  RECORDER. 

of  the  throat  diameter  to  the  upstream  pipe  diameter.  For  Pitot  tubes, 
the  value  C  varies  anywhere  from  0.5  to  unity,  due  to  the  many  different 
types  of  Pitot  tubes  used  and  their  relative  location  in  the  gas  flow. 
In  some  cases  traverses  of  the  gas  main  are  made  in  order  to  obtain  an 
average  velocity  reading;  in  others,  the  tube  is  permanently  located  in 
a  certain  position  and  the  value  of  C  adjusted  accordingly. 

For  an  orifice-plate  installation,  the  curves  developed  by  J.  M.  Spitz- 
glass  for  determining  the  value  of  C,  shown  in  Fig.  3,  were  used.  An 
inspection  of  these  curves  will  show  that  as  the  diameter  of  the  orifice 
approaches  the  diameter  of  the  pipe  in  which  it  is  installed,  the  value  of 
C  approaches  unity.    Nearly  all  authorities  agree  that  it  is  best  to  keep 
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the  ratio  of  the  orifice  to  the  pipe  diameter  below  0.66,  and  some  set  the 
limit  at  0.50. 

The  following  calculations  show  the  application  of  the  gas-flow  for- 
mula to  observed  conditions  at  the  Federal  furnaces  with  one  furnace  in 
operation : 

D,  or  the  diameter  of  the  gas  main,  is  72  in.  and  d,  or  the  diameter  of 
the  orifice,  is  43  in.,  therefore 

d«       1849 


2)«      6184 


=  0.35 


The  value  of  0.35  as  shown  on  the  curve  is  0.67,  which  is  the  value  of 
C.    A  =  10.08  sq.  ft.  and  V2g  =  8.025. 
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Fio.  3. — Curves  for  dbtbrmininq  value  of  C  for  an  orifice-plate 

INSTALLATION. 


As  observed  temperature  of  gas  is  17**  C,  absolute  temperature,  or 
r,  is  273^  +  17^  =  290°  C.      . 

h,  or  differential  pressure,  is  2  in.  water.  As  the  static  pressure  is 
30  in.  water,  or  56.1  mm.  mercury,  P,  or  the  absolute  pressure  is  757.9  + 
56.1  =  814  mm.  mercury. 

2),  or  specific  gravity  of  blast-furnace  gas,  is  practically  unity. 

Hence  Q  =  0.67  X  10.08  X  8.025\/g. 

Afl./w  -     /290.  X225.  X2.0' 
^' ^^-Y     -8147X1.0"" 

Q  =  54.17  \/l60  =  685.25  cu.  ft.  per  sec.  =  2,466,900  cu.  ft. 
per  hr  (69,854.4  cu.m.) 

In  order  to  test  the  acciu'acy  of  the  gas-meter  installation,  it  was 
decided  to  calculate  the  theoretical  yield  of  gas  from  the  furnace  and  run 
a  short  test  by  diverting  the  entire  gas  flow  through  the  boiler-house 
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gas  main.  To  do  this,  it  was  necessary  to  shut  off  the  gas  flow  to  stove 
burners  and  then  measure  the  increased  gas  flow  through  the  orifice. 
The  method  employed  for  calculating  the  gas  yield  was  that  outlined 
by  Richards.' 

Let  L  =  limestone  charged  per  day,  in  pounds; 
C  »  coke  charged  per  day,  in  pounds; 
.  F  =  flue  dust  collected  per  day,  in  pounds; 
P  =  pig  iron  produced  per  day,  in  pounds ; 
A  =  carbon,  by  analysis,  per  cent; 
B  =  COj,  by  analysis,  per  cent. 

The  percentage  of  carbon  in  the  flue  dust,  coke,  and  pig  iron  is  found 
and^the  percentage  CO2  in  limestone;  in  the  latter  case  due  account  is  made 
for  the  MgCOs  content.  The  theoretical  amount  of  carbon  converted 
into  gas  may  then  be  found  thus : 

Carbon  converted  to  gas,  lb.  =  (0.27281  LB  +  CA)  -  {FA  +PA). 

It  is  then  necessary  to  analyze  the  furnace  gas  and  calculate  the 
amount  of  carbon  in  each  cubic  foot  of  gas;  generally  this  vaJue  will 
be  between  0.012  and  0.0165  lb.  (0.0054  and  0.007  kg.)  per  cu.  ft.  If 
this  value  is  divided  into  the  figure  obtained  from  the  formula,  the 
theoretical  gas  yield  per  day  may  be  calculated.  At  the  Federal  plant 
these  analyses  and  calculations  were' used  with  the  production  figures 
over  24-hr., periods;  the  resultant  figures  were  very  consistent,  and, 
during  tests  made  with  the  orifice  meter,  checked  the  gas-flow  figures 
very  closely.  Sometimes  the  24-hr.  results  were  not  in  line  with  the 
flow-meter  figures;  at  other  times,  the  two  methods  checked  within 
several  thousand  cubic  feet  of  gas  per  24  hr.  However,  when  the  figures 
were  tabulated,  averaged,  and  compared  over  one  or  two  weeks'  period 
of  time,  the  results  were  very  satisfactory. 

This  goes  to  show  the  value  of  blast-furnace  gas  flow  tests  and  records 
covering  a  considerable  period  of  operation,  and  the  comparative  inac- 
curacy of  gas  flow  tests  of  short  duration. 

DISCUSSION 

R.  S.  Reed. — The  gas  will  carry  water  vapor  in  proportion  to  its 
temperature.  Beyond  212^,  the  amount  of  water  vapor  carried  will  be 
infinite,  so  that  when  measuring  the  hot  blast-furnace  gas,  to  reduce  that 
gas  to  a  dry  gas  basis,  the  amount  of  water  vapor  it  is  carrying  must  be 
determined.  The  best  way  of  doing  that  is  to  pass  the  gas  through  a 
sulfuric-acid  train.  But  in  the  case  mentioned  the  gas  passed  through 
washers  and  so  was  practically  a  saturated  gas  at  that  temperature 
which  was  approximately  70^,  at  which  temperature  we  tested  and  esti- 
mated that  the  gas  would  carry  1  lb.  of  water  per  1000  cu.  ft. 

^  ^"Metallurgical  Calculations/'  Part  II,  Chap.  III. 
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J.  W.  Richards,*  South  Bethlehem,  Pa. — ^But  the  pressure  of  the 
water  vapor  in  the  instrument  is  taken  into  consideration. 

R.  S.  Reed. — Yes. 

J.  W.  Richards. — It  is  only  for  reducing  to  a  dry-gas  basis  the 
volumes  given  by  the  meter,  that  allowance  is  made  for  the  moisture 
content. 

R.  S.  Reed. — Yes. 

Owen  R.  Rice,  Bethlehem,  Pa. — ^You  show  that  the  pressure  differ- 
ence is  about  2  in.  of  water.  Frequently  we  have  been  obliged  to  operate 
on  very  low  gas  pressures,  what  is  the  percentage  of  drop  under  a  pressure 
ot^OT^i  inch? 

R.  S.  Reed. — ^The  orifice  must  be  designed  to  suit  the  conditions. 
In  other  words,  if  the  total  static  pressure  is  limited  the  size  of  the 
orifice  must  be  increased  so  that  the  pressure  drop  through  there  wiU 
not  be  too  great.  In  the  case  cited,  the  pressure  drop  was  8  per  cent,  of 
the  observed  static  pressure. 

Owen  R.  Rice. — Operating  under  those  conditions,  would  not  an 
orifice  of  considerable  size  so  far  detract  from  the  accuracy  of  the  method 
that  a  Pitot  tube  would  answer  as  well  ? 

R.  S.  Reed. — We  found  that  when  the  gas  is  not  clean  the  openings  in 
the  Pitot  tube  plug  up  immediately  and  it  is  impossible  to  tell  how  these 
deposits  are  affecting  the  cross  section  of  the  opening. 

J.  W.  Richards. — I  have  not  used  the  Pitot  tube  on  blast-furnace 
gas,  but  on  other  dusty  gases  two  careful  experimenters  may  be  as  much 
as  50  per  cent,  apart  in  their  determinations.  This  difference  is  due  to 
the  clogging  of  the  tube  by  the  dust  and  also  to  the  shape  of  the  down- 
stream orifice,  which  is  supposed  to  register  the  static  pressure.  A  simple 
form  of  meter,  such  as  this,  has  been  needed  ever  since  there  has  been  a 
blast  furnace.  The  fact  that  the  ratings  check  with  the  balance  sheet 
of  the  furnace  and  the  gas  as  determined  by  analysis  is  extremely  satis- 
factory, because  it  proves  that  the  instrument  is  doing  its  work. 

R.  S.  Reed. — The  small  ordinary  Pitot  tube  is  not  difficult  to  handle, 
but  in  a  main  6  ft.  in  diameter  it  is  a  problem  to  be  sure  that  the  static- 
pressure  openings  will  give  only  the  static  pressure. 

J.  W.  Richards. — ^Have  you  considered  the  possibility  of  using  this 
meter  on  the  blast  side  of  the  blast  furnace  to  measure  the  amount  of 
air  that  the  furnace  is  receiving? 

•  Profeesor  of  Metallurgy,  Lehigh  University. 
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R.  S.  Reed. — The  company  that  built  this  meter,  I  believe,  was 
contemplating  the  installation  of  such  a  device  for  one  company  to 
measure  the  blast  of  the  blowing-engine  manifold. 

J.  W.  RiCHABDS. — Probably  the  amount  of  gas  that  the  furnace 
receives  is  of  more  importance  for  the  running  of  the  furnace  than  the 
amount  of  gas  it  produces.  We  know  that  the  blast-furnace  manager's 
statements  as  to  the  amount  of  air  which  the  furnace  is  receiving  are 
usually  accurate  only  within  from  10  to  50  per  cent. 

Recently  the  General  Electric  Co.  devised  a  blowing  engine  on  which 
is  a  regulator  and  a  measurer,  which  it  is  claimed  will  give  quite  exactly 
the  amoimt  of  air  going  through  the  furnace.  The  company  has  checked 
up  the  results  with  the  statements  of  blast-furnace  managers  as  to  the 
amount  of  air  their  furnaces  were  receiving  and  has  found  that  the 
apparatus  shows  that  the  furnaces  are  usually  receiving  from  10  to  30 
per  cent,  less  than  the  managers  supposed.  The  reason  for  this  discrep- 
ancy is  that  on  a  reciprocating  cylinder  engine,  the  piston  displacement 
is  known,  but  the  percentage  of  air  that  gets  into  the  furnace  is  usually 
unknown.  The  blast-furnace  manager  usually  says,  ''It  will  show  90 
per  cent,  efficiency  of  delivery,"  while  the  efficiency  averages  probably 
more  nearly  76  or  80  per  cent. 

The  General  Electric  Co.  has  used  this  meter  on  its  centrifugal  blower 
on  several  furnaces  and  compared  the  readings  with  the  amount  of  blast 
by  the  balance-sheet  method;  there  was  a  difference  of  about  6  per  cent. 
If  a  simple  device  like  this,  put  on  the  blast  side  of  the  blast  furnace^ 
will  give  accurately  and  continuously  the  amount  of  air  blown,  the  blast- 
furnace manager  will  find  it  at  least  of  equal  value  to  that  side  of  the 
furnace. 

W.  H.  FuLWEiLBR,*  Philadelphia,  Pa. — Did  the  high-  and  low- 
pressure  orifices  extend  completely  around  the  main  or  were  they  taken 
from  one  point?  Some  work  that  we  did  showed  that  unless  care  was 
taken  in  the  location  of  these  orifices  erratic  results  were  occasionally 
obtained. 

R.  S.  Reed. — The  upstream  and  downstream  pressure  pipes  were 
located  at  three  points  in  the  main  and  connected  with  a  pipe.  They 
were  not  put  in  the  bottom  because  of  the  dust  acciunulation,  but  on 
each  side  at  a  horizontal  plane.  They  went  into  a  large  bustle  pipe, 
and  then  led  off  from  there. 

W.  H.  FuLWEiLER. — Some  work  that  we  did  with  Venturi  tubes 
indicated  that  six  openings  gave  more  accurate  results  than  four.  The 
errors  introduced  depend  on  the  flow  of  the  gas;  that  is,  the  previous 
history  of  the  gas,  the  number  of  bends,  and  their  proximity  to  the  meter. 

*  Chemical  Engineer,  The  United  Gas  Improvement  Co. 
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By  plotting  the  errors  against  the  velocity,  we  found  that  they  were 
rather  erratic,  that  the  error  at  one  velocity  would  not  be  the  same  as  an 
error  at  another  velocity.  This  we  thought  was  caused  by  the  vibrations 
in  the  gas  stream  as  the  nodes  and  antinodes  do  not  coincide  at  different 
velocities. 

J.  W.  Richards. — The  diagram  shows  that  the  openings  are  at  right 
angles  to  the  stream  flow;  were  the  openings  as  shown  or  was  there  a 
device  inside  any  particular  opening  directing  the  flow  at  right  angles  to  or 
away  from  the  current  of  gas? 

R.  S.  Reed. — The  openings  were  all  at  right  angles  to  the  flow. 

J.  W.  Richards. — If  any  inaccuracies  were  found,  the  location  of  the 
terminals  of  those  outlets  might  be  studied  to  see  if  an  error  is  produced 
by  having  them  just  plain  openings. 

R.  S.  Reed. — They  should  be  studied  for  each  particular  case.  The 
effect  of  the  bends  in  the  pipe  must  also  be  considered. 
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The  Acid  Bessemer  Process 

Richard  S.  McCavfbrt,*  E.  M.,  Madison,  Wis. 

(Lake  Superior  Meeting,  Ausust.  1920) 

This  paper  considers  certain  aspects  of  the  acid  bessemer  process, 
particularly  in  its  relations  to  the  duplex  process — that  combination  in 
which  the  pig  iron  is  first  desiliconized  and  decarbuiized  in  aoid  bessemer 
converters  and  then  dephosphorized  in  basic  open-hearth  furnaces.  The 
acid  bessemer  process  employs  an  acid-lined  converter  and  produces  an 
acid  slag.  The  blow  is  usually  thought  to  eUminate  the  silicon  and 
manganese  as  oxides  and  then  to  burn  off  the  carbon  as  carbon  monoxide 
On  account,  however,  of  the  relatively  large  amount  of  metallic  iron  pres- 
ent in  the  converter,  compared  with  the  relatively  small  amount  of  the 
impurities  it  is  desired  to  oxidize,  the  first  reaction  in  the  convert'Cr 
probably  is  the  formation  of  iron  oxide,  which  dissolves  in  the  bath  and 
acts  as  an  oxygen  carrier  for  the  sihcon  and  carbon.  As  soon  as  iron 
oxide  is  dissolved  throughout  the  bath,  the  oxidation  of  silicon  commences; 
but  in  the  early  stages  of  the  blow  the  mass  law  would  indicate  that  iron 
oxide  must  form  first,  and  this  oxide  probably  increases  up  to  some  satura- 
tion point.  The  molten  metal  in  the  converter  from  the  early  stag^ 
of  the  blow  right  through  to  its  completion  remains  basic,  while  the  slag 
produced  is  siliceous.  This  fact  is  shown  by  the  corrosion  of  the  add 
bottom  and  the  tuyeres,  which  is  greatest  at  the  tuyere  orifice  where 
oxidation  is  most  active  and  where  there  is  the  most  iron  oxide. 

Why  does  this  acid  bottom  corrode?  Because  it  is  attacked  by  a  base. 
The  thought,  therefore,  suggests  itself,  why  not  make  the  bottoms  of  basic 
or  neutral  material?^  As  the  converter  slag  is  acid,  those  parts  of  the  con- 
verter coming  in  contact  with  the  slag  should  be  acid;  but  those  parts  of 
the  converter  that  are  in  contact  with  the  molten  metal  saturated  with 
metallic  oxides  should  be  basic  or  neutral.  Bessemer  operators  have  for 
some  time  tacitly  admitted  this  condition,  for  the  blast  pressures  have 
steadily  increased  with  the  object  of  keeping  the  metal  in  suspension,  and 
so  preventing  bottom  corrosion;  if  the  molten  metal  were  not  basic,  it 
would  not  attack  an  acid  bottom.  In  addition,  the  tuyeres  are  bunched 
together  at  the  middle  of  the  bottom  and  a  clear  space  is  left  around  the 
outside  of  the  bottom;  if  tuyeres  are  placed  too  near  the  side  walls  the 


♦  Professor  of  Metallurgy,  IlDiversity  of  Wisconsin. 

^  The  use  of  basic  and  neutral  material  for  making  the  bottoms  in  acid-prooess 
steel  converters  is  protected  by  U.  S.  Patent,  No.  1338655,  issued  Apr.  27, 1920. 
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wall  corrosion  increases.  If  the  increase  of  blast  pressure  in  bessemer 
converters  was  for  the  sole  purpose  of  hastening  the  blow  by  getting  more 
oxygen  into  the  converter  in  the  same  time,  the  number  of  tuyeres  might 
have  been  increased,  thus  increasing  the  volume  of  air  and  decreasing  the 
blast  pressure.  It  is  not  desirable  though  to  follow  this  procedure, 
because  the  additional  tuyeres  can  be  provided  only  by  placing  them  near 
the  side  walls,  which  results  in  increased  lining  costs. 

In  a  normal  blow,  the  carbon  stage  begins  after  the  oxidation  of  the 
sihcon,  the  carbon  burning  largely  to  carbon  monoxide;  it  thus  does  not 
generate  sufficient  heat  to  raise  the  temperature  of  the  bath  during  the 
latter  part  of  the  blow;  the  great  rise  in  bath  temperature  takes  place  in 
the  early  stage  when  the  silicon  is  burning.  Many  converters,  though, 
particularly  those  of  larger  capacity,  do  not  blow  a  charge  in  this  way; 
they  show  a  temperature  rise  during  the  latter  part  of  the  blow,  the  carbon 
being  burned  to  dioxide  instead  of  to  monoxide,  with  the  resulting  libera- 
tion of  97,000  calories  instead  of  29,000  calories.  As  a  matter  of  fact, 
many  blows  that  are  not  initially  of  too  high  silicon  contents  are  finished 
at  excessively  high  temperatures,  in  some  cases  running  up  to  1800^  C. 
Although  the  bad  effect  of  this  practice  is  known  and  attempts  are  made  to 
lower  the  final  temperature  by  the  addition  of  scrap  to  the  converter  or 
by  the  introduction  of  steam  in  the  air  blast,  the  best  method  of  lowering 
this  temperature,  by  burning  the  carbon  to  monoxide,  which  also  de- 
creases by  one-half  the  power  consumption  during  the  carbon  stage  of 
the  blow,  is  not  used  because  it  is  necessary  to  keep  the  faeisA  charge 
away  from  the  converter  bottom.  By  following  the  present  practice, 
the  direct  bottom  expense  may  be  reduced  seemingly  by  employing  a  high 
blast  pressure,  but  the  power  cost  is  greatly  increased  and  the  temperature 
of  the  finished  blown  metal  is  very  high;  or  if  the  finishing  temperature 
is  kept  down  to  the  proper  point,  there  is  the  extra  expense  of  scrapping 
or  of  steaming.  It  does  not  seem  right  to  charge  scrap  in  a  process 
that  has  as  one  of  its  principal  objects  the  production  of  scrap,  or  to  ex- 
pend energy  for  excess  air  in  order  to  turn  carbon  to  dioxide  when  the 
extra  amount  of  air  will  be  furnished  by  the  atmosphere  at  the  converter 
mouth.  By  this  plan  a  vicious  cycle  is  in  operation:  more  energy  is 
employed  for  blowing  in  more  air,  which  produces  more  heat,  which 
requires  more  energy,  in  the  form  of  steam,  to  lower  the  temperature. 
With  the  use  of  basic  or  neutral  bottoms,  blast  pressure  may  be  reduced 
and  the  tuyere  area  increased  because  the  basic  charge  will  not  corrode 
bottoms  of  this  character.  The  actual  blowing  time  then  can  be  materi- 
ally shortened,  no  scrapping  or  steaming  is  necessary,  and  a  colder 
blown  metal  is  produced. 

The  author  has  already  pointed  out'  the  possibilities  of  decreasing  the 

*  Iron  Age  (1919)  103,  626. 
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time  of  blow  and  decreasing  the  power  consumption  with  the  use  of  a 
greater  number  of  tuyeres  and  lower  blast  pressure;  and  Table  1  sunmiar- 
izes  the  data  obtained  in  a  test  of  a  23-tuyere  bottom  compared  with  a 
bottom  designed  by  the  writer  containing  36  tuyeres. 

Table  1. — ResuUs  Obtained  by  Increasing  Number  of  Tuyeres  and  Decreet' 

ing  Blast  Pressure 


Number  of  tuyere  blocks,  each  containing  twelve  ^-in. 

tuyeres 

Weight  mixer  metal,  pound 

Blast  pressure  at  engine,  lb.  per  sq.  in 

Total  engine  revolutions  per  blow 

Time  of  blow,  minute 

Comparison  of  time,  per  cent 

Comparison  of  power,  per  cent 


01d-ttyl6 
Bottom 

New'Atyle 
Bottom 

1 

23 

35 

47,000 

50,000 

28 

22 

589 

443 

14 

lOH 

100 

69 

100 

60 

In  the  open-hearth  stage  of  the  duplex  process,  the  temperature  of 
the  open-hearth  bath  is  an  important  factor  if  the  dephosphorizing  opera- 
tion is  to  be  successfully  carried  out,  also  the  temperature  of  the  blown 
metal  passing  from  the  converters  to  the  open  hearth  is  of  great  impor- 
tance. To  obtain  maximum  capacity  in  the  open  hearth,  just  as  soon  as 
it  is  ready  for  the  blown  metal,  the  blown  metal  from  the  converter  should 
be  ready  to  be  poured  in;  and  when  the  kicker  charge  is  introduced,  the 
bath  should  be  at  the  proper  temperature  for  the  reactions  to  take  place  in 
the  proper  order.  It  should  not  be  necessary  to  raise  or  lower  the  tem- 
perature of  the  heat  very  much.  If  the  temperature  of  the  molten  bath 
in  the  open  hearth  is  too  high,  the  carbon  is  burned  off  first  and  after 
nearly  all  of  it  has  been  eliminated  the  phosphorus  is  oxidized  and 
slagged.  If  the  bath  temperature  is  correct,  the  phosphorus  reaction 
takes  place  first  and  the  heat  is  finally  worked  down  to  the  desired 
carbon  content.  Carbon  is  much  more  active  in  taking  oxygen  out  of 
the  molten  metal  than  is  phosphorus,  with  the  result  that  when  the 
process  is  carried  out  at  the  proper  temperature  and  the  heat  is  finished 
on  carbon,  the  steel  produced  is  much  less  likely  to  contain  oxygen  than 
when  the  heat  is  finished  on  phosphorus.  The  importance  of  this  point, 
with  respect  to  the  bessemer  stage,  is  that  under  certain  conditions, 
already  pointed  out,  the  converters  may  furnish  blown  metal  at  an 
excessively  high  temperature  which  may  be  poured  into  an  open  hearth 
that,  for  various  reasons,  may  be  at  a  higher  temperature  than  normal, 
with  the  result  that  the  order  of  reactions  in  the  open  hearth  is  reversed 
and  the  open-hearth  product  may  contain  oxygen. 


i 


DISCUSSION  635 

When  running  down  at  the  end  on  phosphorus  in  this  way,  there  is 
a  twofold  danger.  If  oxygen  additions  are  made  for  the  purpose  of  get- 
ting out  the  phosphorus,  there  is  a  chance  that  the  steel  will  carry  oxygen, 
although  it  may  be  thoroughly  dephosphorized;  whereas  if  there  is  not 
sufficient  oxygen-carrying  material  charged  to  eUminate  the  phosphorus, 
the  metal  may  not  contain  oxygen  but  it  will  not  be  dephosphorized. 
The  alternatives  then,  when  an  open-hearth  bath  is  finished  on  phos- 
phorus, are  that  the  metal  either  will  be  oxidized  or  the  phosphorus  will 
not  be  eliminated,  whereas,  if  the  order  of  reaction  were  changed  and  the 
phosphorus  removed  first  and  the  carbon  taKen  out  at  the  end,  the  carbon 
would  protect  the  metal  from  oxidation  after  dephosphorization  and  good 
steel  would  be  produced. 

It  is  not  claimed  that  this  happens  in  every  open-hearth  heat,  but  it 
does  happen  in  some.  This  sequence  of  happenings  can  be  avoided  and 
the  possibihty  of  oxygen-carrying  steel  being  made  will  be  cut  down  to 
a  minimum  if  excessive  blast  pressures  are  avoided.  This  can  only  be 
done  economically,  in  the  opinion  of  the  writer,  if  basic  or  neutral  con- 
verter bottoms  are  employed.  The  use  of  these  bottoms  will  avoid  the 
high  blast  pressures  and  out  down  the  power  cost  by  burning  the  carbon 
to  monoxide.  In  accompUshing  both  of  these,  the  production  of  over- 
heated blown  metal  will  be  minimized  and  the  possibility  of  producing 
oxidized  steel  will  be  very  sUght. 
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Bradley  Stoughton,  New  York,  N.  Y. — The  results  described  are 
in  line  with  my  experience  some  years  ago  at  a  bessemer  steel  works. 
We  avoided  a  good  deal  of  corrosion  of  the  bottom  when  we  prevented 
the  formation  of  iron  oxide  immediately  at  the  mouths  of  the  tuyeres. 

There  is  no  question  that  the  bessemer  metal  arrives  at  the  open- 
hearth  furnace  much  too  hot.  In  one  large  steel  works,  when  the  metal 
from  the  bessemer  converter  was  poured  into  the  open-hearth  furnace, 
which  already  contained  about  150  tons  of  molten  metal,  the  metal 
from  the  converters  was  so  hot  that,  although  it  was  held  in  the  ladles 
a  little  while,  the  reaction  was  so  violent  when  it  struck  the  basic  slag 
of  the  open-hearth  furnace  that  the  slag  foamed  out  of  the  furnace  in 
some  cases.  Anything  that  would  tend  to  reduce  the  temperature  of 
the  metal  would  yield  beneficial  results  in  the  open-hearth  furnace  and 
would  aid  dephosphorization.  Phosphorus  will  leave  the  iron  most 
quickly  at  the  low  temperature  and  carbon  most  quickly  at  the  high 
temperature.  If,  therefore,  you  wish  to  get  rid  of  phosphorus  as  rapidly 
as  possible,  the  metal  should  go  to  the  open-hearth  furnace  at  a  low 
temperature,*'which  is  just  what  Professor  McCaffery  has  achieved. 
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Jos.  W.  Richards,*  Bethlehem,  Pa. — I  agree  that  the  reaction  in 
the  bessemer  converter  is  mostly  the  formation  of  iron  oxide,  yet  that  is 
not  the  only  reaction.  There  are  two  points  of  view:  Does  the  air 
oxidize  the  silicon  and  carbon  directly  or  does  it  first  oxidize  the  iron, 
which  then  oxidizes  these  impurities.  I  believe  that  each  impurity  is 
oxidized  primarily  in  proportion  to  its  affinity  for  oxygen  and  in  propor- 
tion to  the  chemical  mass  of  the  impurity  present,  and  that  the  reactions 
with  iron  oxide  taking  place  are  secondary. 

It  seems  to  me  that  it  would  be  absolutely  necessary  to  add  a  large 
amount  of  lime,  or  some  similar  substance,  to  prevent  the  iron  oxide 
from  rapidly  corroding  the  basic  lining,  assuming  that  the  basic  lining 
is  dolomite  or  magnesite;  I  cannot  find  out  from  the  paper  which  it  is. 
If  these  fluxes  are  added,  there  is  an  increased  amount  of  slag,  so  that 
the  remedy  is  probably  more  costly  than  the  results  achieved  warrant. 

*  Professor  of  Metallurgy,  Lehigh  University. 
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James  Gayley 

James  Gayley,  distinguished  iron  and  steel  metallurgist  and  inventor, 
died  at  his  home  in  New  York  City  on  Feb.  25,  after  an  illness  of  several 
weeks  due  to  a  complication  of  diseases.  Mr.  Gayley  was  born  at  Lock 
Haven,  Pa.,  on  Oct.  11,  1855,  his  father  being  a  native  of  the  north  of 
Ireland,  who  came  to  this  country  in  early  manhood  and  became  a  Pres- 
byterian minister.  James  Gayley's  boyhood  was  spent  in  Maryland, 
where  he  attended  the  West  Nottingham  Academy.  He  took  the  course 
in  mining  engineering  at  Lafayette  College,  graduating  in  1876. 

Mr.  Gayley  began  his  career  as  chemist  for  the  Crane  Iron  Co., 
Catasauqua,  Pa.,  at  a  salary  of  about  $500  a  year.  Three  years  later 
he  became  superintendent  of  the  Missouri  Furnace  Co.,  resigning  to 
take  charge  of  the  blast  furnaces  of  the  E.  &  G.  Brooke  Iron  Co.,  at 
Birdsboro,  Pa. 

In  1886,  Mr.  Gayley  became  connected  with  the  Carnegie  interests 
when  he  was  put  in  charge  of  the  furnaces  of  the  Edgar  Thomson  Steel 
Works  at  Braddock,  Pa.,  owned  by  Carnegie  Brothers  &  Co.,  Ltd.,  which 
subsequently  became  the  Carnegie  Steel  Co:  He  soon  began  to  institute 
economies  in  all  departments,  especially  in  the  matter  of  fuel  consump- 
tion, introducing  many  appUances,  both  time-saving  and  money-saving, 
and  was  largely  instrmnental  in  developing  American  blast-fiu'nace  prac- 
tice to  a  higher  plane  than  had  been  reached  before.  He  was  the  first 
to  install  charging  bins  for  the  raw  materials  at  the  blast  furnaces  and 
also  installed  the  first  compound  condensing  engine  for  supplying  air 
blast  to  a  blast  furnace.  At  the  ore  docks  of  the  Carnegie  Steel  Co.  at 
Conneaut,  Ohio,  he  installed  the  first  mechanical  ore  unloader  and 
designed  a  vessel  construction  adapted  to  the  use  of  such  linloaders.  Mr. 
Gayley  was  promoted  to  be  manager  of  the  entire  Edgar  Thomson  works, 
and  later,  in  1897,  became  managing  director  of  the  Carnegie  Steel  Co. 
When  the  merger  which  created  the  United  States  Steel  Corporation 
was  formed  in  1901,  he  was  made  the  first  vice-president  in  recognition 
of  his  services,  and  did  work  of  a  most  important  character,  having  charge 
of  the  department  of  raw  materials  and  their  transportation.  Mr.  Gay- 
ley resigned  from  the  Steel  Corporation  in  1908,  and  since  that  time  was 
president  of  the  American  Ore  Reclamation  Co.  and  the  Sheflield  Iron 
Corporation,  as  well  as  director  in  other  companies. 

During  his  brilliant  career,  Mr.  Gayley  made  many  important  con- 
tributions to  the  metallurgical  industry.  Among  his  inventions  the  "dry 
air  blast"  was  probably  the  most  important,  its  use  resulting  in  important 
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fuel  economy  with  a  uniformity  of  furnace  product  previously  unobtain- 
able. The  Franklin  Institute  awarded  him  the  Elliott  Creason  medal  in 
1908  for  thie  inventon,  and,  in  1913,  he  received  the  Perkin  gold  medal 
for  hie  iron  inventions. 

Among  Mr.  Gayley's  gifts  to  Lafayette  College  was  the  laboratory 


JuoB  Gatlet. 

of  chemistry  and  metallurgy  known  as  Gayley  Hall,  presented  in  1902. 

Mr.  Gayley  made  many  important  contributions  to  technical  litera- 
ture. Among  those  to  the  TRANaACTiONS  are:  A  Chilled  Blaat-fumace 
Hearth,  Development  of  American  Blast  Furnaces,  with  Special  Refer- 
ence to  Lai^e  Yields,  The  Preservation  of  the  Hearth  and  Bosh  Walls  of 
the  Blast  Furnace,  and  Application  of  Dry-air  Blast  to  the  Manufacture 
of  Iron." 

Mr.  Gayley  became  a  member  of  the  American  Institute  of  Mining 
Engineers  in  1880;  was  mant^er,  1896-1898;  served  as  vice-president^ 
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1902-1903;  as  president,  1904r-1905;  as  president  of  the  Board  of  Direc- 
tors, 1905-1911;  and  as  director,  1905-1913.  He  was  also  a  member  of 
the  American  Iron  and  Steel  Institute,  the  (British)  Iron  and  Steel  Insti- 
tute and  a  number  of  clubs. 

The  following  tributes  by  members  of  the  Institute  were  published  in 
Iron  Trade  Review: 

E.  H.  Gary. — James  Gayley  was  possessed  of  fine  qualities  of  mind  and  heart. 
His  education,  general  and  technical,  was  superior;  consequently  he  was  well 
equipped  to  reach  and  hold  a  high  place  in  the  estimation  of  all  who  knew  him.  In 
business,  he  was  eminently  successful.  He  had  no  enemies,  but  hosts  of  friends.  He 
was  just  and  generous  in  the  treatment  of  all  his  associates  in  business,  particularly 
subordinates.  As  first  vice-president  of  the  United  States  Steel  Corporation  for 
many  years,  he  was  respected,  trusted  and  loved.  He  was  the  recipient  of  many  honors 
and  fully  deserved  them  all.  As  one  who  knew  him  intimately,  I  cherish  his  memory 
and  grieve  because  of  his  death. 

H.  A.  Braaaert, — With  James  Gayley's  death,  the  last  chapter  has  been  written 
in  the  life  book  of  a  truly  remarkable  man.  However,  his  fame  as  the  father  of  modem 
American  blast-furnace  practice  will  be  engraved  in  monumental  letters  in  the  history 
of  the  iron  and  steel  industry.  We  gratefully  acknowledge  our  indebtedness  to  him 
for  the  inspiring  example  that  he  set  for  his  followers. 
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Joseph  W.  Richards 

Joseph  Williah  Richabds,  was  bom  in  Oldbury,  Worcestershire, 
England,  on  July  28, 1864,  of  English-Scotch  parents,  Joseph  and  Bridget 
(Harvey)  Richards.  In  1871,  he  came  to  this  country  with  his  parents. 
He  attended  the  public  schools  of  Philadelphia,  Pa.,  where  his  father 
was  a  manufacturing  metallurgist,  and  in  1882,  graduated  from  the  Cen- 
tral High  School  with  the  degree  of  A.  B.  The  same  year  he  entered 
Lehigh  University,  from  which  he  received  the  degree  of  A.  C.  (Analytical 
Chemist)  in  1886;  M.  S.  in  1891,  and  Ph.  D.  in  1893.  His  connection 
with  the  university  was  continuous  from  1887  until  his  death,  and  he 
therefore  adds  another  to  the  list  of  names  of  men  prominent  in  the  A.  I. 
M.  E.  who  have  helped  to  develop  Lehigh  University  to  the  important 
position  which  it  now  occupies  in  mining  and  metallurgical  education  in 
respect  of  world-wide  fame.  It  is  fitting  to  recall  in  this  connection  that 
Eckley  B.  Coxe,  a  founder  of  the  A.  L  M.  E.,  four  times  its  vice-president, 
and  president  in  1878-79,  was  Uterally  a  pillar  of  the  university  for 
several  years  prior  to  his  death;  Thomas  M.  Drown,  founder,  vice-presi- 
dent, secretary  for  11  years,  honorary  member,  and  president  in  1897, 
was  president  of  Lehigh  University  from  1895  to  1904;  and  Henry  S. 
Drinker,  founder,  manager,  vice-president,  and  honorary  member,  was 
president  of  the  university  from  1906  to  1920.  Doctor  Richards  was 
no  less  active  in  both  institutions. 

With  the  exception  of  the  years  1886  to  1887,  when  he  was  superin- 
tendent of  the  Delaware  Metal  Refinery  of  Philadelphia,  his  professional 
life  was  devoted  to  the  upbuilding  of  the  metallurgical  department  of  the 
university,  in  part  through  his  continuous  services  as  a  member  of  the 
teaching  staff,  and  in  part  through  the  international  renown  won  for  the 
department  by  his  achievements  as  author,  investigator,  expert  and  recog- 
nized authority  in  metallurgy,  especially  the  metallurgy  of  aluminum, . 
metallurgical-chemical  calculations,  and  electrometallurgy.  He  was 
assistant  instructor  in  metallurgy  and  blowpiping  in  1887;  instructor, 
1888-90;  instructor  in  metallurgy,  mineralogy  and  blowpiping,  1890-97; 
assistant  professor,  1897-1903;  professor  of  metallurgy,  1903-1921, 
He  died  at  his  home  in  Bethlehem,  Pa.,  on  Oct.  •  12,  1921,  of  heart 
failure. 

To  the  A.  I.  M.  E.,  for  a  continuous  period  of  a  dozen  years,  his 
services  were  equally  loyal  and  eflfective.  He  was  vice-president,  1910- 
11,  and  1916-17;  councilor,  1912;  director,  1913-15;  chairman  of  the  Iron 
and  Steel  Committee,  1914-21;  he  was  one  of  the  framers  of  the  Insti- 


JOSEPH   W.    BICHABDS  643 

tute's  present  Confititution  and  By-Laws  and  of  several  of  their  subse- 
quent revisions;  an  influential  member  of  the  Committee  on  Papers  and 
Publications,  to  which  he  gave  generously  of  his  tinie  and  effort;  and  a 
representative  of  the  Institute  on  several  joint  committees  of  engineering 
societies,  such  as  Engineering  Council,  Engineering  Foundation,  Amen- 
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can  Engineering  Standards  Committee,  Engineering  Division  of  the 
National  Research  Council,  Committee  on  Development  of  Activities  of 
Engineering  Societies,  and  others. 

He  was  a  member  of  the  Naval  Consulting  Board  from  its  formation 
in  1915,  and  one  of  its  hardest  workers  in  the  very  important  service  of 
preparing  for,  and  prosecuting,  the  United  Stat«8'  share  of  winning  the 
world  war.  Personally,  I  viewed  with  some  alarm  the  strain  put  upon 
his  health  and  strength  during  the  heat  of  a  Washington  siuomer,  and 
dtiring  a  part  of  the  terrible  epidemic  of  influenza  there,  when  he  acted 
as  Washington  representative  of  the  Naval  Consulting  Board,  perform- 
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ing  a  labor  so  dry  and  fatiguing  that  few  would  have  had  the  courage, 
and  fewer  still  the  energy,  to  undertake  it.  It  was  characteristic  of 
Richards  that,  if  he  obligated  himself  to  a  joint  task,  he  was  alwa3rs 
ready  to  perform  more  than  his  share  of  the  labor  involved. 

He  was  one  of  the  founders  of  the  American  Electrochemical  Society; 
its  first  president,  1902-03,  and  secretary  from  1907  to  1921.  He  was 
president  of  the  Chemical  Section  of  the  Franklin  Institute,  1897,  1899, 
and  professor  of  electrochemistry,  1907-10.  He  was  honorary  member 
of  the  American  Electroplaters'  Association,  and  a  member,  officer,  or 
commitee-man  in  several  American  and  foreign  technical  societies  and 
clubs.     Among  his  other  public  services  may  be  mentioned: 

1897,  member,  U.  S.  Assay  Commission;  representative,  Franklin 
Institute  to  International  Geological  Congress  in  Russia;  1899,  member, 
Jury  of  Awards,  Department  of  Chemistry  National  Export  Exhibition, 
Philadelphia;  1915,  member.  Jury  of  Awards,  chairman  of  Sub-jury  on 
Metallurgy,  Panama-Pacific  International  Exposition,  San  Francisco. 

He  was  widely  sought  as  legal  expert  in  chemical  and  metallurgical 
cases  and  as  advisor  in  industrial  metallurgical  and  electrometallurgical 
operations.  In  1893,  he  recieved  a  medal  at  the  Columbian  Exposition 
for  an  exhibit  showing  the  metallurgy  of  aluminum. 

Professor  Richards'  books  include  a  treatise  on  aluminum  (Professor 
Richards  always  insisted  on  spelling  it  aluminium),  which  first  appeared 
in  1887,  with  subsequent  revisions  amounting  practically  to  new  books 
on  the  subject,  and  which  is  the  established  authority  on  this  subject  in 
English;  and  "Metallurgical  Calculations,"  in  three  small  volumes,  which 
have  been  translated  into  German,  French,  Italian,  Spanish  and  Russian. 
He  also  translated,  from  German  or  Italian,  "Electrolysis  of  Water," 
"Electrometallurgy  of  Chromium,"  "Arrangement  of  ^Electrolytic 
Laboratories,"  "Electrolytic  Production  of  Metallic  Objects,"  and 
"Cementation  of  Iron  and  Steel." 

His  contributions  to  technical  literature  by  monographs,  publications 
of  individual  researches,  and  discussions  of  papers  and  researches  of 
others  have  been  many  and  valuable. 

On  March  12,  1887,  Professor  Richards  married  Arnamarie  Gadd,  of 
Hertfordshire,  England.  Mrs.  Richards  died  in  1920.  Three  children 
survive  them;  two  daughters,  Evelyn  Packer  Richards  and  Mrs.  Winifred 
H.  Hommel,  and  one  son,  William  Richards. 

Professor  Richards  was  very  fond  of  travel,  and,  except  during  the 
yeariB  of  the  war,  his  recent  sununers  were  spent  in  Scandinavia,  South- 
eastern France  and  Switzerland.  He  familiarized  himself  with  the  metal- 
lurgical practice  of  these  countries,  and  was  doubtless  the  best-informed 
American  on  the  electrometallurgical  industries  of  Europe. 

In  seeking  the  characteristics  which  have  contributed  most  to  Rich- 
ards' success  and  distinction  in  the  metallurgical  world,  one  is  puzzled 
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whether  to  give  first  place  to  a  seemingly  tireless  capacity  for  painstaking 
work,  or  to  a  methodical,  intelligent  system  of  acquiring  information  in 
a  wide  circle  of  subjects  and  of  accomplishing  the  work  which  this  in- 
formation indicated  as  the  most  important  to  be  done.  In  reply  to  a 
question  as  to  how  he  achieved  so  much  work  in  his  busy  life,  he  said,  "I 
always  have  a  time  for  each  task,  and  I  stick  religiously  to  my  schedule." 
He  had  few  interests  outside  his  technical  activities,  but  the  most  promi- 
nent of  these  was  a  sympathetic  taste  for  music  and  languages.  In  his 
early  life,  he  studied  religion  deeply,  and  in  later  years  gave  much  thought 
to  religious  and  philosophic  subjects. 

He  was  an  efficient  and  inspiring  teacher,  even  succeeding  in  stimu- 
lating his  students  to  an  interest  in  the  drier  and  more  tedious  aspects 
of  the  subject,  which  every  conscientious  teacher  is  obliged  to  present. 
His  nature  was  strongly  individualistic,  and,  like  Theodore  Roosevelt, 
he  did  not  formulate  his  standards  from  the  average  opinion  of  his  friends 
and  associates,  but  referred  questions  of  right  and  duty  to  his  own  con- 
science, which  was  guided  by  intellectual  honesty  and  a  keen  critical 
faculty.  Especially  in  the  last  ten  years  of  his  life,  this  critical  faculty 
was  tempered  by  his  habitual  courtesy  and  consideration  for  others, 
making  him  fair  and  impersonal  in  controversy  and  debate,  for  which  his 
wide  knowledge  gave  him  great  proficiency.  As  a  presiding  officer,  he 
gave  dignity  to  a  meeting  and  brought  out  the  best  from  the  assemblage. 

Perhaps  what  endeared  him  most  to  his  colleagues  and  associates  was 
his  quiet  and  gentlemanly  courtesy,  his  unselfishness,  and  his  willingness 
to  serve  in  any  capacity  where  his  talents  would  be  of  use,  even  when 
no  honor,  of  which  he  had  already  received  so  much,  might  be  attached 
to  the  office. 

Bradley  Stoughton. 
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D.  K.  TschernoflF 

DiMiTRi  KoNSTANTiNOViTCH  TscHERNOFP,  was  bom  in  Petrograd, 
Russia,  on  Nov.  1,  1839,  and  died  in  Yalta  (Crimea)  in  the  south  of 
Russia,  on  Jan.  2,  1921. 

He  obtained  his  early  education  in  the  Russian  Gymnasium,  corre- 
sponding to  the  American  high  school,. and  in  the  Technologic  Institute. 
On  graduation  from  this  Institute  in  1858,  he  was  engaged  as  a  professor 
of  geometry  and  algebra  and  later  became  a  librarian  and  superintendent 
of  the  museum  in  the  same  Institute.  He  also  attended  lectures  in  the 
mathematical  physics  section  at  the  University  of  Petrograd  from  1859 
to  1862. 

In  1866,  Professor  Tschernoflf  left  the  Technologic  Institute  and 
entered  the  employ  of  the  Obouchoff  steel  plant,  founded  in  1863  for  the 
manufacture  of  guns.  Here  he  did  his  most  important  work  on  the  heat 
treatment  of  steel,  its  crystallization  and  metallography. 

In  1880,  he  left  the  Obouchoff  plant  and  went  to  the  south  of  European 
Russia,  where  he  discovered  and  developed  some  rock-salt  mines.  This 
enterprise  brought  him  a  rather  large  fortune. 

In  1884,  he  returned  to  Petrograd  and  during  the  next  four  years  held 
several  prominent  positions  in  government  departments.  In  1899,  he 
became  professor  of  metallurgy  in  the  Michael  Artillery  Academy,  and 
retained  that  position  until  the  time  of  the  Russian  Revolution. 

In  1902,  Professor  Tschernoff  was  elected  an  honorary  member  of 
the  American  Institute  of  Mining  and  Metallurgical  Engineers. 

In  September,  1917,  Professor  Tschernoff  was  spending  his  vacation, 
as  usual,  in  the  city  of  Yalta  (Crimea)  in  the  south  of  Russia,  with  his 
wife  and  one  of  his  daughters.  The  revolution  progressed  so  rapidly  that 
they  were  unable  to  return  to  Petrograd,  and  were  compelled  to  stay  in 
Yalta  without  provision  for  the  winter  season.  Suffering  from  hunger 
and  lack  of  sufficient  clothing,  and  deprived  of  his  books,  Tschernoff 
nevertheless  continued  his  studies  and  gave  a  number  of  lectures  on  steel 
at  the  Polytechnic  Institute.  At  the  same  time  he  worked  hard  on  some 
mathematical  problems.  His  health  broke  down  through  long-continued 
under-nourishment. 

His  works  in  the  metallurgical  field  are  well  known  to  the  students 
of  metallurgy;  good  abstracts  of  his  most  important  papers  were  pub- 
lished in  Reviie  de  Mitallurgie  (1915,  pp.  829-882)  in  commemoration  of 
his  75th  birthday. 
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Next  to  metallurgy,  perhaps  his  greatest  iDterest  lay  in  astronomy, 
aviation  and  botany.  Photography  also  claimed  a  lai^e  part  of  his 
interest  and  attention,  and  his  favorite  photc^aphs  were  those  he  took 
of  the  frost  on  the  windows  of  his  conservatory.  Some  of  the  photo- 
graphs in  this  wonderful  collection  were  shown  during  his  lectures  on  the 
crystallization  of  steel. 

The  construction  of  violins  and  violincellos  also  interested  him.     He 
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advanced  a  theory  that  the  fibers  of  the  wooden  boards  forming  the  vioUn 
box  should  be  arranged  in  a  certain  manner  in  order  to  obtain  the  best 
tonal  value,  and  his  violins,  constructed  in  accordance  with  this  theory, 
were  tested  in  a  large  contest  in  Petrograd  and  were  found  to  be  of  an 
excellent  tone. 

Professor  TschemoS  led  a  very  simple  and  modest  private  life,  entirely 
devoted  to  his  family  and  his  works.  His  home,  surrounded  by  a  beauti- 
ful park,  was  in  the  remote  residential  part  of  Petrograd. 
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In  spite  of  poor  eyesight,  which  he  injured  while  making  his 
observations  on  the  bessemer  process,  he  was  a  hard  reader.  On  the 
large  table  of  his  working  chamber,  were  the  latest  books  and  magazines 
on  various  subjects,  written  in  different  languages.  He  was  absorbed 
from  early  in  the  morning  until  late  in  the  evening  in  his  endless 
study,  taking  a  respite  for  a  short  time  by  working  in  his  garden  or  in 
his  small  machine  shop.  He  allowed  himself  a  good  rest  during  only 
two  days  in  each  month. 

Every  other  Sunday  his  house  was  open  to  his  friends  and  his  family 
acquaintances.  In  the  evening  of  these  Sundays,  Tschemoff  usually 
played  chess,  to  which,  like  his  old  friend  Mendeleieff,  he  was  ardently 
devoted,  and  afterwards  attended  the  family  concert. 

As  in  the  case  of  a  number  of  Russian  scientists,  the  horrors  of  the 
revolution  compelled  him  to  live  the  last  three  years  of  his  life  under 
very  miserable  conditions,  which  broke  his  body  but  not  his  spirit,  for, 
according  to  information  received  by  the  writer  from  his  son,  he  continued 
his  study  and  work  up  to  the  last  moments  of  his  life. 

Though  our  dear  friend,  professor  and  scientist  has  passed  away,  his 
name  and  spirit  will  survive  many  generations. 

A.  I.  Krtnitzkt. 
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Anders  Richard  Akerman 

Anders  Richard  Akerman  entered  the  eternal  rest  on  Feb.  23, 1922, 
after  a  long  and  distinguished  career.  All  mining  men  in  Sweden  are 
mourning  him,  because  he  was  one  of  their  greatest  and  a  leader  in  the 
scientific  metallurgy  of  the  iron. 

He  was  born  April  18,  1837,  in  Stockholm,  where  his  father,  Joachim 
Akerman,  was  a  professor  at  the  Technical  University,  but  the  greater 
part  of  his  childhood  was  spent  in  Falun,  where  the  family  moved  after  his 
father  was  made  principal  of  the  mining  academy.  He  was  at  first 
taught  by  a  tutor,  but  in  1851  entered  the  high  school  in  Vesteras  and  the 
University  of  Uppsala  in  1855,  from  which  he  graduated  as  a  mining 
engineer  on  Dec.  11,  1860.  A  week  later,  he  entered  the  service  of  the 
Department  of  Commerce  and  entered  the  mining  academy  at  Falun, 
from  which  he  graduated  Dec.  15,  1862. 

The  following  May,  he  was  accepted  as  a  student  in  the  metallurgical 
section  of  "Jernkontoret"  (the  "Iron  Institute")  and  on  Oct.  22,  1864, 
he  was  made  an  assistant  in  the  same  section.  Thus  begun  the  coopera- 
tion with  the  Iron  Institute  which  was  to  continue  for  so  many  years  and 
to  bear  such  rich  fruit.  He  had,  however,  previously  received  two 
requests  from  the  Iron  Institute:  One  to  assist  Prof.  V.  Eggertz  in  the 
preliminary  work  of  preparing  a  handbook  on  blast-furnace  practice,  the 
other  to  make  a  complete  index  of  the  proceedings  of  the  Iron  Institute 
("Jemkontorets  Annaler")  volumes  1817-1864,  which  index  was  pub- 
lished in  1866. 

On  Oct.  19,  1865,  Akerman  was  requested  by  "  Jemkontoret"  to  give 
during  1866,  lectures  in  the  metallurgy  of  iron  at  the  mining  academy 
of  Falun,  as  Prof.  V.  Eggertz  wished  to  devote  his  entire  time 
to  the  study  of  assaying.  This  request  was  renewed  Oct.  15,  1867, 
for  the  year  1868,  and  on  April  17,  1869,  he  was  made  instructor  in 
metallurgy  and  mining  at  the  Technical  University,  to  which  institution 
the  higher  education  in  mining  engineering  was  transferred  at  that  time. 
Akerman  thus  entered  his  career  as  a  teacher,  which  lasted  until  the  end 
of  1891.  On  May  11,  1877,  he  was  appointed  assistant  professor  in 
metallurgy  and  mining;  on  Sept.  7,  1883,  he  was  appointed  acting  pro- 
fessor in  the  same  department;  and  two  weeks  later  was  appointed  dean 
of  the  mining  college.  On  May  21,  1874,  he  was  instructed  by  the  Crown 
to  inspect  the  mining  schools  in  Filipstad  and  Falun.  As  a  teacher, 
Akerman  was  very  popular  and  his  lectures  were  excellent,  in  form  as  well 
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as  content.  Though  friendly  and  sociable,  he  always  inspired  respect. 
He  distinguished  himself  particulariy  as  a  leader  of  the  practical 
exercises. 

At  the  request  of  the  Jernkontoret,  in  company  with  Prof.  C.  A. 
Angstrom,  he  spent  from  July  20, 1866,  to  June  18, 1867,  studying  the  iron 
industry  of  the  United  States,  England,  Scotland,  France,  and  Austria. 
In  July  1868,  he  visited  the  steel  works  in  Upper  Silesia,  the  Rhine 
Province,  and  Westphalia,  accompanied  by  the  master  blacksmith, 
C.  J.  Boos. 

On  Oct.  19  of  the  same  year  he  was  requested  by  the  ''Jernkontoret" 
to  become  editor  of  the  metallurgical  department  of  "  Jernkontoret 's 
Annaler"  (proceedings  of  the  Iron  Institute).  After  that  date  he  wrote 
almost  exclusively  for  "  Jernkontoret's  Annaler."  Among  his  contribu- 
tions to  these  proceedings  were: 

Pireparation  of  Material  for  Siexnenfi-Martin  Steel-making  Process. 

Studies  of  Heat  Conditions  in  Blast-furnace  Process,  Particularly  with  Regard  to 
Influence  of  Hot  Blast;  this  was  translated,  into  German  and  English. 

Ferries  Self-coking  Enclosed  Blast  Furnace. 

Saving  in  Fuel  Obtained  by  Use  of  High  Blast  Heat  in  Charcoal  Blast  Furnaces. 

Composition  of  Gases  Developed  under  Bessemer  Process. 

A  Few  Observations  Regarding  Heat  Conditions  in  Blast-furnace  Process. 

Relation  of  Titanium  and  Tungsten  to  Iron  and  Their  Influenceon  its  Properties; 
this  was  translated  into  English  and  French. 

Relation  of  Oxidized  and  Metallic  Iron  to  Carbon  Monoxide,  Carbon  Dioxide, 
Hydrogen  and  Water.  This  paper  is  mainly  a  resume  of  the  investigations  of  J.  Low- 
thian  Bell  on  equilibrium  conditions  between  C,  CO,  COs,  Hi,  HiO,  Fe,  and  FemOn. 

Influence  of  Silicon,  Sulfur  Phosphorus,  and  Manganese  on  the  Properties  of  Iron 
and  Conditions  which  Favor  the  Absorption  as  WeU  as  the  Removal  of  Tliese  Elements 
from  the  Iron;  this  was  translated  into  English,  German  and  French. 

Viewpoints  Concerning  Grading  and  Stamping  of  Bessemer  Metal  of  Different 
Kinds. 

Views  Regarding  the  Right  Conception  of  the  Term  ''Steel."  This  paper  is 
directed  against  the  suggestion  that  the  term  "steel"  should  cover  all  forgeable  iron 
which  has  been  produced  in  liquid  form;  he  suggested  the  term  ingot  metal  for  such 
iron,  which  term  was  used  at  the  Metallurgical  Conference  in  Philadelphia  in  1876. 

Attempts  to  Investigate  the  Influence  of  Roasting  on  Magnetic  Ore  and  Red 
Hematite. 

Development  of  Swedish  Iron  Industry  from  1860  to  1880,  inclusive. 

Comments  on  Caspersson's  Bessemer  Charts. 

Reduction  of  Oxidized  Iron  by  Means  of  Carbon  Monoxide. 

Different  Heat  Requirements  for  the  Melting  of  Different  Blast-furnace  Slags. 

Ash  Contents  and  Percentage  of  Phosphorus  in  Wood  and  in  the  Charcoal  Prepared 
from  It. 

Requirements  for  Siiitable  Production  of  Iron  Castings  and  New  Uses  of  Silicate 
Iron,  which  treats  of  the  importance  of  the  different  elements  Si,  Mn,  P,  C,  for  differ- 
ent kinds  of  castings,  cupolas  and  their  operation;  and  silicate  iron  as  an  addition  to 
pig  iron  in  Bessemer  converters. 

History  of  Founding  and  Developing  of  Mining  Schools  in  Sweden,  which  is  to 
be  found  in  the  "Proceedings  of  1817-1917"  Memoir  I 
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Among  his  contributions  to  the  Proceedings  of  the  Engineers'  Society 
were: 

Proposition  for  a  Closed  Blast-furnace  Charging  Bell  and  Cone. 

Heaton's  Method  of  Steel  Manufacture. 

About  Heat  Ceneration  during  the  Bessemer  Process. 

On  Aug.  25, 1871,  he  was  requested  by  the  government  to  be  a  member 
of  the  Swedish  committee  for  the  exhibition  at  Copenhagen  in  1872,  and 
on  April  12,  1872,  he  was  appointed  judge  at  the  same  exhibition.  He 
received  similar  commissions  in  connection  with  the  world  expositions 
at  Vienna  in  1873,  Philadelphia  in  1876,  and  Paris  in  1878. 

At  the  end  of  1891,  he  left  his  position  as  teacher  in  the  mining  college 
to  accept  the  position  of  general  manager  and  chief  of  the  Bureau  of 
Commerce.  Of  this  change  he  said.  "  Honored  by  the  appointment  by 
the  Crown  as  chief  of  the  Bureau  of  Commerce,  my  old  activity  as  a 
teacher  and  scientist  has  ceased,  and  as  to  my  new  one  all  I  have  to  say  is 
that  I  hope  that  it  may  be  useful  to  the  government  and  the  country." 
Akerman's  connection  with  the  Bureau  of  Commerce  lasted  until  Jan.  20, 
1905.  During  these  13  years,  his  time  was  occupied  by  many  important 
public  missions.  He  was  appointed  chairman  of  the  committee  for 
Sweden's  participation  in  the  World's  Fair  at  Chicago,  1893;  and  later 
was  made  chairman  of  the  committee  for  the  distribution  of  purses  for 
the  visit  of  said  exposition.  He  was  chairman  or  member  of  several 
committees  connected  with  the  Fair  in  Stockholm  in  1897,  Paris  in  1900, 
and  St.  Louis  in  1904.  On  April  21,  1899,  he  was  made  chairman  of  the 
conference  for  international  investigation  of  hydrography  and  biology 
of  the  waters  around  Norway,  the  North  Sea,  and  the  Baltic.  On  the 
same  day  that  Akerman  resigned  from  the  Department  of  Commerce, 
he  was  appointed  chairman  of  the  Committee  of  Industrial  Protection, 
the  work  of  which  terminated  in  1909. 

He  continued  to  serve  the  Technical  University  as  a  member  of  its 
board  from  1890  to  1908. 

Among  his  other  activities,  the  following  deserve  to  be  mentioned: 
Oct.  1,  1869-Oct.  1,  1874,  he  was  librarian  of  the  Technical  University. 
1874-1876,  he  was  a  director  of  Stora  Kopperbergs  Bergslag.  In  1901,  he 
became  a  director  of  Stora  Kopperbergs  Bergslags  Aktiebolag;  in  1911, 
its  vice  chairman;  and  in  1915,  chairman  of  the  Board  of  Directors  (which 
office  he  held  until  1917  when  he  resigned). 

In  1889,  he  was  made  a  director  of  the  Swedish  Life  Insurance  Co., 
Oden;  1895,  its  vice-chairman;  and  1904,  its  chairman  which  office  he 
held  until  his  death. 

He  was  vice-chairman  of]  the^Board  of  Directors  in  Stockholm- 
Vasteras  Bergslagens  Railroad  1897-1898,  and  chauman  1899-1917., 

He  was  a  director  of  Skandinaviska  Kreditaktiebolaget  1901-1921. 
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He  was  one  of  the  trustees  of  the  Nobel  Institute  from  1902  and  its 
vice-chairman  from  1908  until  his  death. 

He  was  chairman  of  the  Letterstedt  Society,  from  1908  until  1921. 

From  1894r-1897  he  was  vice-chairman  of  the  Board  of  the  Technical 
University  in  Stockholm. 

On  Sept.  24,  1904,  he  was  made  chairman  of  the  Board  of  Directors 
of  Abraham  B^dbergs  foundation  for  the  training  of  expert  sailors, 
which  office  he  resigned  in  1918. 

He  received  the  following  decorations  and  distinctions: 

Chevalier  Order  of  Dannebrog,  Aug.  20,  1872. 
Chevalier  Order  of  Vasa,  Dec.  1,  1873. 
Chevalier  Order  of  Franz  Joseph,  April  20,  1875. 
Officer  Legion  of  Honor,  Oct.  19,  1878. 
Chevalier  Order  of  the  North  Star,  Dec.  1,  1882. 
Commander  Grand  Cross  of  the  North  Star,  Nov.  30,  1901. 
Commander  Order  of  St.  Olav  of  1st  Class. 
Grand  Officer  Legion  of  Honor. 

Chevalier  of  the  Russian  Order  of  St.  Stanislaus,  1st  Class. 
Honorary  Member  of  the  Iron  and  Steel  Institute  of  Great  Britain,  May  31, 1875. 
Member  of  the  Royal  Swedish  Academy  of  Science,  Nov.  10,  1875. 
Honorary  Member  of  the  New  York  Academy  of  Sciences,  May  1,  1876. 
Member  of  the  American  Philosophical  Society,  July  21,  1876. 
Honorary  Member  of  the  American  Institute  of  Mining  Engineers,  Nov.  1, 1876. 
Member  of  the  Royal  Swedish  Academy  of  Agriculture,  April  15,  1878. 
Honorary  Member  of  the  United  States  Association  of  Charcoal  Iron  Workers, 
Oct.  19,  1880. 

Member  of  the  Society  of  Science,  Kristiania,  1892. 
Honorary  Doctor  of  the  University  of  Uppsala,  Sept.  6,  1893. 
Honorary  Member  of  the  Royal  Swedish  Academy  of  Agriculture,  1909. 
Honorary  Member  of  the  leading  Russian  Mining  society,  1897. 
Honorary  Member  of  the  Russian  Metallurgical  Society,  June  18,  1911. 
Honorary  Member  of  the  Academy  of  Engineering  Sciences,  1920. 
The  Iron  and  Steel  Institute  Gold  Medal,  1885. 
The  Great  Gold  Medal  of  the  "  Jernkontor,"  1894. 

Akerman  was  rather  conservative  with  regard  to  the  humanistic 
sciences  and  foreign  languages.  He  was,  however,  a  lover  of  paintings 
and  in  his  old  days  he  loved  to  procure  large  editions  of  fine  books  for  his 
home,  Mariahill  at  Djurgarden,  the  haven  of  rest  to  which  he  retired 
after  his  labors. 

J.  A  Leffler. 
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Acid  Bessemer  process:  carbon  combustion,  633. 

corrosion  of  bottom,  632. 

effect  of  low  blast  pressure  and  greater  number  of  tuyeres,  634. 

iron-oxide  formation,  632. 

phosphorus  elimination  in  duplex  process,  634,  635. 
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deoxidizing,  180,  182,  183,  184,  211. 
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ferromanganese  addition,  183. 

general  course,  176. 

graphical  representation,  178,  179. 

gun-steel  manufacture,  172. 

iron-oxide  content  of  slag,  211. 

melting,  178. 

oring,  178,  188. 

oxygen  in  slag,  211. 

periods,  178. 

photomicrograph,  323. 

raw  materials,  176. 

slag  appearance,  180,  190. 

tapping,  183. 

temperature-time  diagram,  179. 
Acoustic  properties,  iron  and  steel,  variation  with  temperature,  79 
Adams,  Comport  A,:  Introduction  to  Open-hearth  Process  for  Manufacture  of  Oun 

Steels  and  Fine  SUels,  172. 
Aging:  magnetic,  iron  and  steel,  75. 

steel,  effect  on  tensile  properties,  61. 
Akerman,  Anders  Richard,  biographical  notice,  649. 
Allotropic  change,  iron  and  steel,  low  temperature,  67,  72,  73,  76,  79. 
Alloy  iron  castings,  553. 
Alloy  steels:  case  carburizing,  368. 

coefficient  of  expansion,  133. 

effect  of  decomposing  ammonia  on  structure,  272,  286. 

properties,  135. 
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Aluminum,  deoxidiser  in  steel  manufacture,  187, 218, 338, 339. 
American  Engineering  Standards  Committee,  239. 
Ammonia,  decomposing,  effect  on  iron  and  steel,  265. 
Analysis:  electric  steel  slag,  328. 

gun  steel,  173. 

semisteel,  165. 

steel  gas  containers,  289. 
ApplicaHon  in  Rolling  of  Effects  of  Carbon^  PhospkoruSf  and  Manganese  on  Mechanical 
Properties  of  Steel  (Webster),   220;  Discussion:  (Waterhoube),  242; 
(Liebig),  242;  (Sweetbee),  242;  (Morris),  242;  (Carney),  243;  (Barba), 
244;  (Nei^on),  244;  (Burgess),  245;  (Webster),  246. 
Archer,  R.  S.  :  GraphUization  of  White  Cast  Iron,  445;  Discussion,  456, 462. 

Disctusions:  on  MaUeableizing  of  White  Cast  Iron,  494. 

on  Physical  Changes  in  Iron  and  Steel  Below  the  Thermal  Critical  Range,  73. 
Armco  iron:  deformation,  effect  in  blue-heat  range,  59. 

drawing,  hot  and  cold,  effect  on  strength,  59. 

mechanical  properties  at  Viarious  temperatures,  503,  504. 

tensile-strength  variation  with  temperature,  57. 
Armor  plate:  directions  for  testing,  335. 

tensile  strength,  transverse  and  longitudinal,  331. 
Atcherson,  R.  W.  H.  :  Blasirfumace  Flue  Dust,  606. 

Barba,  W.  P.:  Discussions:  on  Add  Openr-hearth  Process  for  Manufacture  of  Gun  Steels 
and  Fine  Steels,  210, 215. 

on  Application  in  Rolling  of  Effect  of  Carbon,   Phosphorus,   and  Manganese 
on  Mechanical  Properties  of  Steel,  244. 

on  Effect  of  Sulfur  and  Oxides  in  Ordnance  Steel,  335,  336, 337. 
Barba,  W.  P.  and  Howe,  Hbnrt  M.  :  Add  Open-hearth  Process  for  Manufacture  of 

Gun  Steels  and  Fine  Steels,  172. 
Bardwell,  E.  S.:  Discussion  on  Manufacture   of  Ferromanganese  in  tfis   Electric 

Furnace,  593. 
Bessemer  converter,  corrosion  of  bottom,  632. 
Bessemer  process,  acid,  see  Add  Bessemer  Process. 
Blast  furnace,  blowing  factor,  599. 
Blast  furnace,  iron:  air  delivery  coefficient,  630 

air  delivery  effect,  611,  613. 

comparative  practice,  612. 

design  for  flue-dust  saving,  621. 

downcomer  arrangement  for  saving  flue  dust,  614,  615. 

effect  of  coke  hardness,  596,  599,  601. 

equilibrium  conditions,  46. 

fine  ore  use,  608. 

flue-dust  handling,  616. 

pressure  of  blast,  effect,  53. 

production  data,  Carnegie  Steel  Co.,  606. 

quick  smelting,  53. 

recharging  raw  flue  dust,  606,  618. 

temperature-distance  curve,  47. 

top  design  for  flue-dust  saving,  608,  609. 
Blast-furnace  Flue  Dust  (Atcherson),  606;  Discussion:  (Meissner),  617;  (Brabbbrt), 

619. 
Blast-furnace  gas:  calculation  of  amount,  628. 

measurement  of  gas  carrying  water  and  dust,  624. 
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Blast-furnace  gas:  orifice  plate  method  of  measurement,  625. 

water-vapor  content,  628. 
Blast-furnace  practice:  Inland  Steel  Co.,  612. 

Mark  Manufacturing  Co.,  612. 
Blast-furnace  reactions,  iron:  equilibrium  conditions,  46. 
Blast-furnace  smelting,  manganese,  vs.  electric,  558. 
Blast  pressure,  effect  on  rate  of  smelting,  53. 
Blowholes,  steel  ingots,  514. 
Blowing  factor,  blast-furnace,  599. 
Blue  brittleness,  iron  and  steel,  65,  70,  73,  77. 
BoOer  plate:  stress-strain  diagrams  at  various  temperatures,  91. 

tensile  strength  at  elevated  temperatures,  87. 
Bottom  pouring,  steel,  206,  213,  217. 

Brassert,  H.  a.  :  Discusnon  on  BUut-fumace  Phie  Dust,  619. 
Brearlet,  Harrt:  Discusnon  on  Acid  Open-hearth  Process  for  Manufacture  of  Oun 

Steels  and  Fine  Steels,  213. 
Bridgman,  p.  W.:  An  Experiment  in  One-piece  Gun  Construction,  145;  Discussum, 

161. 
BritUeness,  blue,  iron  and  steel,  65, 70, 73, 77. 

Burgess,  George  K.:  Discussions:  on  Application  in  Rolling  of  Effects  of  Carbon, 
Phosphorus,  and  Manganese  on  Mechanical  Properties  of  Steel,  245. 

on  Chemical  Equilibrium  between  Iron,  Carbon,  and  Oxygen,  55. 

on  Surface  Changes  of  Carbon  Steels  Heated  in  Vacuo,  410, 41 1. 

Calculation:  blast-furnace  gas  volumes,  628. 

charge,  electric  manganese  smelting,  571. 
Carbon:  effect  in  iron-nickel  alloys,  509,  512. 

effect  on  tensile  strength  of  steel,  221,  227,  228,  229,  235,  252. 

equilibrium  with  iron  and  oxygen,  3. 

limits,  steel  roUing,  231. 

solubility  in  iron,  diagram,  461. 
Carburization  of  iron:  applications  of  theory,  42. 

casehardening,  42. 

equilibrium,  29. 

mechanics,  38,  39,  40. 

temperature  and  pressure  limits,  41. 
Carburising,  case,  see  Case  carburtzing. 
Carnegie  Steel  Co.,  blast-furnace  practice,  606. 

Carnet,  F.  D.  '!lDiscussions:  on  Application  in  RoUing  of  Effects  of  Carbon.  Phosphorus, 
and    Manganese   on    Mechanical   Properties   of   Steel,    243. 

on  Effect  of  Sulfur  and  Oxides  in  Ordnance  Steel,  337. 
Case  carburizing:  alloy  steels,  368. 

carbon  content  checking,  352. 

cementation  theory,  378,  390. 

equilibrium  conditions,  383. 

hardening  by  quenching,  343. 

inclusions,  effect,  352. 

manganese  effect,  360,  380,  389. 

method,  342. 

microscopic  evidence,  344. 

oxygen  effect,  354,  355. 

photomicrographs,  345,  351,  353. 

quality  of  steel,  341. 

spring  steel,  362,  370. 
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Case  carburizing:  theory,  378,  390. 

United  Alloy  Steel  Corpn.  experiments,  368. 
Casehardening:  case-carburized  steel,  343. 
manganese  e£fect,  360,  380,  389. 
theory,  42. 
Cast  iron:  alloy,  553. 

critical  temperatures,  467,  469. 

duplex  process,  545. 

gray,  annealed:  microstructure,  489. 

photomicrograph,  490. 
malleable:  fracture  characteristics,  527. 

microscope,  use  in  manufacture,  527,  530. 
structure,  529. 
manganese  content,  548. 
phosphorus  limits,  547. 
silicon  effect  on  Ai  point,  446,  453,  456. 
superheating,  electric  furnace,  552. 
synthetic,  171. 

white:  annealed:  microstructure,  476,  483,  489. 
photomicrographs,  477,  484,  489. 
tensile  properties,  471,  473,  475. 
critical  points,  467,  469. 

effect  of  decomposing  ammonia  on  structure,  270. 
graphitization:  equilibrium  of  graphite  and  carbide,  450,  452. 
mechanics,  481,  494. 
occurrence,  445. 
photomicrographs,  449. 
rates,  447. 
silicon  effect,  453. 
photomicrographs:  468. 
Coating  and  Molding  Steel  Ingots  (Gathmann),  514;  Diacusnon:  (Richards),  520; 

(Gathmann),  521. 
Casting  temperature,  see  Pouring  temperature. 
Castings,  iron,  electric  furnace  applicability,  551. 
Cementation:  equilibrium  conditions,  383. 

theory,  378,  390. 
Charpy  impact  tests,  nickel  steel  after  ammonia  gas  treatment,  277. 
Chemical  Equilibrium  between  Iron,  Carbon,  and  Oxygen  (Matsubara),  3:  Discuwion. 

(Sttri),  54;  (Richards),  55;  (Burgess),  55. 
Chemical  reactions,  electric  steel  fiunace,  330. 
Chemistry,  electric  manganese  smelting,  557,  593. 
Chrome-nickel  steel:  blue  brittleness,  65,  70,  73,  77. 

quenching  effect  on  resistance  to  impact,  65,  74,  75. 
Chrome-steel  gas  container:  crossHsection  after  failure,  258. 
effect  of  vacuum,  262. 
photomicrograph  after  failure,  259. 
Chrome-vanadium  steel  gas  container,  photomicrograph  after  failure,  259. 
Clayton,  Charles  Y.  :  A  New  Occurrence  of  Pro-eutectoid  Ferrite,  437. 
Coefficient  of  Expansion  of  Alloy  Steels  (Mathews),  133. 
Coke  factor,  603. 

Coke:  hardness:  apparatus  for  testing,  598. 
coke  factor,  603. 
conditions  affecting,  602. 
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Coke:  hardness:  effect  of  ash  content,  602. 

effect  on  furnace  operation,  596,  599,  601. 
effect  of  hydrogen-oxygen  ratio,  601,  602. 
flue-dust  production,  610. 
importance,  596. 
relation  to  blowing  factor,  600. 
test,  597. 
properties  desired  in  blast  furnace,  596. 
Cold  and  hot  rolling,  effect  on  strength  of  steel,  60. 

Committee  on  Steel  Ingots,  National  Research  Council,  Engineering  Division,  172. 
CoMSTOGK,  Geobqe  F.:  Diieu8$ion8:  on  Add  Open-Jiearth  Prooe$$for  Manvfachdre  of 
Gun  Steels  and  Fine  Steels,  218. 
an  Effect  of  Sulfur  and  Oxides  in  Ordnance  Steely  338. 
on  Nitrogen  in  Steel,  and  the  Erosion  of  Quns,  309. 
on  Static  and  Dynamic  Tension  Tests  on  Nidsd  Steel,  130 
Conductivity:  electrical,  iron  and  steel,  62. 

thermal,  iron  and  steel,  62. 
Cone,  E.  F.  :  Discussion  on  the  Electric  Furnace  in  the  Iron  Foundry,  553. 
Constitutional  changes  in  cooling  steels,  103. 
Contraction,  spontaneous,  recently  hardened  steel,  64. 
Cooling  curves,  nickel  steels,  106. 
Costs:  electric  ferromanganese,  588. 

electric  furnace  melting,  iron,  545,  549. 
Cracking,  steel,  174,  201. 

Cratts,   W.   N.:  Discussions:  on  Manufacture  of  Ferromanganese  in  the  Electric 
Furnace,  593. 
on  the  Electric  Furnace  in  the  Iron  Foundry,  552. 
Critical-point  curves,  cast  iron,  469. 
Critical  points  below  Ai,  61. 
Critical  range :  carbon  and  nickel  steel,  effect  of  rate  of  temperature  change,  109. 

carbon  steels,  effect  of  carbon,  112,  114. 
Critical  Ranges  of  Some  Commercial  Nickel  Steels  (Scott),  100. 
Critical  temperatures:  carbon  steel,  nickel  effect,  102,  104,  110. 
cast  iron,  467,  469. 
iron-carbon-nickel  alloys,  101. 
malleable  iron,  467,  469. 
nickel  steels,  commerioal,  105,  107. 
Cupola  practice,  semisteel  manufacture,  166,  168. 
CuTTEB,  J.  D. :  Discussion  on  Molybdenum  Steels,  141. 

Davenport,  £.  S.  and  Phillips,  Arthur:  MaUsableixing  of  White  Cast  Iron,  466. 
Deformation:  iron  and  steel,  effect  in  blue-heat  range,  59. 

steel,  quenched  from  blue  heat,  62. 
Density,  iron  and  steel,  variation  with  quenching  temperature,  80. 
Deoxidisers,  steel,  187,  218,  338,  339. 

Deoxidizing,  acid  open-hearth  process,  180,  182,  183  184,  211. 
Design:  gun  forging,  317. 

molds,  steel,  336,  337. 
Dissociation  pressure:  FeO  and  FesO^,  15,  54,  55. 

formula,  55. 
Downcomer,  iron  blast  furnace,  flue  dust  saving,  614. 
Ductility:  necessity  in  structural  steel,  130. 

relation  to  forgeability,  509,  511. 
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Duplex  process:  iron  foundry,  545. 
phosphorus  elimination,  634,  635. 
temperature  of  Bessemer  metal,  634,  635. 

Effect  of  Quality  of  Steel  on  due^arhtarvnng  BesuUa  (McQuaid  and  Ehn),  341;  Z>t»- 
cussion:  (French  and  Jobdan),  362;  (Pribstlet),  368;  (French),  368; 
(Schmid),  368;  (White),  372;  (Staoo  and  Spa£dino),  372;  (Hawdon), 
377;  (Vanick),  382;  (McQuaid  and  Ehn),  385. 
Effect  of  Sttffur  and  Oxides  in  Ordnance  Steel  (Priestlbt),  317;  Disctuaion:  (Morris), 
331,  334;  (Prieotlbt),  331,  334,  335,  336, 338;  (Pbrin),  334, 338,  (Ghat), 
335;  (Baeba),  335,  336,  337;  (Sttri),  336;  (Garnet),  337;  (Harbrbcht), 
337,  338;  (Gom&tock),  338;  (Janitzkt),  339. 
Effect  of  Time  in  Reheating  Quenched  Mediumrcarbon  Steel  Below  the  Critical  Range 

(Hatward,  MacNeil,  and  Presbret),  82. 
Ehn,  E.  W.,  and  McQuaid,  H.  W.:  Effect  of  QualOy  of  Steel  onCaee-carburizing 

Reettlt8f  341;  Diacuaaion,  385. 
Elastic  limit:  iron  and  steel,  variation  with  temperature,  57. 
relation  to  forgeability,  511. 
relation  to  hardness,  118. 
Elasticity,  iron  and  steel,  recovery  after  overstrain,  58,  73. 
Electric  ferromanganese  plants,  557. 
Electric  furnace:  cold  metal  melting,  cost,  545,  549. 
electrode  holders,  562,  567,  578. 
iron  foundry:  advantages,  547. 
applicability,  551. 
influence  on  methods,  546. 
sulfur  removal,  544. 
superheating,  552. 
triplex  process,  553. 
manganese:  bottom  failure,  576. 
load  curves,  584. 
power  consumption,  582. 
supplies  consumption,  582. 
Sdderberg  electrode,  592. 
transformers,  562,  567. 
use  in  making  nickel-cast-iron  alloy,  523. 
Electric  Furnace  in  the  Iron  Foundry  (Moldenke),  544;  Diacuaaian:  (Elliott),  551; 
(Grafts),  552;  (Moldenkb),  552,  553;  (Stillman),  552;  (Gone),  553; 
(Schwartz),  553. 
Electric  furnace  smelting,  manganese,  see  Ferromanganeae,  electric. 
Electric  furnaces,  manganese,  561,  566. 
Electric  steel:  armor  plate,  331,  333. 

comparison  with  open-hearth,  318,  320,  322,  362. 
flakes,  337. 
gun  forgings,  318. 
photomicrographs,  324,  325. 
reactions  in  furnace,  329. 
slag  analysis,  328. 
Electrode  holders,  manganese  furnaces,  562,  567,  578. 
Electrode,  Sdderberg,  use  in  manganese  smelting,  592. 

Eluott,  George  K.  :  Diacuaaion  on  the  Electric  Furnace  in  the  Iron  Foundry,  651. 
Elongation:  iron    and    steel,    variation    with    temperature,    58. 
nickel  steel,  static  and  dynamic  comparison,  122. 
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Emmons,  J.  V. :  Discussion  on  GraphiHzoHon  of  White  Cast  Iron,  456. 
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iron,  carbon,  and  oxygen:  apparatus,  5. 
applications  of  theory,  42. 
blast-furnace  reactions,  46. 
carburisation  and  decarburization  phenomena,  29. 
carburisation  mechanics,  38,  39,  40. 
carburisation  temperature  and  pressure  limits,  41. 
casehardening,  42. 
data,  7,  18,  27. 
diagrams,  13,  20. 
experiments,  4,  17,  23. 
malleable  castings,  46. 
phases,  3. 

pressure  influence,  26. 
quick  blast-furnace  smelting,  53. 
reversibility  of  reactions,  11. 
temperature  diagram,  13. 
Equilibrium  diagram,  iron-carbon,  113,  482. 
Erosion  of  guns:  cause:  cold-work  theory,  295. 
gaa-leakage  theory,  293. 
martensite  theory,  295. 
nitrogen  theory,  300. 
definition,  292. 
photomicrographs,  296,  297. 
pressure,  300. 
theories  of  cause,  293. 
Etching,  heat-relief,  415. 
Expansion,  alloy  steels,  data,  133. 
Experiment  in  One-piece  Oun  Construction  (Bbidqman),  145;   Discussion:  (GiOLrrri), 

161;  (Hibbabd),  161;  (Bbidqman),  161. 
Expulsion  theory  of  insoluble  constituent,  steel,  433,  434. 

Feild,  Auexandeb  L.  :  Discussion  on  Acid  Open-hearth  Process  for  Manufacture  of 

Oun  Steels  and  Fine  Steels,  218. 
Ferrite,  pro-eutectoid:  new  occurrence,  437 

photomicrographs,  438. 
Ferromanganese:  electric:  alumina  in  slag,  591. 

analysis  of  materials  charged  and  tapped,  586. 

blowing,  675. 

bridging  of  charge,  579. 

calculation  of  charge,  571. 

carbide  formation,  574. 

carbon  content,  585,  588. 

comparison  with  blast  furnace,  558. 

costs,  588. 

difficulties,  574. 

electrode  holders,  562,  567,  578. 

flow  sheet,  560. 
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Ferromanganese:  electric:  fluxeB,  571. 
f uniace-bottom  failure,  676. 
furnace  supplies  consumption,  582. 
furnaces,  561,  566. 
impurities,  587. 
load  curves,  584. 
manganese  loss  in  slag,  591. 
metaUurgical  data,  581. 
operation,  573. 
ores,  569. 
plant,  559. 

power  consumption,  582. 
reactions,  557,  593. 
results  of  operation,  579,  586. 
silicon  effect  on  carbon  content,  585,  588. 
slag,  586,  591. 
Sdderberg  electrode,  592. 
tapping,  577. 
transformers,  562,  567. 
volatilization  loss,  592. 
electric-furnace  plants,  557. 
electric-furnace  process,  557. 
production  from  electric  furnaces,  556. 
Ferro-nickel,  see  Iroffirnickel  aUoy9. 

Fink,  Colin  G.  :  Discustion  on  ForgeabUity  of  Iron  nickd'AUoya,  509,  512. 
Flakes,  occurrence  in  various  steels,  338. 
Flow  sheet,  electric  ferromanganese,  560. 
Flue  dust,  iron  blast  furnace:  air  delivery  effect,  611,  613. 
furnace  design  for  saving,  621. 
handling,  616. 

influence  of  coke  hardness,  610. 
production,  606,  607. 
recharging,  606,  618. 
relation  to  ore  character,  607. 
saving  by  downcomer  arrangement,  614,  615. 
saving  by  furnace-top  design,  608,  609. 
saving  in  stock  column,  619. 
utilisation,  616. 
FoLBT,  Fbancis  B.:  Disctusion  on  Phyncal  Changes  in  Iron  and  Sieel  Below  the 

Thermal  Critical  Range,  79. 
Forgeability:  ductility  relation,  509,  511. 
elastic-limit  relation,  511. 
nickel  steel,  498. 
reasons,  501. 
Forgeability  of  Iron-nickd  Alloys  (Ybnsen),  498;  Appendix:  (Pilunq),  508;  Die- 
cueeion:  (Fink),  509, 512;  (Jeftsiks),  500, 511;  (White),  510;  (Richards), 
511;  (Yensen),  512,  513. 
Forging:  direction,  effect  on  strength,  331. 

steel,  heating  by  rolling,  241. 
Forgings,  gun,  reduction  ratio,  210. 
Foundry,  iron:  alloy  castings,  553. 
duplex  process,  545. 
electric  furnace:  advantages,  547. 
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Foundry,  iron:  electric  furnace:  applicability,  551. 
influence  on  methods,  546. 
superheating,  552. 
triplex  process,  553. 
Foundry  iron,  see  Iron^  foundry. 
Fracture  characteristics,  malleable  cast  iron,  527. 

Fbench,  H.  J.:  Tensile  Properties  of  Boiler  Plate  at  Eleoaled  Temperatures^  87;  Die- 
cuesion,  97,  98,  99. 
Discussion  on  Effect  of  Quality  of  Steel  on  Case-carhtarizing  ResiUis,  368. 
French,  H.  J.  and  Jordan,  L.  :  Discussion  on  Effect  of  QuaHty  of  Steel  on  Case-car- 

burizing  ResttUSy  362. 
FuLWEiLER,  W.  H. :  Discussion  on  Measurement  of  Blastrfumace  Oas^  630. 

Gas,  measurement:  blast-furnace  gas  carrying  water  and  dust,  624. 

orifice  plate  method,  625. 

Pitot  tube  in  wet  or  dusty  gas,  624,  629. 
Gas  in  steel,  effect  on  properties,  246,  247,  392. 

Gathmann,  Ehil:  Casting  and  Molding  Steel  Ingots,  514;  Discussion,  521. 
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Graham,  W.  F.  :  Discussion  on  Microstrudure  of  Iron  and  Mild  Steel  at  High  Temr 

peratures,  434. 
Graphite:  equilibrium  with  iron  carbide,  450,  452. 

solubility  in  iron,  450. 
Graphitization,  white  cast  iron:  equilibrium  of  graphite  and  carbide,  450,  452. 

mechanics,  481,  494. 

occurrence,  445. 

photomicrographs,  449. 

rates,  447. 

silicon  effect,  453. 
Graphitization  of  White  Cast  Iron  (Archer),  445:  Discussion:  (Whffe),  452;  (Scott), 
453;  (Storey),  454;  (Richards),  455;  (Emmons),  456;  (Hott),  456; 
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Griffis,  R.  O.  :  Discussion  on  Surface  Changes  of  Carbon  Steels  Heated  in  Vacuo,  411. 
Gun  coDstructton:  methods,  146,  161. 

one-piece,  145. 

pressure  application  diagrams,  154. 

principles,  145. 
Gun  forgings:  design,  317. 

electric  steel,  318. 

reduction  ratio,  210. 
Gun  steel:  acid  open-hearth  process,  176. 

composition,  173. 

cracking,  174,  201. 

forging  reduction,  210. 

inclusions,  prevention,  175,  214. 

manufacture,  172. 

molds,  design,  199,  202. 

open-hearth  process  of  manufacture,  176. 

piping.  174,  193,  196. 
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Gun  steel:  pouring,  temperature  and  rate,  175,  192,  213. 

precautions  in  manufactiu'e,  174,  176. 

reduction  in  forging,  210. 

specifications,  191. 

stop-pours,  195. 

teeming  regulations,  173,  191. 

top  and  bottom  pouring,  206,  213,  217. 

top  lag,  196. 
Guns,  erosion,  see  Erosion  of  gun8. 

Hall,  Frank  E.:  Manufactture  of  Semisteel  for  Shells,  162. 

Harbbscht,  W.  L.  :  Discussion  on  Effect  of  StUfur  and  Oxides  in  Ordnance  Steel,  337, 

338. 
Hardness:  coke,  see  Coke,  hardness. 

reheated  quenched  medium-carbon  steel,  effect  of  time,  84. 
Hardness  test,  coke,  597. 
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Impact  machine,  static  and  dynamic  tension  tests,  118. 

Impact  resistance,  steel,  nickel-chromium,  effect  of  quenching,  65, 74, 75. 

Importance  of  Hardness  of  Blasirfumojce  Coke  (Rice),  596;  Discussion:  (Rice),  604 

605;  (Mbissneb),  604;  (Richabds),  605;  (Moldenke),  605;  (Reed)  605. 
Impurities,  electric  ferromanganese,  587. 
Indufidons:  effect  in  case  carburizing,  352. 

manganese  sulfide,  photomicrographs,  359. 
Ingot  molds,  design,  518. 
Ingots,  steel,  see  Steel  ingots. 
Inland  Steel  Co.,  blast-furnace  practice,  612. 
Iron :  acoustic  properties,  variation  with  temperature,  79. 

allotropic  change,  low  temperature,  67,  72,  73,  76,  79. 

Armco,  see  Armco  iron. 

conductivity,  thermal  and  electrical,  62. 

deformation,  effect  in  blue-heat  range,  59. 

density,  variation  with  quenching  temperature,  80. 

elasticity,  recovery  after  overstrain,  58,  73. 

equilibrium  with  carbon  and  oxygen,  3. 
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Iron:  foundry:  manganese  content,  548. 

phosphorus  limits,  547.  • 

sulfur  accumulation,  544. 
sulfur  removal  in  the  electric  furnace,  545. 
graphite  solubility,  450. 
magnetic  aging,  75. 
malleable:  critical  points,  467,  469. 

microstructure,  relation  of  thickness  of  section,  479. 
photomicrographs,  468,  484. 
process  of  manufacture,  467. 

tensile  properties,  relation  of  thickness  of  section,  479. 
melting,  electric  furnace,  cost,  545,  549. 
microstructure  at  high  temperatures,  416. 
Norway,  see  Norway  iron. 
physical  changes  below  critical  range,  56. 
tensile  strength  variation  with  temperature,  57,  67. 
vapor  tension:  allotropic  modifications,  409. 
formulas,  410. 
Iron  blast  furnace,  see  Blast-furnace,  iron. 
Iron-carbon  alloys,  critical  ranges,  112,  114. 
Iron-carbon  equilibrium  diagram,  113,  482. 
Iron-carbon -nickel  alloys,  critical  temperatures,  101. 
Iron  foundry,  see  Foundry,  iron. 
Iron-nickel  edloys:  effect  of  carbon  on  ductility,  509,  512. 

foigeable  and  non-forgeable:  microscopic  examination,  501,  508. 
photomicrographs,  505. 
forgeability,  498. 
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high-resistance,  523. 
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Kennet,  E.  F.  :  Discussion  on  Physical  Changes  in  Iron  and  Steel  Below  the  Thermal 

Critical  Range,  74,  75. 
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Malleable  casting,  theory,  46. 
Malleable  iron,  see  Iron,  malleable. 
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Microacopie  ExaminaHan  of  ForgeabU  and  Nonrforgeable  Iranrnickel  Alloys  (Pilunq), 
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forgeable  and  non-forgeable,  microscopic  examination,  501,  508. 
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forgeability,  498. 

hardneBS,  509. 

mechanical  properties,  at  various  temperatures,  503. 
Nickel  steel:  carburizing,  369. 

Charpy  impact  test  after  ammonia  gas  treatment,  277. 

critical  ranges,  105,  107. 

effect  of  decomposing  ammonia  on  structure,  273. 

elongation,  static  and  dynamic  comparison,  122. 

forgeability,  498. 

manufacture,  214,  215,  216. 

photomicrographs  after  ammonia  gas  treatment,  273. 

reduction  of  area,  static  and  dynamic  comparison,  123. 

slag  inclusions,  214. 

tensile  properties,  static  test,  variation  with  drawing  temperatures,  124. 

tension  tests,  static  and  dynamic  comparisons,  117. 

thermal  curves,  106. 

work  required  to  rupture,  static  and  dynamic  comparison,  122. 
Nickel-steel  gas  container:  effect  of  vacuum,  263. 

photograph  after  failure,  258. 
Nitride  in  steel,  306,  312,  313. 

Nitrogen  in  Stedj  and  the  Erosion  of  Chma  (Wheeler),  257;  Discussion:  (Ruder), 
306;  (Comstogk),  309;  (Meering),  312;  (Vanick),  313;  (Knight),  314, 
316;  (Richards),  315;  (Wheeler),  316. 
Nitrogen  theory,  erosion  of  guns,  300,  306,  310. 
Norway  iron,  effect  of  decomposing  ammonia  on  structure,  265. 

Open-hearth  process:  acid,  see  Add  open-hearih  process. 

gun  steel,  176. 
Open-hearth  steel,  comparison  with  electric,  362. 
Orifice  plate  for  gas  measurement,  625. 
Oring,  open-hearth  process:  advantages  and  disadvantages,  188. 

procedure,  178. 
Overstrain,  iron  and  steel,  recovery  of  elasticity,  58. 
Oxide  inclusions,  effect  in  steel,  254,  392. 
Oxygen:  effect  in  case  carburizing,  354,  355. 

effect  in  steel,  247,  322,  354,  392. 
Oxygen-hydrogen  ratio,  coke,  effect  on  hardness,  601,  602. 

Patterson,  C.  T.  :  Discussion  on  Acid  Open-hearth  Process  for  Manufacture  of  Gun 

Steels  and  Fine  Steets,  212. 
Perin,  C.  p.  :  Discussion  on  Effect  of  Sulfur  and  Oxides  in  Ordnance  Steely  334,  338. 
Philupb,  Arthur  and  Davenport,  £.  S. :  MaUeableizing  of  White  Cast  Iron,  466. 
Phosphorus:  effect  in  steel,  220,  318,  380,  388. 
elimination  in  duplex  process,  634,  635. 
limits  in  cast  iron,  547. 
Photomicrographs:  armor  plate,  332,  333. 
case-carburized  steel,  345,  351,  353. 
cast  iron:  graphitization,  449. 
gray,  annealed,  490. 
white,  468. 

white,  annealed,  477,  484,  489. 
chrome-steel  container  for  nitrogen  and  hydrogen,  258. 
chrome-vanadium  steel  container  for  nitrogen  and  hydrogen,  259. 
electric  steel,  armor  plate,  333. 
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Photomicrographs:  eroded  gun  tubes,  297. 
iron  at  high  temperatures,  416,  410. 
iron-nickel  alloys,  forgeable  and  non-forgeable,  505. 
iron  treated  with  ammonia  gas,  266,  307. 
malleable  iron,  468,  484. 
manganese-sulfide  inclusions  in  steel,  359. 
nickel-steel  gas  container,  effect  of  vacuum  on  structure,  263. 
nickel  steel  treated  in  ammonia  gas,  273. 
platinum  heated  in  vacuo,  397. 
pro-eutectoid  ferrite,  438. 
silico-manganese  steel,  363. 
steel:  at  high  temperatures,  420,  423. 
electric  and  open-hearth,  322. 
heated  in  hydrogen,  412. 
impure,  373. 

vacuum  heated,  398,  426,  428. 
washed  metal  treated  in  ammonia  gas,  270. 
Filling,  Norman  B.  :  Microscopic  Examinaiion  of  Forgeable  and  Non-forgeable  Iron* 

nickel  AUoyB,  508. 
Piping,  steel,  174;  193,  196. 
Pitot  tube,  use  in  wet  or  dusty  gas,  624,  629. 
Plates,  steel,  specifications,  256. 
Platinum,  vacuum  heated,  photomicrographs,  397. 
Portable  microscope  for  steel  examination,  235,  244. 
Pouring,  steel:  stub  ingots,  198. 

temperature  and  rate,  175,  192,  213. 
top  and  bottom,  206,  213. 
Pbebbrbt,  Raymond  L.,  Hatward,  Carle  R.,  and  MacNeil,  Daniel  M.;  Effect 
of  Time  in  Reheating  Quenched  Medium-carbon  Steel  below  the  Critical 
Range,  82. 
Priestley,  Wiluam  J. :  Effect  of  Sulfur  and  Oxidee  in  Ordnance  Steel,  317;  Diecussion: 
331,  334,  335,  336,  338. 
Diecuaaione:  on  Acid  Open-hearth  Process  for  Manufacture  of  Gun  Steels  and  Fine 

Steds,  210,  217. 
on  Effect  of  Quality  of  Steel  on  Case-carburizing  Results,  368. 
Proceedings,  New  York  meeting,  1922,  ix. 
Pro-eutectoid  ferrite:  new  occurrence,  437. 

photomicrographs,  438. 
Proof  tests,  steel,  241. 

Propeller  wheels:  molding:  equipment,  533,  540. 
metal  used,  542. 
methods,  532. 
operations,  538. 

standardization  of  equipment,  540. 
tests  for  accuracy,  540. 
Thacher  process,  532. 
photographs,  541,  542,  543. 
Properties,  tensile,  see  Tensile,  strength. 

Physical  Changes  in  Iron  and  Steel  below  the  Thermal  Critical  Range  (Jeffries),  56; 
Disctusian:  (Langenberg),  72;  (Archer),  73;  (Kenney),  74,  75;  (Jef- 
fries), 75,  77;  (Speller),  75;  (Ybnsen),  75,  76;  (Ruder),  75;  (Hoyt), 
76;  (Foley),  79;  (Scott),  79. 

Quenching  temperature,  iron  and  steel,  effect  on  density,  80. 
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Rails,  molybdenum  steel,  143. 

Rawdon,  Henrt  S.  :  Discuation  on  Effect  of  QtuUity  of  Sted  on  Coae-carburizing  Results, 

377. 
Rawdon,  Hbnry  S.,  and  Scott,  Howard:  Microsbructure  of  Iron  and  Mild  Steel  at 

High  Temperaiure8f  414. 
Reactions,  chemical:  electric  manganese  smelting,  557,  593. 

electric  steel  furnace,  329. 
Reduction  of  area:  iron  and  steel,  variation  with  temperature,  58. 

nickel  steel,  static  and  dynamic  comparison,  123. 
Reed,  R.  S.  :  Discussione:  on  Importance  of  Hardness  of  Blast-furnace  Coke,  605. 

on  Measurement  of  Blastrfwmace  Gas,  628,  629,  630,  631. 
Reed,  R.  S.,  and  Ward,  D.  L.  :  Measurement  of  Blast-furnace  Qas,  624. 
Reheating  quenched  medium-carbon  steel,  effect  of  time,  82. 
Resistance  alloy,  nickel-cast-iron,  523. 
Resistance  grids,  nickel-cast-iron,  525. 
Resistivity,  specific,  steel,  effect  of  tempering,  63. 

Rice,  Owen  R.  :  Importance  of  Hardness  of  Blastrfumace  Coke,  596;  Discussion,  604, 
605. 

Discussion  on  Measurement  of  Blast-furnace  Gas,  629. 
Richards,  Joseph  W. :  biographical  notice,  642. 
Richards,  Joseph  W.  :  Discussions:  on  the  Add  Bessemer  Process,  636. 

on  Casting  and  Molding  Steel  Ingots,  520. 

on  Chemical  Equilibrium  between  Iron,  Carbon,  and  Oxygen,  55. 

on  Forgeability  of  Ironrnickel  Alloys,  511. 

on  GrapkUizoHon  of  While  Cast  Iron,  455. 

on  Importance  of  Hardness  of  Blast-furnace  Coke,  605. 

on  Manufacture  of  Ferromanganese  in  the  Electric  Furnace,  591,  593. 

on  Manufacture  of  Semisteelfor  SheUs,  171. 

on  Measurement  of  Blast-furnace  Gas,  629,  630,  631 

on  Microstrudure  of  Iron  and  Mild  Steel  at  High  Temperatures,  435. 

on  Molybdenum  Steels,  142. 

on  Nitrogen  in  Steel,  and  the  Erosion  of  Guns,  315. 

on  Surface  Changes  of  Carbon  Steels  Heated  in  Vacuo,  409,  411. 

on  Tensile  Properties  of  Boiler  Plate  at  Eleoated  Temperatures,  97,  98. 
Rolling,  hot  and  cold,  effect  on  strength  of  steel,  60. 

steel:  application  of  effects  of  carbon,  phosphorus,  and  manganese,  220. 

carbon  limits,  231. 

heating  by  working,  241. 
Ruder,  W.  E.  :  Discussions:  on  Nitrogen  in  Steel,  and  the  Erosion  of  Guns,  306. 

on  Physical  Changes  in  Iron  and  Sted  Below  the  Thermal  Critical  Range,  75. 
Rupture,  work  requirement:  hard  and  soft  steel,  129. 

static  and  dynamic  comparison  on  nickel  steel,  122. 

Safety  sessions.  New  York  meeting,  1922,  x,  xiii. 

Sargent,  Georqe  Wm.  :  Discussion  on  Molybdenum  Steels,  142. 

ScHMiD,  M.  H. :  Discussion  on  Effect  of  Quality  of  Sted  on  Case-carburizing  Results, 

368. 
Schwartz,  H.  A. :  Discussions:  on  the  Electric  Furnace  in  the  Iron  Foundry,  553. 

on  GraphHization  of  White  Cast  Iron,  459. 

on  MaUeableizing  of  White  Cast  Iron,  491. 
Scott,  Howard:  Critical  Ranges  of  Some  Commercial  Nickd  Steds,  100. 

Discussions:  on  Graphitization  of  While  Cast  Iron,  463. 

on  Physical  Changes  in  Iron  and  Sted  Below  the  Thermal  CriHcal  Range,  79. 
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Scott,  Howard  and  Rawdon,  Henry  S.  :  Microstruclure  of  Iron  and  Mild  Steel  at 

High  Temperatures f  414. 
Semisteel:  analysis,  165. 

chemical  requirements,  163. 

cupola  practice,  166,  168. 

definition  and  composition,  162,  170. 

manufacture,  162. 

ordnance  requirements,  164. 

physical  properties,  165. 

sulfur  content,  164,  169. 

test  specifications,  165. 

wear-resisting  qualities,  170. 
SiHco-manganese  steel:  effect  of  composition  and  heat  treatment,  362. 

photomicrographs,  363. 

tensile  properties,  366. 
Silicon :  deoxidizer  in  steel  manufacture,  339. 

effect  on  Ai  point  in  cast  iron,  446,  453,  456. 

effect  on  graphitization,  453. 
Silicon  and  manganese,  relative  deoxidizing  action  in  steel  manufacture,  186, 211,  219. 
Slag:  electric  manganese  smelting,  586,  591. 

electric  steel  furnace,  analysis,  328. 
Smelting,  iron  blast-furnace,  rapid,  53. 
Sdderberg  electrode,  use  in  manganese  smelting,  592. 
Solidification,  steel  ingots,  516. 
Solubility:  carbon  in  iron,  diagram,  461. 

graphite  in  iron,  450. 
Soundness,  steel  ingots,  515. 
Spalding,  S.  C.  and  Stagg,  H.  J. :  Discussion  on  Effect  of  Quality  of  Steel  on  Case- 

carhurizing  Results^  372. 
Specifications:  gun  steel,  191. 

steel  plates,  256. 
Speller,  F.  N.  :  Discussion  on  Physical  Changes  in  Iron  and  Steel  Below  the  ThermcU 

Critical  RangCj  75. 
Spontaneous  generation  of  heat  and  contraction  in  recently  hardened  steel,  64,  80. 
Spring  steel,  case  carburizing,  362,  370. 
Stagg,  H.  J.  and  Spalding,  S.  C.  :  Discussion  on  Effect  of  Quality  of  Steel  on  Case- 

carburizing  ResuUSf  372. 
Standards  committee,  239. 
Standards,  steel,  239. 

Static  and  Dynamic  Tension  Tests  on  Nickel  Steel  (Thomas  and  Nead),  117;  Discus- 
sion: (Hibbard),  129;    (Comstock),    130;    (Zimermann),    130;  (Nead), 
132. 
Steel :  acoustic  properties,  variation  with  temperature,  79. 

aging,  effect  on  tensile  properties,  61. 

allotropic  change,  low  temperature,  67,  72,  73,  76,  79. 

blowholes,  514. 

carbon  limits  for  rolling,  231. 

casting  temperature,  see  Steely  pouring  temperature, 

cleanness,  214,  215,  240. 

conductivity,  thermal  and  electrical,  62. 

constitutional  changes  in  cooling,  103. 

contraction,  spontaneous,  64. 

cracking,  174,  201. 
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Steel:  critical  points  below  Ai,  61. 

deformation :  effect  in  blue-heat  range,  59. 
surface,  quenched  from  blue  heat,  62. 
density,  variation  with  quenching  temperature,  80. 
deoxidizers,  187,  218,  338. 
dirty,  214,  216,  240. 

effect  of  carbon  on  tensile  strength,  221,  227,  228,  229,  235,  252. 
effect  of  rolling  temperature  and  thickness  on  tensile  strength,  222. 
elasticity,  recovery  after  overstrain,  58,  73. 
electric,  see  Electric  steel, 

excess  insoluble  constituent  migration,  433,  434. 
expulsion  theory  of  insoluble  constituent,  433,  434. 
flakes,  occurrence  in  various  steels,  337. 
gas  content  effect,  246,  247. 
grading,  225. 
gun,  see  Gun  steel. 

heated  in  hydrogen,  photomicrographs,  412. 
heating  by  work  of  forging  or  rolling,  241. 
heating  in  vacuo:  high-carbon  steel,  407. 
losses,  393. 

low-carbon-steel,  406,  426 
photomicrographs,  398,  426. 
surface  changes,  392,  427. 
volatilized  products,  393. 
heat-relief  etching,  415. 
impure,  photomicrographs,  372. 
inclusions:  effect  in  case  carburizing,  352. 

prevention,  175,  214. 
magnetic  aging,  75. 

manganese  and  silicon  as  deoxidizers,  186,  211,  219. 
manganese  effect  on  cementite  precipitation,  380. 
manganese  limit,  241,  243,  249. 
manufacture.  Naval  ordnance  plant,  326. 
merit  numbers,  hard  and  soft  steel,  129. 
microstructure  at  high  temperatures:  description,  422. 
interpretation  of  results,  431. 
method  of  revealing,  414,  415. 
photomicrographs,  420,  423,  428. 
molds,  design,  199,  202. 
molybdenum,  see  Molybdenum  Steel, 
nickel,  see  Nickel  steel, 
nickel-chromium,  see  NickeMiromium  steel. 
nitride  constituent,  306,  312,  313. 
nitrogen  content  effect,  257. 
occluded  gas  effect,  392. 

open-hearth,  comparison  with  electric,  318,  320,  322,  362. 
oxygen  effect,  247,  322,  354,  392. 
phosphorus  effect,  318,  380,  388. 
physical  changes  below  critical  range,  56. 
piping,  174,  193,  196. 
pouring:  stub  ingots,  198. 

temperature  and  rate,  175,  192,  213. 
top  and  bottom,  206,  213. 
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Steel:  proof  tests,  241. 

quality  in  casehardening,  341. 

recently  hardened,  spontaneous  generation  of  heat  and  contraction,  64, 80.  , 

reheating,  time  effect,  82. 

resistivity,  specific,  effect  of  tempering,  63. 

rolling:  application  of  effect  of  carbon,  phosphorus,  and  manganese,  220. 
carbon  limits,  231. 
heating  by  working,  241. 
hot  and  cold,  effect  on  strength,  60. 

silico-manganese,  see  SUico-manganese  steel. 

solidification,  types,  516. 

standards,  239. 

stop-pours,  195. 

stripping  and  cooling  of  ingots,  209. 

stub  ingot  pouring,  198. 

sulfur  effect,  319,  331,  334. 

surface  structure  after  heating  in  vacuo,  394,  426. 

teeming  classification,  514. 

tensile  strength,  see  TeiMile  strength,  steel. 

top  and  bottom  pouring,  206,  213,  217. 

top  lag,  196. 

work  required  to  rupture,  hard  and  soft  steel,  118,  129. 
Steel  containers  for  nitrogen  and  hydrogen:  analysis,  289. 

failure,  257. 

photomicrographs,  259. 
Steel  ingots:  blowholes,  514. 

casting  and  molding,  514. 

committee.  National  Research  Council,  172. 

heating,  210. 

molds,  design,  518. 

solidification,  types,  516. 

soundness,  515. 

stripping  and  cooling,  209. 

taper,  200. 
Steel  plates,  specifications,  256. 
SriLLif  AN,  A.  L. :  Disctusions:  on  the  Electric  Furnace  in  the  Iron  Foundry^  552. 

on  Manufacture  of  Ferromanganese  in  the  Electric  Furnace,  591. 
Stop-pours,  steel,  195. 

Storet,  O.  W.  :  Discussion  on  Graphitizaion  of  White  Cast  Iron,  454. 
Stouohton,  Bradley:  Biographical  Notice  of  Joseph  W,  Richards,  642. 

Discussion  on  the  Acid  Bessemer  Process,  635. 
Stress-strain  diagrams:  elevated  temperatures,  boiler  plate,  91. 

theory,  117. 
Structure,  malleable  cast  iron,  529. 
Stub  ingot  pouring,  steel,  198. 

Sttri,  Haakon:  Discussions:  on  Acid  Open-hearth  Process  for  Manufacture  of  Gun 
Steels  and  Fine  Steels,  211. 
on  Chemical  Equilibrium  between  Iron,  Carbon  ar^  Oxygen,  54. 
on  Effect  of  Sulfur  and  Oxides  in  Ordnance  Steel,  336. 
Sulfur:  effect  in  steel,  319,  331,  334. 

in  foundry  iron:  accumulation,  544. 
electric-furnace  removal,  545. 

in  semisteel,  164,  169. 
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Surface  Changes  of  Carbon  Steels  Heated  in  Vacuo  (Hemingwat  and  Ensmingbr), 
392;  Discussion:  (Richards),  409,  411;  (Bubgbss),  410,  411;  (GRims), 
411. 

SwEETSER,  Ralph  H.:  Discussion  on  ApplicaHon  in  RolUng  of  Effects  of  Carbon, 
Phosphorus,  and  Manganese  on  Mechanical  Properties  of  Steel,  242. 

Synthetic  cast  iron,  171. 

Teeming,  steel,  classification,  514. 
Temperature,  critical,  see  Critical  temperature. 
Tempering,  steel,  effect  on  specific  resistivity,  63. 
Tensile  properties,  see  Tensile  strength. 

TensUe  Properties  of  Boiler  Plate  at  Elevated  Temperatures  (French),  87;  Discussion: 
(Hibbard),  97,  98;  (Richards),  97,  98;  (French),  97,  98,  99;  (Meter), 
98,  99. 
Tensile  strength:  alloy  steels,  135. 

armor  plate,  transverse  and  longitudinal,  331. 
boiler  plate,  87. 

cast  iron,  white,  annealed,  471,  473,  475. 
elevated  temperatures:  apparatus  for  determination,  88,  91. 
iron  and  steel,  57,  67,  87. 
results  of  tests  on  boiler  plate,  93. 
test  procedure,  90. 
iron,  Armco,  at  various  temperatures,  503,  504. 
iron  and  steel,  variation  with  temperature,  57,  67,  87. 
iron-nickel  alloys,  at  various  temperatures,  503,  504. 
malleable  iron,  relation  of  thickness  of  section,  479. 
nickel-steel,  static  tests,  variation  with  drawing  temperatures,  124. 
reheated  quenched  medium-carbon  steel,  effect  of  time,  84,  85. 
steel:  effect  of  aging,  61. 

effect  of  rolling  temperature  and  thickness,  222. 
increase  with  carbon  content,  221,  235. 
manganese  and  carbon  effect,  227,  228,  229,  252. 
variation  with  temperature,  57,  67,  87. 
tests,  static  and  dynamic,  117. 
Tension  tests,  static  and  dynamic:  comparison,  117. 
curves,  122. 
impact  machine,  118. 
recording  apparatus,  120. 
Test:  hardness,  coke,  597. 

semisteel,  specifications,  165. 
Thacher  Molding  Process  for  Propeller  Wheels  and  Blades  (Toucbda),  532. 
Thermal  curves,  nickel  steels,  106. 
Thomas,  J.  J.  and  Nead,  J.  H. :  Static  and  Dynamic  Tension  Tests  on  Nickel  Steely 

117. 
Thum,  £.  £.:  Discussion   on    Microstrudure   of  Iron   and    Mild   Steel   at    High 

Temperatures,  433. 
Time  effect  in  reheating  quenched  medium-carbon  steel,  82. 
Titanium,  deoxidiser  in  steel  manufacture,  187,  218,  338. 
Top  and  bottom  pouring,  steel,  206,  213,  217. 
Top  lag,  steel,  196. 

Touceda,  Enrique  :  Thacher  Molding  Process  for  Propeller  Wheels  and  Blades,  532. 
Use  of  Microscope  in  MaUeable^ron  Industry,  527. 
Discussion  on  Graphitization  of  White  Cast  Iron,  457. 
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Transformation  points,  iron-carbon-nickel  alloys,  102. 
Transformation  range  data,  nickel  steels,  commercial,  107. 
Transformers,  electric  manganese  furnaces,  562,  567. 
Triplex  process,  iron  foundry,  553. 
Tschemoff,  D.  K. :  biographical  notice,  646. 

United  Alloy  Steel  Corpn.,  case-carburizing  experiments,  368. 
Use  of  Microscope  in  MaUeaUe-iron  Industry  (Touceda),  527. 

Vacuum  experiments  on  structure  of  steel  gas  containers,  262. 
Vacuum  heating,  steel,  see  Steel,  heating  in  vacuo, 

Vanick,  J.  S. :  Discussians:  on  Effect  of  Quality  of  Steel  on  Case-carburizing  RestUtSy 
382. 

on  Nitrogen  in  Sted,  and  the  Erosion  of  Guns,  313. 
Vapor  tension:  formulas,  iron,  410. 

iron,  alpha,  beta,  and  gamma,  409. 

iron  and  carbon,  relative,  435. 
Volatilization,  electric  manganese  smelting,  592. 

Waldo,  Leonard:  Discussion  on  GraphiHzation  of  White  Cast  Iron,  456. 

Ward,  D.  L.  and  Reed,  R.  S.  :  Measurement  of  Blaetrfumace  Gas,  624. 

Washed  metal,  efifect  of  decomposing  ammonia  on  structure,  270. 

Watbrhouse,  Georoe  B.  :  Discussion  on  Application  in  Rolling  of  Effect  of  Carbon, 

Phosphorus,  and  Manganese  on  Mechanical  Properties  of  Steel,  242. 
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